1882:1,1883:1 


Digitized  by 

the  Internet  Archive 

in  2014 

https://archive.org/details/annualreportofco1882newj 


REPORT 

BY  THE 

SECRETARY  OF  STATE 

AS 

Commissioner  of  Insurance 

For  the  Year  ending  December  31, 

1882. 


INSURANCE  COMPANIES  OTHER  THAN  LIFE. 


STATE  OF  NEW  JERSEY. 


REPORT 


SECRETARY  OF  STATE 


OMMISSIONER  OF  INSURANCE 


For  the  Year  ending  December  31, 


4882. 


INSURANCE  COMPANIES  OTHER  THAN  LIFE. 


.  TRENTON,  N.  J.  : 
John  L.  Murphy,  Book  and  Job  Printer. 
1883. 


3s  s.^ 


ANNUAL  REPORT. 


PART  I. 


Insurance  Companies  Other  Than  Life. 


Trenton,  March  26,  1883. 


Department  of  State, 


To  the  Honorable  the  Senate  and  General  Assembly : 

The  Secretary  of  State,  acting  as  Commissioner  of  Insurance,  has 
the  honor  to  submit  the  following  report,  embracing  full  abstracts  of 
the  statements  made  to  this  Department,  as  required  by  law,  by 
Insurance  Companies  other  than  Life  Companies,  authorized  to 
transact  business  in  this  State  during  the  current  year,  as  of  Decem- 
ber 31st,  1882. 

The  total  number  of  such  companies  was  one  hundred  and  thirty- 
nine  (139),  classified  as  follows :  Companies  organized  under  the  laws 
of  New  Jersey,  44,  viz.,  Joint  Stock  Fire  and  Fire  Marine  Com- 
panies (including  one  Plate  Glass  Insurance  Company),  16;  purely 
Mutual  Companies  (including  companies  having  no  capital  or  scrip 
liability  rated  as  capital),  28 ;  Companies  of  other  States,  66 ;  Com- 
panies of  Foreign  Governments,  29. 

The  New  Jersey  Companies  are  located  as  follows :  in  the  county 
of  Bergen ,  \  ;  Burlington,  2 ;  Camden,  2 ;  Cumberland,  2 ;  Essex, 
8 ;  Hudson,  2 ;  Hunterdon,  2 ;  Mercer,  3 ;  Middlesex,  3 ;  Mon- 
mouth, 3 ;  Morris,  1  ;  Salem,  2 ;  Somerset,  4 ;  Sussex,  1  ;  Union,  5 ; 
Warren,  3. 

Companies  of  other  States  as  follows:  Connecticut,  8;  Louisiana, 
1  ;  Massachusetts,  3 ;  Minnesota,  1  ;  New  Hampshire,]  ;  New  York, 
39;  Pennsylvania,  1  2  ;  Rhode  Island,  1. 

Companies  of  other  countries  as  follows:  Canada,  <\  ;  England,  18; 
France,  3;  Germany,  3;  Scotland,  1. 
The  tables  compiled  frdm  the  statements,  and  which  are  printed 

(Hi  the  pages  immediately  following  the  abstracts,  contain  very  Cull 

summaries  of  the  reports.    Condensed,  they  areas  follows: 


(iii) 


iv 
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Table  No.  I.,  page  306,  shows  the  location,  date  of  organization, 
amount  of  capital  stock,  gross  assets,  gross  liabilities  and  net  surplus 
over  all  liabilities,  including  capital  stock. 

The  total  amount  of  capital  stock  of  New  Jersey  Stock  Companies 
was  $3,145,970;  total  assets,  $6,794,477.36  ;  total  liabilities,  includ- 
ing capital  stock,  #4,321,830.12 ;  total  net  surplus  was  $2,516,576.84. 

New  Jersey  Mutual  Companies  had  premium  notes  amounting  to 
so.079,038.52  ;  cash  assets,  $514,112.73 ;  and  liabilities,  $128,088.46. 

Table  No.  II.,  page  308,  is  a  Classification  of  Assets,  and 
shows  that  the  New  Jersey  Stock  Companies  had,  in  real  estate, 
s  i  .<  173,560,32  ;  bonds  and  mortgages,  $2,901,978.54 ;  interest  thereon, 
$71,902.33;  United  States  bonds,  $1,055,670.63  :  other  stocks  and 
bonds,  8860,046  ;  call  loans  on  collaterals,  $401,889.38  ;  cash  on  hand 
aud  in  bank,  $269,618.28;  premiums  in  course  of  collection,  $102,- 

280.91  ;  all  other  assets,  $56,909.51.    Total  assets,  $6,794,447.36. 
The  Mutual  Companies  of  New  Jersey  had — Real  estate,  $18,000; 

bonds  and  mortgages,  $183,449.01 ;  United  States  bonds,  $75,709.75 ; 
other  stocks  and  bonds,  $40,036.25;  call  loans  on  collaterals,  $46,- 

567.92  ;  cash  on  hand  and  in  bank,  $86,321.73;  premiums  in  course 
of  collection,  $14,646.84;  all  other  assets,  $49,381.23.  Total, 
$514,112.73, 

Table  No.  III.,  page  310,  is  a  Classification  of  Liabilities, 
and  shows  the  liabilities  of  the  New  Jersey  Stock  Companies  to  be — 
Unpaid  losses  and  claims,  $124,273.23 ;  unearned  premiums.  $884,- 
114.19;  all  other  liabilities,  $167,473.60 ;  capital  stock,  $3,145,970. 
Total,  84,321,830.12. 

Mutual  Companies  of  New  Jersey — Unpaid  losses  and  claims, 
$34,824.93;  unearned  premiums,  827,341.10;  all  other  liabilities, 
$65,922.43.    Total,  si28,088.46. 

Table  No.  \\ page  312,  is  a  Classification  of  Income,  and 
shows  the  income  of  New  Jersey  Stock  Companies  to  have  been — 
Premiums,  81,367,533. V.) ;  marine  and  inland,  $24,626.54 ;  interest 
on  bonds  and  mortgages,  Si 84,659.26  ;  interest  and  dividends  from 
other  sources,  si  1 7,4*3.70  ;  rents,  S30,588.13;  all  other  sources, 
128,233.11,    Total,  SI, 753,124.2!). 

Mutual  Companies  of  New  Jersey — Premiums  (cash),  $86,507.41 ; 
interest  on  bonds  and  mortgages,  $10,360.79 ;  interest  and  dividends 
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from  other  sources,  $9,094.20;  all  other  sources,  $90,415.65.  Total, 
$196,363.11. 

Table  No.  V.',  page  314,  is  a  Classification  of  Expenditures, 
and  shows  the  expenditures  of  the  New  Jersey  Stock  Companies  to 
be— Fire  losses,  $730,451.01 ;  plate  glass,  $4,921.06  ;  marine  and 
inland,  $19,968.40;  dividends,  $268,943.80;  commissions,  $236,- 
374.20;  salaries  and  fees,  $150,617.72;  taxes,  $52,162.81;  all  other 
expenditures,  $139,426.93.    Total,  $1,602,965.92. 

Mutual  Companies  of  New  Jersey — Losses,  $140,427.17;  commis- 
sions, $7,580.62;  salaries  and  fees,  $27,207.03;  taxes,  $1,777.76;  all 
other  expenditures,  $25,635.94.    Total,  $202,627.82. 

Table  No.  YI.,page  316,  is  a  Summary  of  Risks,  Premiums 
and  Losses,  and  shows  that  the  risks  written  during  the  year  by 
New  Jersey  Stock  Companies  amounted  to  $191,427,169;  premiums 
thereon,  $1,560,869.57  ;  losses  incurred,  $777,065.79.  Total  risks  in 
force,  $194,070,363;  premiums  thereon,  $1,682,142.36. 

Mutual  Companies  of  New  Jersey — Risks  written  during  the  year, 
$9,522,648.16;  premiums  thereon,  cash,  $115,514.52;  notes,  $424,- 
367.10 ;  losses  incurred,  $127,524.31.  Total  risks  in  force,  $80,308,- 
809.41 ;  premiums  thereon,  cash,  $769,553.04  ;  notes,  $5,023,049.10. 

Table  No.  VII.,  page  318,  is  an  Exhibit  of  Business  in  New 
Jersey.  By  New  Jersey  Stock  Companies — Risks  written,  $76,- 
133,695.28;  premiums  received,  $513,777.43;  losses  incurred, 
$183,997.63  ;  losses  paid,  $1  79,473.58  ;  fourteen  companies  show  an 
excess  of  premiums  over  losses  of  $330,904.88,  and  one  company 
shows  an  excess  of  losses  over  premiums  of  $1,125.08. 

Mutual  Companies  of  New  Jersey — Risks  written,  $9,507,498.16; 
premiums  received,  cash,  $114,396.72;  notes,  $423,936.47;  losses 
incurred,  $135,4  14.01. 

Companies  of  other  States — Risks  written,  $111,153,030.71 ;  pre- 
miums received,  $834,555.02  ; .  losses  incurred,  $433,179.02.  Fifty- 
five  companies  show  an  excess  of  premiums  over  losses  of  $420,879.16  ; 
while  nine  companies  show  an  excess  of  losses  over  premiums  of 
$19,503.16;  losses  paid,  $422,125.58. 

Foreign  Companies  (United  States  branches) — Risks  written,  $68,- 
•008,023.26  ;  premiums  received,  $554,846.32  ;  losses  incurred,  $356,- 
Li  19.03.    Twenty-two  companies  show  an  excess  of  premiums  over 
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losses  of  $237,1  S<>. 40  ;  while  seven  companies  show  an  excess  of 
losses  over  premiums  of  $38,589.11  ;  losses  paid,  $275,028.25. 

Eight  companies  of  other  States  and  nations  were  admitted  during 
the  year  1882,  as  follows:  American  Fire,  of  Philadelphia,  Pa. • 
City  of  London  Fire  Insurance  Company  (Limited),  of  London, 
England ;  Farragut  Fire,  of  New  York  City ;  Greenwich,  of  New 
York  C  ity  ;  London  and  Provincial  Fire  Insurance  Company 
(Limited),  of  London,  England;  Manufacturers'  and  Builders' 
Fire,  of  New  York;  New  Orleans  Fire,  of  New  Orleans,  La., 
and  the  United  States  Fire,  of  New  York  City. 

The  following  companies  have  been  admitted  during  the  present 
year,  and  are  now  duly  authorized  to  transact  business  in  this  State : 
Mechanics'  Fire  and  Montauk  Fire,  of  Brooklyn,  N.  Y. 

Ten  companies,  authorized  in  1882,  have  not  had  their  certificates 
of  authority  renewed  for  the  present  year,  and,  therefore,  are  not  now 
authorized  to  transact  business  in  this  State.  They  are  as  follows : 
Firemen's  Fund,  of  San  Francisco,  Cal. ;  Hamburg-Magdeburg 
Fire,  of  Hamburg,  Germany,  re-insured  in  the  Fire  Insurant  e 
ASSOCIATION  (Limited),  of  London;  Home,  of  Columbus,  Ohio; 
Lorillard,  of  New  York  City;  Manhattan,  of  New  York  City, 
re-insured  in  the  Phenix,  of  Brooklyn;  Merchants',  of  Provi- 
dence, R.  I. ;  Relief  Fire,  of  New  York  City,  re-insured  in  the 
Niagara  Fire;  Tradesmen's,  of  New  York  City,  re-insured  in 
the  Standard  Fire  Office  (Limited);  Union,  of  San  Francisco,. 
Cal.  ;  and  the  AYatertown,  of  AVatertown,  N.  Y.,  re-insured  in  the 
Si  x  Fire  Office  (Limited),  of  London. 

Since  the  date  of  my  last  report,  the  following  companies,  organized 
under  the  laws  ( »f  this  State,  have  gone  into  voluntary  liquidation  and 
re-insured  their  risks  :  MANUFACTURERS',  of  Newark,  re-insured  in 
the  GEBMANLA  Fibe,  of  New  York;  Newark  City,  re-insured  in 
the  CITIZENS*,  of  New  York  ;  New  Jersey,  of  Newark,  in  the 
German  American,  of  New  York;  and  the  Peoples,  of  Newark,, 
in  the  Niagara  Fire,  <>t*  New  York. 

The  report  of  the  Receiver  of  the  Paterson  Fire  Insurance  Com- 
pany is  printed  on  page  803. 

The  laws,  enaeted  by  the  Legislature  at  its  late  session,  relative  to 
insurance  matters  are  printed  immediately  after  this  report,  and  pre- 
ceding the  statements.    Respectfully  submitted, 

HENRY  C.  K  ELSEY, 

Secretary  of  State. 
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ACTS  RELATIVE  TO  INSURANCE. 

PASSED  1883. 


CHAPTER  LXIII. 

A  Supplement  to  an  act  entitled  "An  act  for  the  punishment  of 
crimes,"  approved  March  twenty-seventh,  one  thousand  eight 
hundred  and  seventy-four. 

1.  Be  it  enacted  by  the  Senate  and  General  Assembly  of  the  State 
of  New  Jersey,  That  any  person  or  persons  who,  within  this  State, 
shall,  directly  or  indirectly,  transact  any  fire  insurance  business,  for 
or  on  behalf  of  any  fire  insurance  company  or  association,  not  author- 
ized by  the  laws  of  this  State  to  do  business  within  this  State,  or 
shall,  directly  or  indirectly,  transact  any  fire  insurance  business  with- 
out being  authorized  by  law  to  transact  the  same,  or  shall  in  any  way, 
directly  or  indirectly,  seek  or  effect,  or  cause,  procure  or  assist  to  be 
made  or  effected,  or  attempt  to  procure  or  effect,  any  fire  insurance  on 
property  within  this  State,  by  or  in  behalf  of  any  insurance  company 
or  association,  or  any  company  or  person  whatsoever,  not  authorized 
by  the  laws  of  this  State,  and  duly  qualified  thereunder,  to  effect  fire 
insurance  on  property  within  this  State,  or  shall  act  as  agent,  sur- 
veyor, canvasser  or  other  representative  of  or  for  any  such  company } 
association  or  person,  in  or  about  any  business  not  permitted  by  the 
laws  of  this  State,  shall  be  deemed  guilty  of  a  misdemeanor,  and  on 
conviction  thereof  shall  be  punished  by  a  fine  not  exceeding  live  hun- 
dred dollars,  or  imprisonment  not  exceeding  six  months,  or  both. 

'2.  And  be  it  enacted,  That  nothing  in  this  art  shall  abolish,  alter  or 
effect  any  penalty  now  provided  or  imposed  by  law  and  recoverable  in 

the  name  of  the  State,  but  all  such  penalties  shall  remain  recoverable' 
as  heretofore. 

3.  And  be  it  enacted,  Thai  this  ad  shall  take  effed  immediately. 
Approved  March  7,  L883. 
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CHAPTER  LXVII. 

A  Further  Supplement  to  the  act  entitled  "An  act  to  provide  for  the 
regulation  and  incorporation  of  insurance  companies,"  [Revision],, 
approved  April  ninth,  one  thousand  eight  hundred  and  seventy- 
five. 

L  Be  it  ENACTED  by  the  Senate  and  General  Assembly  of  the  State 
of  New  Jersey,  That  it  shall  be  lawful  for  any  fire  insurance  company, 
organized  or  to  be  organized  under  any  law  of  this  State,  to  issue 
policies,  providing  against  loss  or  damage  by  lightning,  wind  storms 
and  tornadoes. 

2.  And  be  it  enacted,  That  it  shall  be  lawful  for  any  one  of  said 
fire  insurance  companies,  which  may  be  doing  an  agency  business  out 
of  this  State,  to  invest  a  part  of  its  surplus  funds  in  bonds  and  mort- 
gages, on  unincumbered  real  estate,  situate  where  it  may  be  doing  such 
agency  business,  and  worth  double  the  amount  so  invested,  and  also 
in  such  good  regular  interest-paying  bonds  of  States  or  the  municipal 
corporations  thereof  as  have  not,  within  ten  years  previous  to  such 
investment,  defaulted  in  the  payment  of  either  principal  or  interest  in 
any  debt. 

3.  And  be  it  enacted,  That  this  act  shall  take  effect  immediately. 
Approved  March  8,  1883. 
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AMEKICAN  INSURANCE  COMPANY. 


NEWARK,  N.  J. 


Incorporated  February  20,  1846.  Commenced  business  April  1,  1846. 

S.  G.  Gould,  President.  Frei>k.  H.  Harris,  Secretary. 

Capital  actually  paid  in,  $600,000. 


I.  ASSETS. 


Real  estate  owned  by  the  Company,  unincumbered   $390,445  53 

Loans  on  bond  and  mortgage  (first  liens)   577,671  75 

Loans  on  bond  and  mortgage  upon  whicn  more  than  one  year's  inter- 
est is  due  (of  which  $9,800  is  in  process  of  foreclosure)   26,300  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $7,123.05 ; 

interest  accrued  on  bond  and  mortgage  loans,  $8,324.41 ;  total   15,447  46 

Total  xalue  of  lands  and  buildings  mortgaged  (insured  for  $743,025)          $1,673,700  00 


Stock,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 
value.  value. 

United  States  bonds   $425,000  00     $507,343  75 


507,343  75 

Cash  in  Company's  principal  office  in  currency   $9,747  04 

Cash  belonging  to  the  Oompany  deposited  in  bank   53,135  65 


Total  amount  of  cash  items   62,883  29 

Premiums  in  due  course  of  collection   16,307  47 

All  other  property,  viz.,  rents  due  and  accrued   4,331  41 


Aggregate  amount  of  all  actual  available  assets   $1,600,730  66 
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Items  Not  Admitted  as  Assets. 


Premiums  more  than  three  months  due   $1,988  36 

Company's  stock  owned  by  Company   70,000  00 

Special  expenses,  bond  and  mortgage  foreclosure   485  72 

$72,474  08 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $9,559  00 

Losses  unadjusted,  including  all  reported  and  supposed  losses   16,332  04 


Net  amount  of  all  unpaid  losses  and  claims   $25,891  04 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $94,931  54 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          52,109  03 

Total  unearned  premiums  as  computed  above   147,040  57 

Cash  dividends  to  stockholders  remaining  unpaid   5,981  75 

Cash  dividends  to  policyholders  unpaid   13,417  00 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   2,767  94 


Total  liabilities,  except  capital  and  net  surplus   $195,098  30 

Joint  stock  capital  paid  up  in  cash   600,000  00 

Surplus  beyond  all  liabilities   805,632  36 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $1,600,730  66 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $15,224  67 

Deduct  amount  of  same  not  collected   709  59 


Net  collected   $14,515  08 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risk  and  premium  exhibit   256,298  59 

Total   $270,813  67 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   18,295  83 

Entire  premiums  collected  during  the  year   $252,517  84 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   19,159  42 


Net  cash  actually  received  for  premiums   $233,358  42 

Interest  received  on  bonds  and  mortgages   34,437  10 

Interest  and  dividends  received  from  all  other  sources   27,150  00 

Income  from  all  other  sources,  viz.,  rent   10,341  99 


Aggregate  income  received  during  the  year  in  cash   $305,287  51 


nr.  EXPENDITURES  DURING  THE  YEAR. 

Gross  amount  paid  for  losses   §86^898  18 

Deduct  salvages  and  re-insurances   2,212  55 

Net  amount  paid  for  losses  (all  fire)   184,680  63 

$84,680  63 

Ca^h  dividends  actually  paid  to  stockholders   59,726  00 

Cash  dividends  actually  paid  to  policyholders   12,732  00 

Paid  for  commission  and  brokerage   34,986  17 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   31,780  00 

Amount  paid  for  State,  national  and  local  taxes   8,572  36 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  16,179  08 


Azgre0'ate  expenditures  during  the  year  in  cash   $248,656  24 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                            $33,772,933  00  $256,298  59 

Expired  and  marked  off  as  terminated  $29,722,981  00  $210,919  58 

In  force  at  the  end  of  the  year                                                         $33,688,915  00  $288,777  70 

Deduct  amount  re-insured                                                                   968,350  00  8,619  87 

Net  amount  in  force                                                                  $32,720,564  00  $280,157  83 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $3,619,145  50 

Total  losses  paid  from  organization  to  date   990,873  48 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,175,068  26 

Total  amount  of  losses  incurred  during  the  year   97,319  86 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $14,945,118  44 

Amount  of  fire  premiums  received   86,794  00 

Amount  of  losses  incurred   17,585  79 

Amount  of  losses  paid   17,531  13 


CAMDEN  FIRE  INSURANCE  ASSOCIATION. 


CAMDEN,  N.  J. 

Incorporated  March  12,  1841.  Commenced  business  April,  1841. 

Henry  B.  Wilson,  President  Jonathan  Burr,  Secretary. 

Capital  stock  authorized,  $300,000. 
Capital  actually  paid  in,  $105,730. 


L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $18,530  00 

Loans  on  bond  and  mortgage  (first  liensj   140,500  00 

Loans  on  bond  and  mortgage  upon  whicn  more  than  one  year's  inter- 
est is  due   3,500  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $936;  interest 

accrued  on  bond  and  mortgage  loans,  $2,244.54;  total   3,180  54 

Value  of  lands  mortgaged   f  1 22,500  00 

Buildings  (insured  for  $136,100)   175,100  no 

Total  value  of  mortgaged  premises   f 297 ,600  00 
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Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Pai  Market 
value.  value. 

Total  par  and  market  value   $14,000  00      $15,400  00 

|15,400  00 

Cash  in  hands  of  the  Treasurer   8,217  39 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   551  63 

Interest  due  and  accrued  on  collateral  loans   39  67 

All  other  property,  viz  ,  rents  due  and  accrued   169  21 


Aggregate  amount  of  all  actual  available  assets   $190,088  44 


Items  not  Admitted  as  Assets. 

Loan  on  Company's  own  stock   $2,200  00 

II.  LIABILITIES. 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year  ,   $4,763  62 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   2,596  86 


Total  unearned  premiums  as  computed  above   $7,360  48 

Amount  reclaimable  on  perpetual  fire  policies   27,082  11 

Cash  dividends  to  stockholders  remaining  unpaid   326  65 


Total  liabilities,  except  capital  and  net  surplus   $34,769  24 

Joint  stock  capital  paid  up  in  cash   105,730  00 

Surplus  beyond  all  liabilities   49,589  20 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $190,088  44 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Entire  premiums  collected  during  the  year   $9,224  96 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   453  57 

Net  cash  actually  received  for  premiums   $8,771  39 

Interest  received  on  bonds  and  mortgages   9,146  87 

Interest  and  dividends  received  from  all  other  sources   994  52 

Income  from  all  other  sources   1,551  42 


Aggregate  income  received  during  the  year  in  cash   $20,464  20 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Net  amount  paid  for  losses  (all  lire)   $3,789  89 

Cash  dividends  actually  paid   7,297  50 

Paid  for  commission  and  brokerage   137  61 

Salaries  and  other  charges  of  oflicers,  clerks  and  other  employes   2,300  00 

Amount  paid  for  State,  national  and  local  taxes   359  75 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  1,282  14 


Aggregate  expenditures  during  the  year  in  cash   $15,166  89 


1882.]       Companies  of  the  State  of  New  Jersey.  7 

V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year..  ^                                                  $1,303,805  00  $9,224  96 

Expired  and  marked  off  as  terminated                                                       1,268,845  00  8,195  60 


Net  amount  in  force   $1,564,552  00        $14,959  60 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $197,575  37 

Total  losses  paid  from  organization  to  date   32,684  23 

Total  cash  dividends  declared  since  the  Company  commenced  business   62,909  35 

Total  amount  of  losses  incurred  during  the  year   3,789  89 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $1,303,805  00 

Amount  of  fire  premiums  received   9,224  96 

Amount  of  losses  incurred   3,789  89 

Amount  of  losses  paid   3,789  89 


FIREMEN'S  INSURANCE  COMPANY. 


NEWARK,  N.  J. 

Incorporated  December  3,  1855.        Commenced  business  December  3,  1855. 

S.  R.  W.  Heath,  President.  D.  H.  Dunham,  Secretary. 

Capital  stock  authorized,  $700,000. 
Capital  actually  paid  in,  $500,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $118,472  70 

Loans  on  bond  and  mortgage  (first  liens}   740,734  00 

Loans  on  bond  and  mortgage  upon  whicn  more  than  one  year's  inter- 
est is  due  (of  which  $2,000  is  in  process  of  foreclosure).   6,300  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $2,400.30;  in- 
terest accrued  on  bond  and  mortgage  loans,  $11,414.96 ;  total   13,815  26 

Total  value  of  mortgaged  premises  (buildings  insured  for  $918,810)  $1,817,700 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

I  ni ted  States  bonds   $30,000  00  189,400  00 

Other  stocks  and  bonds   167,290  00  207,003  on 


Total  par  and  market  value   1197,290 


216,453  00 
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Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.         value.  loaned. 

£223,500  00     $182,300  00     §151.700  00 

=  $151,700  00 

Cash  in  the  Company's  principal  office  in  currency   §10,439  15 

Casta  belonging  to  the  Company  deposited  in  bank   7,771  07 

Total  amount  of  cash  items   18,210  22 

Interest  due  and  accrued  on  collateral  loans   3,219  43 

Premiums  in  due  course  of  collection   4,253  57 

All  other  property,  viz.,  rents  due  and  accrued   424  83 


Aggregate  amount  of  all  actual  available  assets   $1,309,583  01 


II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   $845  71 

Losses  unadjusted,  including  all  reported  and  supposed  losses   19,003  00 

Losses  resisted,  including  interest,  costs  and  expenses   2,000  00 

Net  amount  of  all  unpaid  losses  and  claims   $21,848  71 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $78,759  39 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   39,584  08 


Total  unearned  premiums  as  computed  above   118,343  40 

Principal  unpaid  on  scrip  ordered  to  be  redeemed   2,246  00 

Interest  due  and  declared  remainiDg  unpaid   595  99 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers,  $560.27 ; 

return  premium,  $254.38  ;  total   814  65 


Total  liabilities,  except  capital  and  net  surplus   $143,848  75 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities   665,734  26 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $1,309,583  01 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $3,654  73 

Deduct  amount  of  same  not  collected   Ill  80 

Net  collected   $3,542  93 

Gross  premiums  on  rinks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   207,950  79 

Total   $211,493  72 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   4,433  24 

Entire  premiums  collected  during  the  year   $207,060  48 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   12,768  54 

$194,291  94 

Net  cash  actually  received  for  premiums   $194,291  94 

Interest  received  on  uonds  and  mortgages   45,154  03 

Interest  and  dividends  received  from  all  other  sources   21,908  48 

Income  from  all  other  sources,  viz.,  rent,  $6,148.54;  profit  and  loss, 

$13.89    6,162  43 

Aggregate  income  received  during  the  year  in  cash   $267,516  88- 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $82,374  46 

Deduct  salvages  and  re-insurances   18  54 


Net  amount  paid  for  losses   $82,355  92 

$82,355  92 

Cash  dividends  actually  paid  .   60,000  00 

Scrip  redeemed  in  cash,  and  interest  paid  on  scrip   74  98 

Paid  for  commission  and  brokerage   26,868  21 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   18,396  00 

Amount  paid  for  State,  national  and  local  taxes   7,435  50 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  11,521  35 


Aggregate  expenditures  during  the  year  in  cash   f 206,651  96 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                          $27,990,803  00  $207,950  79 

Expired  and  marked  off  as  terminated                                                   27,432,862  00  199,308  04 


In  force  at  the  end  of  the  year  $29,135,226  00       $229,849  39 

Deduct  amount  re-insured   119,394  00  937  65 


Net  amount  in  force  $29,015,832  00       $228,911  74 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $3,284,370  56 

Total  losses  paid  from  organization  to  date   1,105,344  06 

Total  cash  dividends  declared  since  the  Company  commenced  business   612,500  00 

Total  amount  of  losses  incurred  duriDg  the  year   91,083  87 

Total  dividends  declared  payable  in  stock  from  organization   350,000  0O 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $11,995,151  00 

Amount  of  fire  premiums  received   92,968  36 

Amount  of  losses  incurred   26,594  30 

Amount  of  losses  paid   27,916  05 
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GERMANIA  INSURANCE  COMPANY. 


NEWARK,  N.  J. 

Incorporated  March  17,  1870.  Commenced  business  April  20,  1870. 

Julius  Stapff,  President.  John  Fischer,  Secretary. 

Capital  stock  authorized,  $250,000. 
Capital  actually  paid  in,  $200,000. 


Real   estate  owned  by  the  Company  (less  $16,000  incumbrance 

thereon)   $113,400  00 

Loans  on  bond  and  mortgage  (first  liens)   40,528  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due   4,272  50 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $2,141.32; 

interest  accrued  on  bond  and  mortgage  loans,  $210.57  ;  total   2,351  89 

Value  of  lands  mortgaged   §50.00  >  00 

Buildings   32,000  00 

Total  valu9  of  mortgaged  premises   $S2,200  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $10,100  00  §15,82188 

Other  bonds   10,000  00  11,100  00 


Total  par  and  market  value   160,100  00       $56,921  88 


56,921  88 

Cash  in  the  Company's  principal  office  in  currency   $S22  92 

Cash  belonging  to  the  Company  deposited  in  bank   11,901  03 

Total  amount  of  cash  items   12,723  95 

Premiums  in  due  course  of  collection   9,022  68 

All  other  property,  viz.,  rents  due  and  accrued   787  75 


Aggregate  amount  of  all  actual  available  assets   $210,008  65 

Items  not  Admitted  as  Assets. 

Office  furniture  and  fixtures   *:J,917  04 

II.  LIABILITIES. 

L(MMi  adjusted  and  unpaid,  due  and  to  become  due   $6,324  61 

Total   |8jm  81 

Deduct  re-insurance  thereon    1,525  60 

Net  amount  of  all  unpaid  lotMl  and  claims   $4,799  61 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $24,621  99 


Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   5,357  39 

Total  unearned  premiums  as  computed  above   $29,979  38 

Interest  on  bond  and  mortgage   200  00 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers,  $1,804.50 ; 

re-insurance,  $500;  total   2,304  50 


Total  liabilities,  except  capital  and  net  surplus   $37,283  49 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   2,725  16 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $240,008  65 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $7,552  85 

Net  collected.....   $7,552  85 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   93,004  06 

Total  $100,556  91 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   9,022  68 

Entire  premiums  collected  during  the  year   $91,534  23 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   21,836  53 

169,697  70 

Net  cash  actually  received  for  premiums   $69,697  70 

Interest  received  on  bonds  and  mortgages   3,293  14 

Interest  and  dividends  received  from  all  other  sources   1,010  85 

Income  from  all  other  sources,  viz.,  rent,  $2,611.50;  return  premiums, 

$1,031.80;  total   3,643  30 


Aggregate  income  received  during  the  year  in  cash   $77,644  99 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

$3«,666  67 
7,751  25 

Net  amount  paid  for  losses   £30,915  42 


$30,915  42 

Paid  for  commission  and  brokerage   14,859  28 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   5,350  00 

Amount  paid  for  State,  national  and  local  taxes   5,286  87 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  8,063  47 


Aggregate  expenditures  during  the  year  in  cash   $64,475  04 


Gross  amount  paid  for  losses  

Deduct  salvages  and  re-insurances. 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 


Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                         09,710,680  00  $93,004  06 

Expired  and  marked  off  as  terminated.                                                  $0,960,574  00  $61,005  88 

In  force  at  the  end  of  the  year                                                           $7,310,715  00  $72,284  68 

Deduct  amount  re-insured                                                                1.438,688  00  14,347  20 

Net  amount  in  force                                                                  $5,872,027  00  $r>7,937  48 
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General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   $808,528  73 

Total  losses  paid  from  organization  to  date   391,257  21 

Total  cash  dividends  declared  since  the  Company  commenced  business   8'*>,334  S5 

Total  amount  of  losses  incurred  during  the  year   33,690  03 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written  

Amount  of  fire  premiums  received 

Amount  of  losses  incurred  

Amount  of  losses  paid  


HUDSON  INSURANCE  COMPANY. 


JERSEY  CITY,  N.  J. 

Incorporated  February  11,  1812.  Commenced  business  March  23,  1812. 

James  GorsiLL,  President.  Richard  H.  Wilson,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered  

Loans  on  bond  and  mortgage  (first  liens)  

Interest  due  and  unpaid  on  bond  and  mortgage  loans  

Value  of  lands  mortgaged   195,700  00 

Buildings   16,500  00 

Total  value  of  mortgaged  premises   $1 12,250  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 
♦  102,850  00     $115,774  50 

Total  par  and  market  value  


Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$10,000  00      $12,000  00        |fi,729  fi2 


$1,368,118  97 

29,812  20 

9,305  17 

8,049  66 


$14,500  00 
70,400  00 
3,517  33 


115,774  50 


8,729  62 
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Cash  in  the  Company's  principal  office  in  currency   $15,117  IS 

<Jash  belonging  to  the  Company  deposited  in  bank  ,   10,034  65 

Total  amount  of  cash  items   $25,151  83 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  2,439  90 

Premiums  in  due  course  of  collection   5,143  15 


Aggregate  amount  of  all  actual  available  assets   $245,686  33 


II.  LIABILITIES. 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $15,720  06 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   23,404  76 

Total  unearned  premiums  as  computed  above   $39,124  82 


Total  liabilities,  except  capital  and  net  surplus   $39,124  82 

Joint  stock  capital  paid  up  in  cash   200,000  00 

■Surplus  beyond  all  liabilities   6,561  51 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $245,686  33 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown 


in  risks  and  premium  exhibit   $52,078  13 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   3,241  00 


Entire  premiums  collected  during  the  year  ,          $52,078  13 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   3,241  01 


Net  cash  actually  received  for  premiums   $48,837  12 

Interest  received  on  bonds  and  mortgages   4,036  44 

Interest  and  dividends  received  from  all  other  sources   6,262  3S 


Aggregate  income  received  during  the  year  in  cash   $59,135  94 


IV.  EXPENDITURES  DURING  THE  YEAR. 


'  Net  amount  paid  for  losses  (all  fire)   $12,513  32 

€ash  dividends  actually  paid   9,000  00 

Paid  for  commission  and  brokerage   8,417  24 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   12,750  00 

Amount  paid  for  State,  national  and  local  taxes   1,498  12 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  7,288  19 


Aggregate  expenditures  during  the  year  in  cash   $51,466  87 


V.  MISCELLANEOUS. 


Ruki  and  Premiums. 

Fire  risks.  Premiums 

Written  or  renewed  during  the  year                                                           $7,853,580  00  $56,156  37 

Expired  and  marked  oil*  as  terminated                                                         8,337,236  00  60,407  51 

In  force  at  the  end  of  the  year                                                              $9,978,619  00  $80,884  61 

Deduct  amount  re-insured                                                                      262,518  00  1,873  28 


Net  amount  in  force. 
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General  Interrogatories, 


Total  premiums  received  from  the  organization  of  the  Company  to  date   %  1,161, 118  71* 

Total  losses  paid  from  organization  to  date   453,972  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   109,000  00 

Total  amount  of  losses  incurred  daring  th*  year   9,813  32 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written...   $4,886,382  49 

Amount  of  fire  premiums  received   31,961  24 

Amount  of  losses  incurred   6,387  75 

Amount  of  losses  paid   9,087  75 


JERSEY  CITY  INSURANCE  COMPANY. 


JERSEY  CITY,  N.  J. 

Incorporated  February  10,  1847.       Commenced  business  December  1,  1856. 

Nathaniel  Foote,  President.  Henry  C.  Pearson,  Secretary. 

Capital  stock  authorized,  $250,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered  

Loans  on  bond  and  mortgage  (first  liens)   

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due .   

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $680.28 ;  inter- 
est accrued  on  bond  and  mortgage  loans,  $1,753.53;  total  

Value  of  lands  mortgaged   SI 01 ,050  00 

BnikHogl  (insured  for  $109,930)   137,450  00 

Total  value  of  mortgaged  premises   $238,500  00 


$19,850  00 
89,046  00 

4.525  00 

2,433  81 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                                     $1,000  00  $4,800  00 

Other  stocks  and  bond*                                                             48,590  00  55,006  00 

Total  par  and  market  value   f>2,590  00      $'»9,S06  00 


59,806  00 
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Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$37,090  00      $85,162  50  $65,670  26 


$65,670  26 

Cash  in  the  Company's  principal  office  in  currency   $1,854  91 

Cash  belonging  to  the  Company  deposited  in  bank   17,733  71 

Total  amount  of  cash  items   19,588  62 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   1,362  34 

Interest  due  and  accrued  on  collateral  loans   1,155  21 

Premiums  in  due  course  of  collection   1,437  53 

All  other  property,  viz.,  rents  due  and  accrued   288  50 


Aggregate  amount  of  all  actual  available  assets   $295,163  27 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $717  75 

Losses  unadjusted,  including  all  reported  and  supposed  losses   800  00 

Losses  resisted,  including  interest,  costs  and  expenses   1,100  00 

Net  amount  of  all  unpaid  losses  and  claims   $2,617  75 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $13,803  61 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year. ...     27,392  22 

Total  unearned  premiums  as  computed  above   41,195  83 

Amount  reclaimable  on  perpetual  fire  policies   1,304  11 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   254  59 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 
$10,766.31 ;  commissions  and  other  charges  due  and  to  become 

due  to  agents  and  brokers,  $143.75;  total   10,910  06 


Total  liabilities,  except  capital  and  net  surplus   $56,282  34 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   38,880  93 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $295,163  27 


III.  INCOME  DURING  THE  TEAR. 

Fire. 

Gross  premiums  and  bills  in  due  course  of  collection  at  close  of  last  previ- 
ous year,  as  shown  by  that  year's  statement   $1,278  46 

Deduct  amount  of  same  not  collected   397  46 


Not  collected   $881  00 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risk  and  premium  exhibit   51,853  43 


Total   §52,734  43 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   1,437  53 

Entire  premiums  collected  during  the  y<  ;>r   $51,2%  90 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   4,167  25 

§  17,129  65 

Net  cash  actually  received  for  premiums   $17,129  65 

Interest  received  on  bonds  and  mortgages   7,120  45 

Interest  and  dividends  received  from  all  other  sources   8,021  67 

Income  from  all  other  sources,  viz.,  rent,  $1,303.09;  brokerage, 

$902.97;  sundries,  $200.10;  total   2,406  16 


Aggregate  income  received  during  the  year  in  cash   $64,677  93 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Gross  amount  paid  for  losses  ,   $15,415  48 

Deduct  salvages  and  re-insurances     18  94 

Net  amount  paid  for  losses  (all  fire)   $15,396  54 


$15,396  54 

Cash  dividends  actually  paid   12,000  00 

Paid  for  commission  and  brokerage   4,810  49 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   8,995  92 

Amount  paid  for  State,  national  and  local  taxes   1,065  19 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  6,007  66 


Aggregate  expenditures  during  the  year  in  cash   $18,275  80 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                            $7,214,580  00  $51,853  43 

Expired  and  marked  off  as  terminated                                                    $6,616,379  00  $15,422  09 

In  force  at  the  end  of  the  year                                                        $10,536,482  00  $82,535  74 

Deduct  amount  re-insured                                                                    163,487  00  1,064  01 

Net  amount  in  force  $10,372,995  00  $81,471  73 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   >1,'>35,105  98 

Total  losses  paid  from  organization  to  date   573,136  54 

Total  cash  dividends  declared  since  the  Company  commenced  business   452,030  90 

Total  amount  of  losses  incurred  during  the  year   16,331  58 


Business  in  the  State  of  New  Jersey  Daring  the  Year. 

Amount  of  fire  risks  written   $6,023,110  00 

Amount  of  fire  premiums  received   43,143  12 

Amount  of  losses  incurred   14,946  53 

Amount  of  losses  paid   14,011  49 
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MERCHANTS'  INSURANCE  COMPANY. 


NEWARK,  N.  J. 

Incorporated  February  1,  1858.  Commenced  business  April,  1858. 

Henry  Powles,  President.  James  R.  Mullikin,  Secretary. 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  ?400,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $163,362  06 

Loans  on  bond  and  mortgage  (first  liens)   347,964  96 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due  (of  which  $4,000  is  in  process  of  foreclosure)   4,000  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,507.47 ;  in- 
terest accrued  on  bond  and  mortgage  loans,  $5,259.73  ;  total   6,767  20 

Value  of  lands  mortgaged   $416,815  00 

'Buildings  (insured  for  $109,475)   501,650  00 

Total  value  of  mortgaged  premises   $918,465  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   §125,000  00  $145,962  00 

Other  stocks  and  bonds   231,600  00      252,390  00 

Total  par  and  market  value   $356,600  00    $398,352  00 


398,352  00 


Loans  on  Slock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$214,400  00     6197,387  00     $147,825  00 


147,825  00 

Cash  in  the  Company's  principal  office  in  currency   $4,769  60 

Cash  belonging  to  the  Company  deposited  in  bank   42,101  41 


Total  amount  of  cash  items   46,871  01 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  7,430  77 

Interest  due  and  accrued  on  collateral  loans   2,594  54 

Premiums  in  due  course  of  collection   36,855  22 

Bills  receivable,  not  matured     410  59 

All  other  property,  viz  ,  rents  due  and  accrued   1,738  57 


Aggregate  amount  of  all  actual  available  assets   $1,164,171  92 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $14,478  79 

Losses  unadjusted,  including  all  reported  and  supposed  losses   10,679  82 

Losses  resisted,  including  interest,  costs  and  expenses   4,700  00 

Total   $38,858  61 

Deduct  re-insurance  thereon   1,250  00 

Net  amount  of  all  unpaid  losses  and  claims   $37,608  61 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $187,367  94 

I  nearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   94,048  01 

Total  unearned  premiums  as  computed  above   281,415  95 

Amount  reclaimable  on  perpetual  fire  policies   480  00 

'ash  dividends  to  stockholders  remaining  unpaid   1,020  00 

Principal  unpaid  on  scrip  or  certificates  of  profits   5,591  00 

Interest  due  and  declared  remaining  unpaid  or  uncalled  for   3,481  47 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 

$257.98 ;  commissions  and  other  charges  due  and  to  become  due 

to  agents  and  brokers,  $7,095.23;    return  premium,  $2,564.15; 

total   9,917  36 

Total  liabilities,  except  capital  and  net  surplus   $339,514  39 

Joint  stock  capital  paid  up  in  cash   400,000  00 

Snrplua  beyond  all  liabilities   424,657  53 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $1,164,171  92 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $36,058  38 

Deduct  amount  of  same  not  collected   23  30 

Net  collected   $36,035  OS 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risk  and  premium  exhibit   510,324  99 

Total   $546,360  07 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   38,357  88 

Entire  premiums  collected  during  the  year   $508,002  19 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   43,049  66 

$464,952  53 

Net  cash  actually  received  for  premiums   $464,952  53 

Interest  received  on  bonds  and  mortgages   22,300  08 

Interest  and  dividends  received  from  all  other  sources   25,443  15 

Income  from  all  other  sources,  viz  ,  rent   4,810  99 

Aggregate  income  received  during  the  year  in  cash   $517,536  74 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Gross  amount  paid  for  losses   $262,943  63 

Deduct  salvages  and  re-insurancea   1,739  57 

Net  amount  paid  for  losses  (all  fire)   $261,204  06 

$261,204  06 


Cash  dividends  actually  paid   46,980  00 

Scrip  redeemed  in  cash,  and  interest  paid  on  scrip   1,704  04 

Paid  for  commission  and  brokerage     87,542  67 

Salaries  and  other  charges  of  officers,  clerks  and  other  employee   31,505  46 

Amount  paid  for  State,  national  and  local  taxes   15,575  21 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  38,833  59 


Aggregate  expenditures  during  the  year  in  cash   $483,345  03 
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V.  MISCELLANEOUS. 

Bisks  and  Premiums. 


Deduct  amount  re-insured... 


Fire  risks. 

Premiums. 

$510,324  99 

.  353,140,951  00 

$422,618  12 

.  $57,285,794  00 

$545,044  77 

486,363  00 

4,762  65 

$56,799,431  00 

$540,282  12 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,739,575  00 

Total  losses  paid  from  organization  to  date   2,061,071  58 

Total  cash  dividends  declared  since  the  Company  commenced  business   432,219  00 

Total  amount  of  losses  incurred  during  the  year  ,   271,312  48 

Total  dividends  declared  payable  in  stock  from  organization   240,000  00 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written.....'   $12,713,979  00 

Amount  of  fire  premiums  received  s   83,401  37 

Amount  of  losses  incurred   35,441  86 

Amount  of  losses  paid   31,133  36 


MILLVILLE  MUTUAL  MARINE  AND  FIRE  INSURANCE 

COMPANY. 


MILLVILLE,  N.  J. 
Incorporated  March,  1859.  Commenced  business  January,  1867. 

Francis  Reeves,  President.  R.  L.  Howell,  Secretary. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $8,300  00 

Loans  on  bond  and  inorgage  (first  liens;   5,390  01 

Interest  accrued  on  bond  and  mortgage  loans   72  00 

Value  of  lands  mortgaged   $7*000  00 

Buildings  (insured  for  $3,000)   5,000  00 

Total  value  of  mortgaged  premises   $12,000  00 

Cash  belonging  to  the  Company  deposited  in  bank   2,972  97 

Premiums  in  due  course  of  collection   8,832  76 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   27,929  44 

All  other  property,  viz.,  rents  due  and  accrued,  $112.50;  salvages  duo, 

f  1,300;  one-eighth  schooner  Nile,  $250;  total   1,662  50 

Aggregate  amount  of  all  actual  available  assets   $55,159  68 


Amount  of  premium  or  deposit  notes  hold  by  the  Company,  which  are  liable 
to  future  assessment  for  payment  of  claims,  deducting  the  amount 
already  assessed  or  collected  thereon  $348,274  50 
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IT.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $4,907  52 

Losses  unadjusted,  including  all  reported  and  supposed  losses   2,500  00 


Net  amount  of  all  unpaid  lopses  and  claims   $7,407  52' 

rned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         $13,976  04 

rned  premiums,  at  SO  per  cent,  on  inland  navigation  risks   13,365  06 

Total  unearned  premiums  as  computed  above   27,341  10 


Total  liabilities,  net  surplus     $34,748  62 

Surplus  beyond  all  liabilities   20,411  06 

Aggregate  liabilities,  net  surplus   $55,159  68 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement   $543  07      $16,289  79 

Deduct  amount  of  same  not  collected   3,105  04 

Net  collected   $543  07      $13,184  75 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risks  and  premium  exhibit   5,735  27       38,704  52 

Total   $6,278  34       $51,889  27 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date,      2,125  06       34,808  68 

Entire  premiums  collected  during  the  year   $1,153  28      $17,070  59 

Deduct  re-in6urance,  rebate,  abatement  and  return  premiums,        426  30         2,392  29 

$3,726  97       $14,688  30 

Net  cash  actually  received  for  premiums   $18,465  27 

Income  from  all  other  sources,  viz.,  rent,  $500;   schooner  Nile, 

$104.08;  assessments,  $114.80   718  88 


Aggregate  income  received  during  the  year  in  cash   $19,184  15 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losses   $1,625  46      $15,83S  33 

Deduct  salvages  and  re-insurances   1,012  13 

Net  amount  paid  for  losses   11.625  46      $14,826  20 

$16,451  66 

Paid  for  commission  and  brokerage   3,115  18 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   2,250  00 

Amount  paid  for  State,  national  and  local  taxes   124  80 

All  other  payments,  viz.,  stationer}^,  printing,  advertising,  postage,  etc.,  1,637  60 

Aggregate  expenditures  during  the  year  in  cash   $23,579  24 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  Of  renewed  during  the  year                                                                1484,907  00  $5,735  27 

Eipired  and  marked  off  as  terminate  d                                                       $655,341  00  $7,644  20 

In  force  at  the  end  of  the  year                                                           >3,347,',53  00  $32,743  73 
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Marine  and 

inland  risks.  Premiums. 


Written  or  renewed  during  the  year   $524,696  00  $38,704  52 

Expired  and  marked  off  as  terminated   $333,797  00  $24,104  54 

.  In  force  at  the  end  of  the  year   $412,146  00  $27,030  12 

Deduct  amount  re-insured   12,000  00  600  00 

Net  amount  in  force   $100,146  00  $26,430  12 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,796,179  08 

Total  losses  paid  from  organization  to  date   1,190,963  12 

Total  amount  of  losses  incurred  during  the  year   16,451  66 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Fire  risks.  Marine  risks.  Aggregate. 

Amount  of  risks  written                       $484,907  00  $524,696  00  $1,009,603  00 

Amount  of  premiums  received                   5,735  27  38,704  52  44,439  79 

Amount  of  losses  incurred                         2,825  46  21,545  85  24,371  38 

Amount  of  losses  paid                              1,625  46  15,838  33  17,483  79 


MOUNT  HOLLY  INSURANCE  COMPANY. 


MOUNT  HOLLY,  N.  J. 
Incorporated  January  21,  1831.  Commenced  business  May  21,  1831. 


Allen  Fenimore,  President.  Harris  Cox,  Secretary. 

Capital  actually  paid  in,  $1C0,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $19,354  55 

Loans  on  bond  and  mortgage  (first  liens)   139,912  00 


Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due  (of  which  $3,000  is  in  process  of  foreclosure)   21,050  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $2,538  ;  interest 

accrued  on  bond  and  mortgage  loans,  $  5,893.25;  total   6,431  25 


Value  of  lands  mortgaged   $321,708  00 

Buildings   103.87ft  00 

Total  value  of  mortgaged  premises   $425,083  00 

Par  Market 
value.  value. 

Stocks  and  bonds  owned  by  the  Company   $540  00         $680  00 


680  00 
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Cash  in  the  Company's  principal  office   $34  75 

Cash  belonging  to  the  Company  deposited  in  bank   1,746  89 


Total  amount  of  cash  items   $1,799  64 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  30  00 

Premiums  in  due  course  of  collection   2,205  30 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   322  49 

All  other  property,  viz.,  rents  due  and  accrued   594  75 


Aggregate  amount  of  all  actual  available  assets   $192,379  98 


II.  LIABILITIES. 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $3,906  10 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   3,070  05 

Total  unearned  premiums  as  computed  above   $6,976  15 

Amount  reclaimable  on  perpetual  fire  policies   54,776  16 

All  other  demands  against  the  Company   300  00 


Total  liabilites,  except  capital  and  net  surplus   $62,052  31 

Joint  stock  capital  paid  up  in  cash   100,000  00 

Surplus  beyond  all  liabilities   30,327  67 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $192,379  98 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $1,628  16 

Groep  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   9,627  81 


Total   $11,255  97 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   2,205  30 


Entire  premiums  collected  during  the  year   §9,050  67 

Deduct  re-insarance,  f  ebate,  abatement  and  return  premiums   891  33 


Net  cash  actually  received  for  premiums   $8,159  34- 

Interest  received  on  bonds  and  mortgages   9,076  99 

Interest  and  dividends  received  from  all  other  sources   200  28 

Income  from  all  other  sources,  viz.,  rent   821  75 


Aggregate  income  received  during  the  year  in  cash   $18,258  36 


IV.  EXPENDITURES  DURING  TIIE  YEAR. 

Paid  for  losses  (all  fire)   $6,341  68 

Cash  dividends  actually  paid   6,000  00 

Paid  for  commission  and  brokerage     1,030  7$ 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   1,183  00 

Amount  paid  for  State,  national  and  local  taxes   1,268  16 

All  other  payments,  viz  ,  stationery,  printing,  advertising,  postage,  etc.,  1,083  38 


Aggregate  expenditures  during  the  year  in  cash   $16,911  92 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  ,                                                 $1,142,178  00  $9,627  81 

Expired  and  marked  off  as  terminated   $892,214  00   

In  force  at  the  end  of  the  year   $2,296,530  00   


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $202,906  00 

Total  losses  paid  from  organization  to  date  ,   67,054  46 

Total  cash  dividends  declared  since  the  Company  commenced  business   57,500  00 

Total  amount  of  losses  incurred  during  the  year   6,341  68 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $1,104,978  00 

Amount  of  fire  premiums  received   8,159  34 

Amount  of  losses  incurred   6,341  68 

Amount  of  losses  paid   6,341  68 


NATIONAL  FIRE  AND  MARINE  INSURANCE  COMPANY. 


ELIZABETH,  N.  J.  # 

Incorporated  August  2,  1865.  Commenced  business  November  1,  1865. 

Amos  Clark,  Jr.,  President.  Moses  F.  Cory,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $100,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $16,208  43 

Loans  on  bond  and  mortgage  (first  liens)   73,012  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due   14,750  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $2,028.96; 

interest  accrued  on  bond  and  mortgage  loans,  $1,207.77;  total....  3,236  73 

VftlM  of  lands  mortgaged   $9.\300  00 

Buildings  (insured  for  $104,2.r>0)   161,100  00 

Total  value  of  mortgaged  premises   $256,400  00 
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Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

Uuited  States  bonds                                                              $25,260  00  $28,858  00 

Other  stocks  and  bonds                                                         14,400  00  7,695  00 

Total  par  and  market  value   #39,650  00      #36,553  00 

$36,553  00 

Cash  in  Company's  principal  office  In  currency   $2,579  46 

Cash  belonging  to  the  Company  deposited  in  bank   8,588  79 

Total  amount  of  cash  items   11,168  25 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   826  98 

Premiums  in  due  course  of  collection     744  66 

All  other  property,  viz.,  rents  due  and  accrued   46  00 


Aggregate  amount  of  all  actual  available  assets   $156,546  05 


Items  not  Admitted  as  Assets. 

Premiums  more  than  three  months  due   $232  40 


II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses   $1,000  00 

Net  amount  of  all  unpaid  losses  and  claims   $1,000  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $7,257  60 
UnearDed  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year....      2,890  09 

Total  unearned  premiums  as  computed  above   10,147  69 

Cash  dividends  to  stockholders  remaining  unpaid   18  00 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   152  52 


Total  liabilities,  except  capital  and  net  surplus   $11,318  21 

Joint  stock  capital  paid  up  in  cash   100,000  00 

Surplus  beyond  all  liabilities   45,227  84 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $156,546  05 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $1,100  56 

Deduct  amount  of  same  not  collected   80  35 

Net  collected   $1,020  21 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risk  and  premium  exhibit   16,543  14 

Total   $17,563  35 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   977  16 

Entire  premiums  collected  during  the  year   $16,586  29 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   442  98 

116,143  31 

Net  cash  actually  received  for  premiums     $16,143  31 

Interest  received  on  bonds  and  mortgages   5,856  73 

Interest  and  dividends  received  from  all  other  sources   971  25 

Income  from  all  other  sources,  viz.,  rent,  $1,282.50;  commissions, 

$51.43;  total   1,333  93 


Aggregate  income  received  during  the  year  in  cash   $24,305  22 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Net  amount  paid  for  losses  (all  fire)   $11,417  15 

Cash  dividends  actually  paid   8,012  00 

Paid  for  commission  and  brokerage,   2,522  02 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   3,6C0  00 

Amount  paid  for  State,  national  and  local  taxes   302  64 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  3,525  90 

Aggregate  expenditures  during  the  year  in  cash   $29,379  71 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                         $2,224,770  00  $17,649  90 

Expired  and  marked  off  as  terminated                                                 §2,207,294  00  $16,901  37 

Net  amount  in  force  at  the  end  of  the  year                                       $2,234,088  00  $19,896  86 


General  Interrogatories. 

Total  premiums  receiyed  from  the  organization  of  the  Company  to  date   $232,522  78 

Total  losses  paid  from  organization  to  date   46,574  67 

Total  cash  dividends  declared  since  the  Company  commenced  business   172,000  00 

Total  amount  of  losses  incurred  during  the  year   8,555  25 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $2,224,770  00 

Amount  of  fire  premiums  received   17,649  90 

Amount  of  losses  incurred   9,552  25 

Amount  of  losses  paid   11,417  15 


NEWARK  FIRE  INSURANCE  COMPANY. 


NEWARK,  N.  J. 

Incorporated  May  14,  1810.  Commenced  business  May  14,  1810. 

Charles  S.  Haines,  President.  John  J.  Henry,  Secretary. 

Capital  actually  paid  in,  $250,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $68,700  00 

Loans  on  bond  and  mortgage  (first  liens)     271,110  00 
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Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due   $4,500  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,510  ;  interest 

accrued  on  bond  and  mortgage  loans,  $3,941.50 ;  total   5,451  50 

Value  of  lands  mortgaged   $396,250  00 

Buildings  (insured  for  $392,000)   440,800  00 

Total  value  of  mortgaged  premises   $837,050  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Tar  Market 
value.  value. 

United  States  bonds   $196,000  00  §206,030  00 

Other  stocks  and  bonds   42,791  00        53,942  50 


Total  par  and  market  value   $238,791  00     $259,972  50 


$259,972  50 


3,500  00 


Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$3,500  00        $5,2.50  00        $3,500  00 

Cash  in  the  Company's  principal  office  in  currency   $733  55 

('ash  belonging  to  the  Company  deposited  in  bank   36,438  44 

Total  amount  of  cash  items   .37,171  99 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   735  00 

Interest  due  and  accrued  on  collateral  loans   26  25 

Premiums  in  due  course  of  collection   18,174  30 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   724  63 

All  other  property,  viz.,  rents  due  and  accrued,  $888.43;  due  from 

other  companies  for  re-insurance,  $85.87 ;  total   974  30 

Aggregate  amount  of  all  actual  available  assets   $671,040  47 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $1 1,943  71 

Losses  unadjusted,  including  all  reported  and  supposed  losses   5,410  00 

Losses  resisted,  including  interest,  costs  and  expenses   1,600  00 

Total   $18,953  71 

Deduct  re-insurance  thereon   85  87 

Net  amount  of  all  unpaid  losses   $18,867  S4 

I'nearned  premiums  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $78,648  65 

Tnearned  premiums,  pro  rain,  on  fire  risks  running  more  than  one  year   44,771  57 

Total  unearned  premiums  as  computed  above   123,420  22 

('ash  dividends  to  stockholders  remaining  unpaid    8,602  36 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   2,951  10 

Total  liabilities,  except  capital  and  net  surplus   $153,841  52 

Joint  stock  capital  paid  up  in  cash   250,000  00 

Surplus  beyond  all  liabilities   267,198  95 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus. 


$671,040  47 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement  ,          $21,765  63 

Deduct  amount  of  same  not  collected   559  21 

Net  collected   $21,206  42 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risk  and  premium  exhibit   213,395  26 

Total   $234,601  68 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   18,898  93 

Entire  premiums  collected  during  the  year   $215,702  75 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   37,144  02 

$178,558  73 

Net  cash  actually  received  for  premiums   $178,558  73 

Interest  received  on  bonds  and  mortgages  ,   29,218  98 

Interest  and  dividends  received  from  all  other  sources  '.   3,707  00 

Income  from  all  other  sources,  viz.,  rent   1,534  22 

Aggregate  income  received  during  the  year  in  cash   $213,018  93 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $164,866  35 

Deduct  salvages  and  re-insurances   817  34 

Net  amount  paid  for  losses   $164,049  01 

$164,049  01 

Cash  dividends  actually  paid   24,912  85 

Paid  for  commission  and  brokerage   37,246  47 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   15,373  91 

Amount  paid  for  State,  national  and  local  taxes   7,483  32 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  16,026  65 

Aggregate  expenditures  during  the  year  in  cash   $265,092  21 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  ^Premiums. 

Written  or  renewed  during  the  year  $26,040,211  00  $213,395  26 

Expired  and  marked  off  as  terminated  $28,369,702  00  $262,159  60 

In  force  at  the  end  of  the  year  $28,492,912  00  $252,158  80 

Deduct  amount  re-insured                                                                  609,075  00  5,055  26 

Net  amount  in  force  $27,883,833  00  $247,103  54 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,435,954  32 

Total  losses  paid  from  organization  to  date   893,367  48 

Total  cash  dividends  declared  since  the  Company  commencod  business   428,051  00 

Total  amount  of  losses  incurred  during  the  year   157,549  38 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $7,068,158  00 

Amount  of  fire  premiums  received   42,111  38 

Amount  of  losses  incurred   9,281  40 

Amount  of  losses  paid   9,271  40 
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NEW  BRUNSWICK  FIRE  INSURANCE  COMPANY. 


NEW  BRUNSWICK,  N.  J. 

Incorporated  December  27,  1826.  Commenced  business  May  1,  1832. 

Henry  II.  Palmer,  President.  Lewis  Applegate,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in  $50,000. 

I.  ASSETS. 

Ileal  estate  owned  by  the  Company,  unincumbered   $6,364  66 

Loans  on  bond  and  mortgage  (first  liens)   72,714  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due   4,875  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,661.17 ;  inter- 
est accrued  on  bond  and  mortgage  loans,  $967.64 ;  total   2,628  81 

Total  value  of  lands  and  buildings  mortgaged  (buildings  insured  for 

?70,85O  00)   $245,725  00 


Par  Market 
value.  vMue. 

Stocks,  bonds,  etc.,  owned  by  the  Company   $45,000  00      $47,150  00 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$3,975  00        $9,316  00        $3,366  50 


47,150  00 


8,366  50 


Cash  in  the  Company's  principal  office  in  currency  \         170  gg 

Cash  belonging  to  the  Company  deposited  in  bank  J      •-'5«I'U  00 

2,170  88 

Interest  due  and  accrued  on  collateral  loans   109  36 

Premiums  in  due  course  of  collection   510  14 

All  other  property,  viz.,  rents  due  and  accrued   25  00 

Aggregate  amount  of  all  actual  available  assets   $144,914  35 


II.  LIABILITIES. 

Losses  adjusted  aud  unpaid,  due  and  to  become  due   $1,105  46 

Net  amount  of  all  unpaid  losses  and  claims   $1,105  46 

Cnearned  premiums,  at  BO  per  cent,  of  premiums  on  fire  risks  under  one 

year   $2,637  36 

Cuearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   1,856  80 

Total  unearned  premiums  as  computed  above   4,544  16 
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Cash  dividends  to  stockholders  remaining  unpaid   $699  25 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   110  99 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   91  02 


Total  liabilities,  except  capital  and  net  surplus   $6,550  88 

Joint  stock  capital  paid  up  in  cash   50,000  00 

Surplus  beyond  all  liabilities   88,363  47 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $144,914  35 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $495  65 


Net  collected   $495  65 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit.   6,581  28 

Total   $7,076  93 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   510  14 


Entire  premiums  collected  during  the  year   $6,566  79 

Net  cash  actually  received  for  premiums   $6,566  79 

Interest  received  on  bonds  and  mortgages   5,578  43 

Interest  and  dividends  received  from  all  other  sources   5,278  59 

Income  from  all  other  sources,  viz.,  rent   386  40 


Aggregate  income  received  during  the  year  in  cash   $17,810  21 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Net  amount  paid  for  losses  (all  fire)   $5,444  87 

Cash  dividends  actually  paid   6,822  00 

Paid  for  commission  and  brokerage   645  96 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   2,000  00 


Aggregate  expenditures  during  the  year  in  cash   $14,912  83 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                             $877,842  00  $6,581  28 


Expired  and  marked  off  as  terminated   $991,032  00         $7,071  87 

Net  amount  in  force   $1,113,830  00  $9,132  17 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $173,734  62 

Total  losses  paid  from  organization  to  date   191,808  99 

Total  cash  dividends  declared  since  the  Company  commenced  tiusinesf   353,000  00 

Total  amount  of  losses  incurred  during  the  year   6,550  33 

Business  in  the  State  of  New  Jersey  Daring  the  Year. 

Amount  of  fire  risks  written   $877,812  00 

Amount  of  fire  premiums  received   6,581  28 

Amount  of  losses  incurred   (>,550  33 

Amount  of  losses  paid   5,444  87 
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NEW  JERSEY  INSURANCE  COMPANY, 


NEWARK,  N.  J. 

Incorporated  February  14,  1834.  Commenced  business,  1835. 

Jeremiah  C.  Garthwaite,  President.  William  Vanderpool,  Secretary. 

Capital  stock  authorized,  $300,000. 
Capital  actually  paid  in,  $90,000. 

i.  assets. 

Real  estate  owned  by  the  Company,  unincumbered   $42,320  80 

Loans  on  bond  and  mortgage  (first  liens)   62,100  00 

Interest  accrued  on  bond  and  mortgage  loans   1,091  97 

Total  value  of  lands  and  buildings  mortgaged  (buildings  insured  for  $40,950),  $124,200  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $28,000  00  $31,675  00 

Other  stocks   25,000  00  27,087  50 


Total  par  and  market  value   $33,000  00      $58,762  5U 

5S,762  50 

Cash  belonging  to  the  Company  deposited  in  bank  and  in  office   5,632  66 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   525  00 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   220  43 

All  other  property,  viz.,  rents  due  and  accrued,  $83.33  ;  note  of  Garth- 
waite, Darcey  &  Co.,  $1,600;  mutual  insurance  scrip,  $610: 

claim  against  Mechanics' National  Bank,  etc.,  $2,000 ;  total..:....  4,293  33 

Aggregate  amount  of  all  actual  available  assets   $174,946  69 


Items  not  Admitted  as  Assets. 

Company's  own  stock   *9,450  00 


II.  LIABILITIES. 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  riski  under  one 

year   ?6,612  53 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year....  51  57 

Unearned  premiums  on  marine  risks  _   23,345  51 

Total  unearned  premiums  as  computed  above   $30,009  66 

Cash  dividends  to  stockholders  remaining  unpaid   4,756  50 

Total  liabilities,  except  capital  and  net  surplus   $34,766  16 
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Joint  stock  capital  paid  up  in  cash   $90,000  00 

Surplus  beyond  all  liabilities   50,180  53 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $174,946  59 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Net  cash  actually  received  for  premiums   $13,286  25      $23,345  51 


Interest  and  dividends  received  from  all  other  sources..., 
Aggregate  income  received  during  the  year  in  cash., 


36,631  76 
7,840  94 


$14,472  70 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Net  amount  paid  for  losses   $1,641  76      $15,789  46 


Cash  dividends  actually  paid  

Paid  for  commission  and  brokerage    

Salaries  and  other  charges  of  officers,  clerks  and  other  employes. 
Amount  paid  for  State,  national  and  local  taxes  


Aggregate  expenditures  during  the  year  in  cash . 


$17,431  22 
9,000  00 
1,382  95 
6,658  19 
809  66 

$35,282  02 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 


Net  amount  in  force.. 


Fire  risks. 
$1,814,581  13 


Premiums. 

$13,286  25 


Net  amount  in  force.. 


Marine  and 

inland  risks.  Premiums. 
.  $4,600,000  00         $23,345  51 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date.. 

Total  losses  paid  from  organization  to  date  

Total  cash  dividends  declared  since  the  Company  commenced  business  

Total  amount  of  losses  incurred  during  the  year...  


$1,590,680  68 
967,575  32 
646,200  00 
17,431  22 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Fire  risks.  Marine  and  inland. 

Amount  of  risks  written                                      $1,814,581  13  $4,600,000  00 

Amount  of  premiums  received                                     13,286  25  23,345  51 

Amount  of  losses  incurred                                            1,641  76  15,789  46 

Amount  of  losses  paid                                                1,641  76  15,789  46 
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NEW  JERSEY  PLATE  GLASS  INSURANCE  COMPANY. 


NEWARK,  N.  J. 

Incorporated  April  2,  1868.  Commenced  business  September  15,  1868. 

Edwin  Hedden,  President.  S.  C.  IIoagland,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $50,240. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  less  $6,000  incumbrance  thereon,  $21,500  00 
Loans  on  bond  and  mortgage  (first  liens)   28,140  00 

Cash  in  the  Company's  principal  office  in  currency   $2,914  01 

Cash  belonging  to  the  Company  deposited  in  bank   4,463  86 

Total  amount  of  cash  items   7,377  87 

Premiums  in  due  course  of  collection   1,805  94 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   1,786  IS 

All  other  property,  viz.,  rent  due  and  accrued,  $489  ;  due  for  glass  sold, 

$5,584.51 ;  new  and  salvage  glass  on  hand,  $8,953.84  ;  total   15,027  41 

Aggregate  amount  of  all  actual  available  assets   $76,228  86 

II.  LIABILITIES. 

« 

Unearned  premiums,  at  50  per  cent,  of  pre  miums  on  risks  under  one  year,     $6,567  38 

Total  unearned  premiums  as  computed  above   $6,567  38 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   256  67 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers,  $361.18; 

glass  and  sundry  bills,  $2,727.68  ;  total   3,088  86 

Tofal  liabilities,  except  capital  and  net  surplus   $9,912  91 

Joint  stock  capital  paid  up  in  cash   50,240  00 

Surplus  beyond  all  liabilities   16,075  95 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...        $76,228  86 

III    INCOME  LURING  THE  YEAR. 

Gross  premiums  and  btUl  in  course  of  collection  at  close  of  last  previous 

j  ear,  us  shown  by  that  yeai's  statement    $7,092  64 

Net  collected   $7,092  M 

( iross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  ami  premium  exhibit   16,121  70 

Total   123,214  40 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   9,176  6y 

Entire  premiums  collected  during  the  year   $14,0.37  71 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   1,024  14 

$13,013  67 

Net  cash  actually  received  for  premiums   $  13,013  57 
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Interest  received  on  bonds  and  mortgages   $1,755  85 

Income  from  all  other  sources,  viz.,  rent,  $484. 75 ;  new  and  salvage 

glass,  $24,045.73;  total   24,530  43 


Aggregate  income  received  during  the  year  in  cash   $39,299  90 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  losses  ,   $1,921  06 

Cash  dividends  actually  paid   1,507  20 

Paid  for  commission  and  brokerage  ,   2,706  37 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   3,322  60 

Amount  paid  for  State,  national  and  local  taxes   524  51 

All  other  payments,  viz  ,  interest  on  borrowed  money,  $390;  current 

expenses,  $1,583.83;  new  glass,  $19,391.08 ;  total   21,364  91 


Aggregate  expenditures  during  the  year  in  cash   $34,346  65 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year                     $393,255  00  $12,450  47 

Written  or  renewed  during  the  year                                                             496,030  00  16,121  76 


Total   $889,285  00         $28,572  23 

Deduct  those  expired  and  marked  off  as  terminated   461,230  00         15,437  47 

In  force  at  the  end  of  the  year   $428,055  00        $13,134  76 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $181,956  36 

Total  losses  paid  from  organization  to  date   64,984  66 

Total  cash  dividends  declared  since  the  Company  commenced  business  ,   4.521  60 

Total  amount  of  losses  incurred  during  the  year   4,921  06 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  risks  written   $127,157  93 

Amount  of  premiums  received   3,638  12 

Amount  of  losses  incurred   755  00 

Amount  of  losses  paid   755  00 
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STANDARD  FIRE  INSURANCE  COMPANY. 


TRENTON,  N.  J. 

Incorporated  February  22,  1868.      Commenced  business  February  22,  1869. 

William  Dolton,  President.  Wm.  M.  Lindsay,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $100,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $14,501  59 

Loans  on  bond  and  mortgage  (first  liens)   31,490  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $811.06 ;  inter- 
est accrued  on  bond  and  mortgage  loans,  $472.35;  total   1,283  41 

Value  of  lands  mortgaged   $29,050  00 

Buildings  (insured  for  $24,200)   30,450  00 

Total  value  of  mortgaged  premises   $59,500  00 


Stocks,  Bonds,  etc  ,  Qioned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds   $16,000  00  $19,917  50 

Other  stocks  and  bonds   45.850  00  66,817  50 

Total  par  and  market  value   $61,850  00      $86,735  00 


Loans  on  Stock  Collaterals. 


86,735  00 


Par  Market 
value.  value. 
$13,210  00       $14,240  00 


Amount 
loaned. 
$3,000  00 


3,000  00 

Cash  in  the  Company's  principal  office  in  currency  \         H19  7Q 

Cash  beloDging  to  the  Company  deposited  in  bank  J      f-»o"  '» 

.  2,842  79 
Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value    166  50 

Interest  due  and  accrued  on  collateral  loans   210  00 

Premiums  in  due  course  of  collection   1,656  95 

All  other  property,  viz.,  rents  due  and  accrued,  $325;  due  from  agen- 
cies, commissions,  $500;  due  from  former  treasurer,  $1,057.13; 

from  John  Reiser's  estate,  $100   1,982  13 

Aggregate  amount  of  all  actual  available   $143,868  37 


Office  furniture. 


Items  not  Admitted  as  Assets. 
  $300  oo 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $5,791  05 

Net  amount  of  all  unpaid  losses  and  claims   $5,791  05 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $3,218  87 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year. ...      8,880  58 

Total  unearned  premiums  as  computed  above   12,099  45 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   225  00 

All  other  demands  against  the  Company,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   331  39 

Total  liabilities,  except  capital  and  net  surplus   $18,446  89 

Joint  stock  capital  paid  up  in  cash   100,000  00 

Surplus  beyond  all  liabilities   25,421  48 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $143,868  37 

III.  INCOME  DURING  THE  YEAR. 

Fire. 

<Jross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement  7.   $6,150  00 

Deduct  amount  of  same  not  collected   2,563  59 


Net  collected   $3,586  41 

ss  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   9,498  92 


Total   $13,085  33 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   1,656  95 

Entire  premiums  collected  during  the  year   $11,428  38 

Deduct  re-insurance,  rebate,  abatement,  aud  return  premiums   822  85 

$10,605  53 

Net  cash  actually  received  for  premiums   $10,605  53 

Interest  received  on  bonds  and  mortgages   1,881  74 

Interest  and  dividends  received  from  all  other  sources   4,542  46 

Income  from  all  other  sources,  viz.,  rents,  $821 ;  return  commissions, 

$5.27;  agency,  $425;  total   1,251  27 

Aggregate  income  received  during  the  year  in  cash   $18,281  00 

IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $10,137  02 

Deduct  salrages  and  re-insurances   375  00 

Net  amount  paid  for  losses   *'.\762  <>2 

$9,762  02 

Paid  for  commission  and  brokerage   1,713  74 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   1,905  63 

Amount  paid  for  State,  national  and  local  taxes   522  59 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  2,742  66 

Aggregate  expenditures  during  the  year  in  cash   $16,646  64 

V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                            $871,424  00  $9,498  92 

Expired  and  marked  off  as  terminated                                                     $862,223  00  $10,582  61 

Net  amouut  in  force                                                                       #1,927,937  00  $24,483  30 


Fire  and  Fire-Marine  Insurance 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   *967,100  53 

Total  losses  paid  from  organization  to  date   1,122,394  39 

Total  cash  dividends  declared  since  the  Company  commenced  business   57,000  00 

Total  amount  of  losses  incurred  during  the  year   10,624  00 

Business  i?i  the  State  of  New  Jersey  during  the  Year. 

Amount  of  fire  risks  written   $871,424  00 

Amount  of  fire  premiums  received   9,498  92 

Amount  of  losses  incurred   10,624  00 

Amount  of  losses  paid   9,762  02 


TRADE  INSURANCE  COMPANY. 


CAMDEN,  N.  J. 

Incorporated  March  21,  1872.                  Commenced  business  July  1,  1873. 

Edmund  May,  President.  William  Cline,  Secretary, 

Capital  stock  reduced  to  $150,000,  February  26,  1883. 
Cash  actually  paid  in,  $200,000. 

L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $16,050  00 

Loans  on  bond  and  mortgage  (first  liens)   104,583  33 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due  (of  which  $7,000  is  in  process  of  foreclosure)   12,000  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $986.67;  inter- 
est accrued  on  bond  and  mortgage  loans,  $3,248.50;  total   4,235  17 

Value  of  lands  mortgaged   $104,950  00 

Buildings  (insured  for  $102,000)   183,500  00 

Total  value  of  mortgaged  premises   $268,450  00 


Stocks,  Bonds i  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   sr>,000  00      $25,812  SO 


25,812  50 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

116,11030      $18,625  30       $13,098  00 


13  098  00 
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Cash  in  the  Company's  principal  office  in  currency   $533  81 

€ash  belonging  to  the  Company  deposited  in  bank   7,274  08 


Total  amount  of  cash  items   $7,807  89 

Interest  due  and  accrued  on  collateral  loans   725  94 

Premiums  in  due  course  of  collection   4,164  00 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   436  65 

All  other  property,  viz.,  rents  due  and  accrued   176  83 


Aggregate  amount  of  all  actual  available  assets   $189,090  31 


Items  not  Admitted  as  Assets. 
Premiums  more  than  three  months  due   $4,555  68 


II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   $3,616  17 

Losses  unadjusted,  including  all  reported  and  supposed  losses   1,500  00 

Losses  resisted,  including  interest,  costs  and  expenses   1,000  00 


Total   $6,116  17 

Deduct  re-insurance  thereon   1,373  91 


Net  amount  of  all  unpaid  losses  and  claims   $4,742  26 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year....   $17,371  73 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   8,517  32 


Total  unearned  premiums  as  computed  above   25,889  05 

Amount  reclaimable  on  perpetual  fire  policies   1,494  45 

Cash  dividends  to  stockholders  remaining  unpaid   137  75 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   250  00 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   536  40 


Total  liabilities,  except  capital   $33,049  91 

Joint  stock  capital  paid  up  in  cash   200,000  00 


Aggregate  liabilities,  including  paid-up  capital   $233,049  91 


III.  INCOME  DURING  THE  YEAR. 

Mariue  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement   $15,540  83       $5,987  33 

Deduct  amount  of  same  not  collected   3,814  56  524  12 

Net  collected   $11,726  27       $5,463  21 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   66,325  64  224  02 

Total   1*78,051  9]        $5.6S7  23 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date,      8,104  71         1,051  62 

Entire  premiums  collected  during  the  year   $69,947  20       $1,635  61 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums,     15,785  98        3,354  58 

$54,161  22       $1,281  03 

Net  cash  actually  received  for  premiums   $55,442  25 

Interest  received  on  bonds  and  mortgages   5,802  43 

Interest  and  dividends  received  from  all  other  sources   3,667  45 

Income  from  all  other  sources,  viz.,  rent,  $196.15;  policy  fees,  $5.50; 

total   501  65 


Aggregate  income  received  during  the  year  in  cash 


$65,413  78 


38      Fire  and  Fire-Marine  Insurance  Co's.    [Dec.  31,  1882. 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losses   £52,994  68       $7,887  10 

Deduct  salvages  and  re-insurances   12,055  94         3,708  16 

Net  amount  paid  for  losses   $40,938  74       *i,\78  94 

$45,117  68 

Cash  dividends  actually  paid   4,954  25 

Paid  for  commission  and  brokerage   11,504  32 

Salaries  and  other  charges  of  officers,  clerks  and  employes   5,597  01 

Amount  paid  for  State,  national  and  local  taxes   1,458  93 

All  other  payments,  viz  ,  stationery,  printing,  advertising,  postage,  etc.,  3,723  92 

Aggregate  expenditures  during  the  year  in  cash   $72,356  11 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                           ^i.947,479  59  $66,325  64 

Expired  and  marked  off  as  terminated                                                   $5,641,801  08  $58,573  06 

In  force  at  the  end  of  the  year                                                          $6,625,676  43  $57,602  39 

Deduct  amount  re-insured                                                                  915,668  86  8,574  25 

Net  amount  in  force                                                                  $5,710,007  57  $49,028  14 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $790,508  58 

Total  losses  paid  from  organization  to  date   546,135  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   71,310  00 

Total  amount  of  losses  incurred  during  the  year   41,752  14 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $1,209,119  32 

Amount  of  fire  premiums  received   12,201  48 

Amount  of  losses  incurred   9,410  46 

Amount  of  losses  paid   7,530  93 


NEW  JERSEY 

Including  all  Companies  other  than  those  doing"  business  on  the 
Stock  or  Net  Cash  Premium  Plan. 


new  jersey 
Mutual  Fire  Insurance  Companies. 


AMERICAN  MUTUAL  FIRE  INSURANCE  COMPANY. 


PLAINFIELD,  N.  J. 
Incorporated,  1846.  Commenced  business  July,  1846. 

Stephen  0.  Horton,  President.  Lewis  Craig,  Secretary. 

I.  ASSETS. 

Cash  value  of  stocks  and  bonds  owned  by  the  Company   $1,760  00 

Cash  in  the  First  National  Bank   133  87 

Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $1,893  87 

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being  1,046  in 
number)  which  are  liable  to  future  assessment  for  payment  of  claims, 
deducting  the  amount  already  assessed  or  collected  thereon   $ 100,000  00 

,  II.  LIABILITIES. 

Losses  reported  in  process  of  adjustment,  or  on  which  no  action  has 

been  taken  '   $100  00 

Whole  amount  (including  interest)  due  or  to  become  due  for  borrowed 

money   2,000  00 

Gross  cash  liabilities    $2,100  00 

Total  amount  of  insurance  by  policies  now  in  force   $854,000  00 


III.  INCOME. 

Cash  premiums   $10  50 

Cash  received  for  interest  and  dividends  from  all  other  sources   128  00 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes   2  40 

Cash  received  from  all  other  sources   8  00 

Gross  cash  income   $148  90 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $150  00 

(41) 
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IV.  EXPENDITURES. 

Paid  for  losses   $225  25 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   225  00 

Paid  for  discount  to  bank   88  25 

All  other  cash  payments  and  expenditures   2  89 


Gross  cash  expenditures     $541  39 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $854,000  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   100,000  00 

Whole  amount  of  cash  deposits  leceived  on  outstanding  risks   9,479  42 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   854.C00  00 

Whole  amount  of  risks  written  during  the  year,  all  located  in  the 

State  of  New  Jersey   1,500  00 

For  a  term  of  more  than  three  years   1,500  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   357  00 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   357  00 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   10  50 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   150  00 

Cash  borrowed  during  the  year   350  00 


BERGEN  COUNTY  FARMERS'  MUTUAL  FIRE  INSUR- 
ANCE COMPANY. 


SPRING  VALLEY,  N.  J. 
Incorporated  February  22,  1849.  Commenced  business  May  1,  1849. 

Garret  S.  Demarest,  President.  Henry  II.  Voorhis,  Secretary. 

I.  ASSETS. 

Cash  loans  made  by  the  Company  

fash  in  the  office  of  the  Company  

(/ash  in  the  First  National  Bank,  Paterson  

Net  amount  of  cash  (after  deducting  commissions  and  all  other  charges) 
due  the  Company  from  agents  for  premiums  collected  and  in  course 
of  transmission  


$24,285  46 
450  00 
514  36 


1,303  45 
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Interest  due  or  accrued  on  the  foregoing  investments  and  assets,  and 
not  included  in  the  cash  market  value  or  amount  thereof  as  above 

stated   $526  07 

All  other  assets  and  property  owned  by  the  Company,  and  not  includ- 
ing any  of  the  preceding  items,  at  the  actual  cash  value  thereof...  1,000  00 

Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $28,079  34 


Amount  of  premium  or  deposit  notes  held  by  the  Company  (being  1,625  in 
number)  which  are  liable  to  future  assessment  for  payment  of  claims, 
deducting  the  amount  already  assessed  or  collected  thereon   $36,215  12 


II.  LIABILITIES. 


Losses  adjusted  which  are  unpaid,  including  interest  thereon   $2,300  00 

Office,  agency  and  incidental  expenses   83  00 


Gross  cash  liabilities   $2,383  00 


Total  amount  of  insurance  by  policies  now  in  force  $2,414,747  00 


III.  INCOME. 


Cash  received  for  premiums,  without  deductions  for  brokerage,  commis- 
sions, return  premiums,  amount  paid  lor  re-insurance  or  otherwise   $5,125  26 

Deduct  amount  paid  for  return  premiums  on  canceled  and  surrendered 

policies  and  for  re-insurance   562  91 

Net  cash  premiums..   $4,562  35 

Cash  received  for  interest  and  dividends  from  all  other  sources   526  07 


Gross  cash  income   $5,088  42 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $15,237  42 


IV.  EXPENDITURES. 


Paid  for  losses   $2,018  33 

Paid  for  brokerage  and  commissions  on  premium5'   972  00 

Paid  for  salaries  and  fees  to  officers,  ageDts  and  employes   1,138  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   21  25 


Gross  cash  expenditures   $4,149  58 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year,  deducting 


$4,500  re- insured  in  other  companies   $2,410,247  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   86,215  12 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   25,775  89 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   2,291,072  00 

Whole  amount  of  risks  written  during  the  year  (of  which  $166,870 

located  in  the  State  of  New  Jersey).   482,020  00 
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For  a  term  of  one  year   $64,420  00 

For  a  term  of  more  than  one  year  and  not  more  than  three  years...  151,630  00 

For  a  term  of  more  than  three  years   265,970  00 

Whole  amount  of  risks  terminated  during  the  year   537,990  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   4,318  33 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   4,318  33 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   4,975  83 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   14,806  79 


BOUND  BROOK  MUTUAL  FIRE  ASSURANCE  COMPANY. 


BOUND  BROOK,  N.  J. 
Incorporated  February  24,  1838.  Commenced  business  March  9,  1838. 

Richard  F.  Giles,  President.  John  Bush,  Secretary, 

I.  ASSETS. 

Cash  loans  made  by  the  Company   $21  27 

Cash  in  the  office  of  the  Company   48  25 

Cash  in  the  First  National  Bank,  Somerville   700  00 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets,  and 
not  included  in  the  cash  market  value  or  amount  thereof  as  above 

stated   7  21 

All  other  assets  and  property  owned  by  the  Company,  and  not  includ- 
ing any  of  the  preceding  items,  at  the  actual  cash  value  thereof...  75  00 


Groes  assets  of  the  Company,  except  premium  notes  liable  to 

assessment    $851  73 


Amount  of  premium  or  deposit  notes  held  by  the  Company  (l>eing  r>2\  in 
number)  which  are  liable  to  future  assessment  for  payment  ot  claims, 
deducting  the  amount  already  assessed  or  collected  thereon   >145,(ill  91 

II.  LIABILITIES. 

Whole  amount  (including  interest)  due  or  to  become  due  for  borrowed 

money    $861  19 


Gross  cash  liabilities   $861  19 


Total  amount  of  insurance  by  policies  now  in  force   $916,750  (X) 
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III.  INCOME. 

Cash  premiums   $115  76 

Cash  received  for  interest  on  mortgages  of  real  estate   50  71 

Cash  received  from  all  other  sources,  viz. :    Mortgages  paid,  $700.00 ; 

money  borrowed,  $435.00   1,135  00 


Gross  cash  income   $1,301  47 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $1,843  00 

IV.  EXPENDITURES. 

Paid  for  losses   $297  29 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   208  00 

Paid  for  interest  m   23  82 

Paid  for  taxes   5  99 

All  other  cash  payments,  viz. :  Office,  agency  and  incidental  expenses..  33  00 


Gross  cash  expenditures   $568  10 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $946,750  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment,  re- 
ceived on  outstanding  risks   145,011  00 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   946,750  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)   32,665  00 

For  a  term  of  ten  years   32,665  00 

Whole  amount  of  risks  withdrawn  during  the  year   4,050  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   297  29 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   297  29 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   115  76 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   4,843  00 

Cash  borrowed  during  the  year   435  00 
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BURLINGTON  COUNTY  ASSOCIATION. 

For  the  Insurance  of  Owners  of  Houses  and  Other  Buildings 
from  Loss  by  Fire. 


MEDFORD,  N.  J. 

Incorporated  April  23,  1821.  Commenced  business  1823. 

Charles  Stokes,  President.  Isaac  W.  Stokes,  Secretary. 

I.  ASSETS. 

Cash  loaned  by  the  Company,  and  secured  by  mortgage  of  real  estate,  $136,684  00 

Cash  value  of  stocks  and  bonds  owned  by  the  Company   7,300  00 

All  other  ca?h  loans  made  by  the  Company   4,238  73 

Cash  in  the  Burlington  County  National  Bank,  Medford   4,881  21 

Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $153,103  94 

II.  LIABILITIES. 

Office,  agency  and  incidental  expenses   $1,081  12 

Gross  cash  liabilities   $1,081  12 

Total  amount  of  insurance  by  policies  now  in  force   ?!,4S7,S20  50 


III.  INCOME. 

Cash  received  for  premiums,  without  deductions  for  brokerage,  commis- 
sions, return  premiums,  amount  paid  for  re-insurance  or  otherwise   $3,155  11 

Deduct  amount  paid  for  return  premiums  on  canceled  and  surrendered 

policies  and  for  re-insurance   876  69 

Net  cash  premiums   $2,278  42 

Cash  received  for  interest  on  mortgages  of  real  estate   8,105  01 

Cash  received  for  interest  and  dividends  from  all  other  sources   240  00 


Gross  cash  income   $10,623  43 


IV.  EXPENDITURES. 


Paid  for  losses   $2,370  00 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   1,200  00 

Paid  for  taxes   895  23 


Gross  cash  expenditures   $4,465  23 
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V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $1,487,820  50 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   161,482  94 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   4,487,820  50 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)   78,821  16 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   2,370  00 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   2,370  00 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   3,155  11 

Cash  loaned  during  the  year     15,661  36 


CRANBURY  MUTUAL  FIRE  INSURANCE  COMPANY. 


CRANBURY,  N.  J. 
Incorporated  May  31,  1879.  Commenced  business  June  2,  1879. 

Ezekiel  Silvers,  President.  John  G.  Grover,  Secretary. 

I.  ASSETS. 

Cash  in  the  office  of  the  Company   $65  55 

Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $65  55 

Amount  of  premium  or  deposit  notes  held  by  the  Company  which  are  liable 
to  future  assessment  for  payment  of  claims,  deducting  the  amount 
already  assessed  or  collected  thereon   $16,111  15 


II.  LIABILITIES. 

Office,  agency  and  incidental  expenses   $40  00 

Gross  cash  liabilities   $40  00 

Total  amount  of  insurance  by  policies  now  in  force   $311,307  00 

III.  INCOMK. 

.  None. 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $956  20 
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IV.  EXPENDITURES. 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   $40  00 


Gross  cash  expenditures   $40  00 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $311,307  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment,  re- 
ceived on  outstanding  risks   16,111  15 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)   17,060  00 

For  a  term  of  more  than  three  years   17,060  00 

Tremium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   956  20 


CUMBERLAND  MUTUAL  FIRE  INSURANCE  COMPANY. 


BRIDGETON,  N.  J. 
Incorporated  February  23,  1844.  Commenced  business  May  1,  1844. 

David  F.  Elmer,  President.  Henry  B.  Lupton,  Secretary. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  after  deducting  the  full  amount 

of  all  liens  and  incumbrances  thereon   $6,000  00 

Cash  loaned  by  the  Company  and  secured  by  mortgage  of  real  estate..  2,000  00 

Cash  value  of  stocks  and  bonds  owned  by  the  Company   33,125  00 

All  other  cash  loans  made  by  the  Company   2,420  67 

Cash  in  the  office  of  the  Company   316  34 

Cash  in  the  Cumberland  National  Bank   97  64 

Net  amount  of  cash  (after  deducting  commissions  and  all  other  charges) 
due  the  Company  from  agents  for  premiums  collected  and  in  course 

of  transmission   2,404  37 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit 

notes  held  by  the  Company   300  00 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets,  and 
not  included  in  the  cash  market  value  or  amount  thereof,  as  above 
stated   183  00 


Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $46,847  02 


Amount  of  preminm  or  deposit  note*  held  by  the  Company  (being  S.440  in 
number)  which  are  liable  to  future  aiweBflment  for  payment  of  claims, 
deducting  the  amount  already  assessed  or  collected  thereon  $2,359,417  60 
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II.  LIABILITIES. 

Losses  reported  in  process  of  adjustment,  or  on  which  no  action  has 

been  taken   $1,000  00 

Losses  disputed  or  resisted  by  the  Company   4,400  00 


Gross  cash  liabilities   $5,400  00 


Total  amount  of  insurance  by  policies  now  in  force   $13,103,634  00 


III.  INCOME. 

Cash  received  for  premiums,  without  deductions  for  brokerage,  commis- 
sions, return  premiums,  amount  paid  for  re-insurance  or  otherwise          $11,871  00 

Deduct  amount  paid  for  return  premiums  on  canceled  and  surrendered 

policies  and  for  re-insurance   436  85 

Net  cash  premiums   $11,434  15 

Cash  received  for  interest  on  mortgages  of  real  estate   157  00 

Gash  received  for  interest  and  dividends  from  all  other  sources   1,355  91 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes   1,968  46 

Cash  received  for  rents   84  00 


Gross  cash  income   $14,999  52 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $107,773  00 

IV.  EXPENDITURES. 

Paid  for  losses   $18,162  53 

Paid  for  commissions  on  collection  of  assessments   551  37 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   3,114  00 

Paid  for  taxes   104  30 

All  other  cash  payments  and  expenditures,  viz  ,  office,  agency  and  in- 
cidental expenses   1,085  37 


Gross  cash  expenditures   $23,017  57 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $13,103,634  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   2,592,455  00 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   219,927  44 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey..   13,091,034  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey   1,068,534  00 

For  a  term  of  one  year   4,700  00 

For  a  term  of  more  than  one  year  and  not  more  than  three  years...  39,510  00 

For  a  term  of  more  than  three  years   1,024,324  00 

Whole  amount  of  risks  terminated  during  the  year   1,195,725  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 

pute^)  occurring  during  the  year  on  risks  of  the  Company   5,842  41 

Amount  of  losses  occurring  during  the  year  on  risks  located  in  the  State 

of  New  Jersey   5,842  41 
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Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   $11,434  15 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   107,773  00 

Cash  borrowed  during  the  year   1,200  00 

Cash  loaned  during  the  year   502  29 


ELIZABETH  MUTUAL  INSURANCE  COMPANY. 


ELIZABETH,  N.  J. 
Incorporated  April  10,  1812.  Commenced  business  April  1,  1829. 

Jonas  W.  Townley,  President.  Samuel  Pierce,  Secretary. 


I.  ASSETS. 

Cash  loaned  by  the  Company,  and  secured  by  mortgage  of  real  estate..  $700  00 

Cash  value  of  stocks  and  bonds  owned  by  the  Company   1,120  00 

Cash  loaned  by  the  Company,  and  secured  by  stocks,  bonds  and  other 

securities  as  collateral   1,000  00 

All  other  cash  loans  made  by  the  Company   1,000  00 

Cash  in  the  office  of  the  Company   123  84 

Cash  in  bank   609  33 

Amount  due  the  Company  and  not  included  in  the  preceding  items, 

for  office  and  other  premiums  unpaid  and  in  course  of  collection..  55  00 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit 

notes  held  by  tne  Company   142  82 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets,  and 

not  included  in  the  cash  market  value  or  amount  thereof  as  above 

stated   147  00 


Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $4,897  99 


Amount  of  premium  or  dfposit  notes  held  by  the  Company  (being  1,377  in 
number)  which  are  liable  to  future  assessment  for  payment  of  claims, 
deducting  the  amount  already  assessed  or  collected  thereon   $161,193  00 


II.  LIABILITIES. 

Losses  adjusted  which  are  unpaid,  including  interest  thereon   $200  00 

Office,  agency  and  incidental  expenses   379  85 


Gross  ca*h  liabilities   $579  85 


Total  amount  of  insurance  by  policies  now  in  force 


$2,911,*)7  00 
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III.  INCOME. 


Cash  premiums   $865  88 

Cash  received  for  interest  on  mortgages  of  real  estate   11  67 

Cash  received  for  interest  and  dividends  from  all  other  sources   72  00 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes   143  42 

Cash  received  from  all  other  sources,  viz.:  Fees  for  policies   25  00 


Gross  cash  income   $1,117  97 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $1,492  00 

IV.  EXPENDITURES. 

Paid  for  losses   $645  54 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   2,100  00 

Paid  for  taxes   14  00 

Paid  for  rent   400  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and  in- 
cidental expenses   108  56 


Gross  cash  expenditures   $3,277  10 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $2,911,607  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   161,198  00 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   3,156  00 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   2,899,807  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)  1   133,815  00 

Whole  amount  of  risks  terminated  during  the  year   116,950  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   654  54 

Amount  of  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   654  54 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   1,492  00 

Assessments  made  during  the  year  on  premium  or  deposit  notes    9,671  88 

Cash  loaned  during  the  year   1,2C0  00 


52 


Mutual  Fire  Insurance 


[Dec.  31, 


ESSEX  COUNTY  MUTUAL  INSURANCE  COMPANY. 


BLOOMFIELD,  N.  J. 
Incorporated  February  13,  1814.  Commenced  business  May  1,  1844. 

Joseph  K.  Oakes,  President.  Thomas  C.  Dodd,  Secretary, 

i.  assets.  » 

Cash  in  the  savings  institutions   $4,724  54 

Net  amount  of  cash  (after  deducting  commissions  and  all  other  charges)  • 


due  the  Company  from  agents  for  premiums  collected  and  in  course 
of  transmission ;  amount  due  the  Company,  and  not  included  in 
the  preceding  items,  for  office  and  other  premiums  unpaid  and  in 
course  of  collection   960  00 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets,  and 
not  included  in  the  cash  market  value  or  amount  thereof  as  above 
stated   46  00 

All  other  assets  and  property  owned  by  the  Company,  and  not  includ- 
ing any  of  the  preceding  items,  at  the  actual  cash  value  thereof...  50  00 


Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $5,780  54 


Amount  of  premium  or  deposit  notes  held  by  the  Company  (being  1,719  in 
number)  which  are  liable  to  future  assessment  for  payment  of  claims, 
deducting  the  amount  already  assessed  or  collected  thereon   >97,344  00 


II.  LIABILITIES. 


Losses  reported  in  process  of  adjustment,  or  on  which  no  action  has 

been  taken   $150  00 


QroM  cash  liabilities   $150  00 

Tof.il  amount  of  insurance  by  policies  now  in  force   $2,62^,9*6  00 


III.  INCOME. 

('  ish  received  for  premiums,  without  deductions  for  brokerage,  commis- 
sions, return  premiums,  amount  paid  for  re-insurance  or  otherwise  ....       15*491  44 

I>educt  amount  paid  for  return  premiums  on  canceled  and  surrendered 

policies  and  for  re-insurauce   38  M 

Net  cash  premiums   $5,414  88 

Cash  received  for  interest  and  dividend*  from  all  other  sources   134  00 


Gross  cash  income   $5,548  88 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $27,1  l.r>  00 
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IV.  EXPENDITURES. 


Paid  for  losses  ,   $3,004  61 

Paid  for  brokerage  and  commissions  on  premiums   703  96 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   1,702  00 

Paid  for  rent   50  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   86  65 


Gross  cash  expenditures   $5,547  22 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $2,623,986  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   121,680  00 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   24,336  00 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   2,623,986  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)   696,795  00 

For  a  shorter  term  than  one  year   6,100  00 

For  a  term  of  one  year   87,500  00 

For  a  term  of  more  than  one  year  and  not  more  than  three  years...  44,400  00 

For  a  term  of  more  than  three  years   £58,795  00 

Whole  amount  of  risks  terminated  during  the  year   764,740  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted) occurring  during  the  year  on  risks  of  the  Company   2,154  61 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   2,154  61 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   4,749  48 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   27,115  00 
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FARMERS'  MUTUAL  FIRE  INSURANCE  ASSOCIATION, 


DANVILLE,  N.  J. 
Incorporated  March  26,  1860.  Commenced  business  June  26,  1860. 

Lewis  Merrell,  President.  Daniel  Fleming,  Secretary. 

I.  ASSETS. 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit  notes 

held  by  the  Company   $365  37 

All  other  assets  and  property  owned  by  the  Company,  and  not  includ- 
ing any  of  the  preceding  items,  at  the  actual  cash  value  thereof...  477  38 

Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $842  75 


Amount  of  premium  or  deposit  notes  held  by  the  Company  which  are 
liable  to  future  assessment  for  payment  of  claims,  deducting  the 
amount  already  assessed  or  collected  thereon   $63,888  22 


II.  LIABILITIES. 

Whole  amount  (including  interest)  due  or  to  become  due  for  borrowed 

money   $£,487  26 

Gross  cash  liabilities   $4,487  26 

Total  amount  of  insurance  by  policies  now  in  force   *%6,69l  50 


III.  INCOME. 

Cash  deposits  received   $84  09 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes   121  85 

Gross  cash  income   $205  94 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year    £1,253  27 


IV.  EXPENDITURES. 

Paid  for  losses   $2,000  00 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   368  63 

Paid  for  interest   180  84 

All  other  cash  payments  and  expenditures,  viz.  :    Office,  agency  and 

incidental  expenses    53  04 

Directors'  note,  $1,900.00;  other  loans,  $190.69   2,090  69 

Gross  cash  expenditures   $4,693  20 
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V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $966,691  50 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment,  re- 
ceived on  outstanding  risks   47,059  57 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   966  69 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   966,691  50 

Whole  amount  of  risks  written  during  the  year   86,350  00 

For  a  term  of  more  than  three  years   86,350  00 

Whole  amount  of  risks  terminated  during  the  year   203,907  17 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   2,000  00 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   2,000  00 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   84  09 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   4,253  27 


FARMERS'  MUTUAL  FIRE  ASSURANCE  ASSOCIATION 
OF  NEW  JERSEY. 


READINGTON,  N.  J. 
Incorporated  March  3,  1856.  Commenced  business  April  26,  1856. 

David  Davis,  President.  Joseph  Thompson,  Secretary. 

I.  ASSETS. 

Cash  in  the  Somerset  County  Bank   $680  08 

All  other  assets  and  property  owned  by  the  Company,  and  not  includ- 
ing any  of  the  preceding  items,  at  the  actual  cash  value  thereof...  250  00 


Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $930  08 


II.  LIABILITIES. 

Losses  adjusted  which  are  unpaid,  including  interest  thereon   $1,178  00 

Losses  disputed  or  resisted  by  the  Company   2,337  48 

Whole  amount  (including  interest)  due  or  to  become  due  for  borrowed 

money   22,000  00 


Gross  cash  liabilities   $25,515  48 


Total  amount  of  insurance  by  policies  now  in  force  |ll,M8«M9  00 
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in.  INCOME. 

Cash  premiums   $1,786  73 

Casli  received  for  assessments   222  55 

Cash  received  from  all  other  sources,  viz.,  from  surveyors  and  collectors,  667  13 

Gross  cash  income   $2,676  71 


IV.  EXPENDITURES. 


Paid  for  losses   §10,724  24 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   3,219  10 

Paid  for  interest  or  discount   1,167  H5 

Paid  for  taxes   22  00 

Cash  deposits  returned  during  the  year   38  09 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   271  07 


Gross  cash  expenditures   $15,442  15 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $11,563,51.9  00 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State  of 

New  Jersey   11,563,519  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)   893,366  00 

For  a  shorter  term  than  one  year   800  00 

For  a  term  of  more  than  three  years   892,566  00 

Whole  amount  of  risks  terminated  during  the  year   1,082,652  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   8,369  23 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   8,369  23 

Cash  premiums  received  duriDg  the  year  on  risks  in  the  State  of  New 

Jersey   1,786  73 

Assessments  made  during  the  year   34,974  61 

Cash  borrowed  during  the  year   12,000  00 
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FARMERS'  MUTUAL  FIRE  INSURANCE  COMPANY. 


SALEM,  N.  J. 

Incorporated  May,  1851.  Commenced  business,  1851. 

Alpheus  Bilderback,  President.  Jonathan  B.  Griee,  Secretary, 

I.  ASSETS. 

Cash  loaned  by  tbe  Company,  and  secured  by  mortgage  of  real  estate,  $3,075  00 

Cash  value  of  stocks  and  bonds  owned  by  the  Company   5,020  00 

Cash  loaned  by  the  Company,  and  secured  by  stocks,  bonds  and  other 

securities  as  collateral   2,729  72 

Cash  in  the  office  of  the  Company   25  05 

Cash  in  the  Salem  National  Bank   1,140  62 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets,  and 
not  included  in  the  cash  market  value  or  amount  thereof  as  above 

stated   161  08 

Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment  "   $12,151  47 

Amount  of  premium  or  deposit  notes  held  by  the  Company  which  are 
liable  to  future  assessment  for  payment  of  claims,  deducting  the 
amount  already  assessed  or  collected  thereon   $298,582  00 


II.  LIABILITIES. 

None. 

Total  amount  of  insurance  by  policies  now  in  force  $1,882,546  00 

III.  INCOME. 

Cash  deposits  received   $2,276  44 

Cash  received  for  interest  and  dividends  from  all  other  sources   435  84 

Gross  cash  income   $2,712  28 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $33,509  00 


IV.  EXPENDITURES. 


Paid  for  losses   $1,832  83 

Paid  for  brokerage  and  commissions  on  premiums   105  33 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   299  00 

Paid  for  taxes   72  43 
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Paid  for  rent   $50  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   116  78 


I  I  rose  cash  expenditures   $2,476  37 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $1,882,546  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   298,582  00 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   19,550  00 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   1,875,913  00 

Whole  amount  of  risks  written  during  the  year   257,351  00 

For  a  shorter  term  than  one  year....*.   2,050  00 

For  a  term  of  one  year   44,801  00 

For  a  term  of  five  years   210,500  00 

Whole  amount  of  risks  terminated  during  the  year   161,035  00 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   1,165  83 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   2,375  86 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   33,509  00 

Cash  loaned  during  the  year   2,500  00 


FRANKLIN  FARMERS'  MUTUAL  FIRE  ASSURANCE 
ASSOCIATION. 


EAST  MILLSTONE,  N.  J. 


I.  ASSETS. 

None. 


Amount  of  premium  or  deposit  notes  held  hy  the  Company  which  are 
liahle  to  future  a*H««*-ment  for  payment  of  claims,  deducting  the 
amount  already  assessed  or  collected  th.-reon   $l\0.">7  71 
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II.  LIABILITIES. 

Losses  adjusted  which  are  unpaid,  including  interest  thereon   $185  00 

Unpaid  liabilities   201  15 

Office,  agency  and  incidental  expenses   192  40 


Gross  cash  liabilities   $878  55 


Total  amount  of  insurance  by  policies  now  in  force.....   $517,486  00 

III.  INCOME. 

Cash  premiums  received   $63  48 


Gross  cash  income   $63  48 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $1,835  94 

IV.  EXPENDITURES. 

Paid  for  losses   $485^00 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   140^87 

Paid  for  interest   11  73 

Paid  for  rent   10  00 

All  other  cash  payments  and  expenditures,  viz. :    Office,  agency  and 

incidental  expenses   230  95 


Gross  cash  expenditures   $878  55 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $517,486  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment,  re- 
ceived on  outstanding  risks   18,057  71 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   517,486  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)   49,586  00 

For  a  term  of  more  than  three  years   49,586  00 

Whole  amount  of  risks  terminated  during  the  year   6,700  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   485  00 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   485  00 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   63  48 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   1,835  94 
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HACKETTSTOWN  MUTUAL  FIRE  INSURANCE 
COMPANY. 


HACKETTSTOWN,  N.  J. 
Incorporated  March  27,  1867.  Commenced  business  June  13,  1867. 

Seymour  R.  Smith,  President.  James  Fisher,  Secrelaiy. 

I.  ASSETS. 

Cash  in  the  Hackettstown  National  Bank   $35  03 

Net  amount  of  cash  (after  deducting  commissions  and  all  other  charges)  • 
due  the  Company  from  agents  for  premiums  collected  and  in 
course  of  transmission   15  00 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit 

notes  held  by  the  Company   300  00 

All  other  assets  and  property  owned  by  the  Company,  and  not  includ- 
ing any  of  the  preceding  items,  at  the  actual  cash  value  thereof...  300  00 

Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $650  03 


Amount  of  premium  or  deposit  notes  held  by  the  Company  which  are  liable 

to  future  assessment  for  payment  of  claims   $29,167  50 


II.  LIABILITIES. 

Whole  amount  (including  interest)  due  or  to  become  due  for  borrowed 

money   $90p  00 

Office,  agency  and  incidental  expenses   14  00 

Gross  cash  liabilities   $914  00 

Total  amount  of  insurance  by  policies  now  in  force   $673,996  00 


III.  INCOME. 

Cash  received  for  premium?,  without  deductions  for  brokerage,  commis- 
sions, return  premium?,  amount  paid  for  re-insurance  or  otherwise   $632  60 

Deduct  amount  paid  for  return  premiums  on  canceled  and  surrendered 

policies  and  for  re-insurance   13  17 

Net  cash  premiums   $619  43 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes   93  70 

Cash  received  from  all  other  soui <:•.->    396  10 


Gross  ca.'-h  income   $1,109  23 


Whole  amount  of  premium  or  depCMll  notes  liable  to  assessment  actually 

received  during  the  year   pJM  00 
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IV.  EXPENDITURES. 

Paid  for  losses   $  1,800  00 

Paid  for  commissions  on  assessments  collected   7  50 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes.   166  85 

Paid  for  interest   27  90 

Paid  for  taxes   21  00 

Cash  deposits  returned  during  the  year   13  17 

Paid  for  rent   50  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   345  93 


Gross  cash  expenditures   $2,432  35 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $673,996  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   29,167  50 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   3,136  15 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey..   673,996  00 

Whole  amount  of  risks  written  during  the  year,  all  located  in  the 

State  of  New  Jersey   145,227  00 

For  a  term  of  five  years   145,227  00 

Whole  amount  of  risks  terminated  during  the  year     196,752  00 

WThole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   1,800  00 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   632  60 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   29,167  50 


HARDWICK  MUTUAL  FIRE  INSURANCE  COMPANY. 


JOHNSONBURGH,  N.  J. 


Incorporated  November  10,  1811.      Commenced  business  December  6,  1841. 
Isaac  Wildrick,  Presiflent.  W.  PI.  Hawk,  Secretary. 

I.  ASSETS. 

Cash  in  the  office  of  the  Company   $380  84 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit 

notes  held  by  the  Company   1,340  90 

All  other  assets  and  property  owned  by  the  Company,  and  not  includ- 
ing any  of  the  preceding  items,  at  the  actual  cash  value  thereof...  100  00 


Gross  assets  of  the  Company,  except  premium  notes  liable  to 
assessment   $1,821  74 
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AmountTof  premium  or  deposit  notes  held  by  the  Company  (being  555  in 
number)  which  are  liable  to  future  assessment  for  payment  of  claims, 
deducting  the  amount  already  assessed  or  collected  thereon   $35,973  00 

II.  LIABILITIES. 

Losses  adjusted  which  are  unpaid,  including  interest  thereon    $1,850  00 


Gross  cash  liabilities   $1,850  00 


Total  amount  of  insurance  by  policies  now  in  force   $850,114  00 

III.  INCOME. 

Cash  premiums  t   $668  90 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes   8,849  33 

Cash  received  from  all  other  sources   255  18 


Gross  cash  income   $9,773  41 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $6,663  00 

IV.  EXPENDITURES. 

Paid  for  losses   $10,795  68 

Paid  for  interest   1  32 

Paid  for  rent   30  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   725  59 


Gross  cash  expenditures   $11,552  59 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $850,114  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   36,003  00 

Whole  amount  of  cash  deposits  received  on  outstanding  risk?   3,600  30 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   850,114  00 

Whole  amount  of  risks  written  during  the  year   173,866  00 

Whole  amou  ;t  of  risks  terminated  during  the  year   266,934  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   11,027  07 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   11,027  07 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   600  CO 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   6,228  00 

Assessments  made  during  the  year  on  premium  or  deposit  notes   10,171  47 

Cash  borrowed  during  the  year   2,230  00 
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HILLSBOROUGH  MUTUAL  FIRE  ASSURANCE 
ASSOCIATION. 


NESHANIC,  N.  J. 
Incorporated  March  4,  1844.  Commenced  business,  1844. 

Moses  K.  Everett,  President.  M.  W.  Scully,  Secretary. 


I.  ASSETS, 

Cash  in  the  office  of  the  Company  and  in  bank   $14,030  04 

Net  amount  of  cash  (after  deducting  commissions  and  all  other  charges) 
due  the  Company  from  agents  for  premiums  collected  and  in 

course  of  transmission   83  89 

Net  amount  of  unpaid  assessments   1,834  07 


Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $15,948  00 


II.  LIABILITIES. 

Losses  adjusted  which  are  unpaid,  including  interest  thereon   $5,020  64 

Losses  reported  in  process  of  adjustment,  or  on  which  no  action  has 

been  taken   1,054  34 

Whole  amount  (including  interest)  due  or  to  become  due  for  borrowed 

money   14,845  46 

Office,  agency  and  incidental  expenses   189  45 


Gross  cash  liabilities   $21,109  89 


Total  amount  of  insurance  by  policies  now  in  force   18,218,244  00 

III.  INCOME. 

Cash  premiums   $1,594  16 

Cash  received  for  assessments  on  policies   29,119  69 


Gross  cash  income   $30,713  85 


IV.  EXPENDITURES. 

Paid  for  losses....   $12,175  54 

Paid  for  commissions  to  treasurer   354  89 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   3,234  65 
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Paid  for  interest   $564  81 

Taid  for  taxes   20  00 

Paid  for  rent   25  00 

All  other  cash  payments  and  expenditures,  viz  ,  office,  agency  and 

incidental  expenses     308  92 


Gross  cash  expenditures   $16,683  81 


V    GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $8,213,244  00 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   8,213,244  00 

Whole  amount  of  risks  written  during  the  year,  all  located  in  the 

State  of  New  Jersey   608,350  00 

Whole  amount  of  risks  terminated  during  the  year   1,118,815  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   18,250  52 

Cash  premiums  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   1,594  16 

Assessments  made  during  the  year  on  policies   30,752  00 


HOLMDEL  MUTUAL  FIRE  INSURANCE  COMPANY. 


HOLMDEL,  N.  J. 
Incorporated  March  12,  1858.  Commenced  business  June  19,  1858. 

Daniel  H.  Van  Mater,  Prcsvlmt.  Henry  W.  Magee,  Secretary. 


I.  ASSETS. 

Cash  loans  made  by  the  Company  •..  $300  00 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets,  and 
not  included  in  the  cash  market  value  or  amount  thereof  as  above 

stated   13  55 

All  other  assets  and  property  owned  by  the  Company,  and  not  includ- 
ing any  of  the  preceding  items,  at  the  actual  cash  value  thereof...  75  00 


Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $388  5& 


Am  .lint  of  premium  or  depobit  notes  held  by  thp  Company  (boing  135  in 
number;  which  are  liable  to  future  assessment  for  payment  of  claimi, 
deducting  the  amount  already  aeHPRhed  or  collected  thereon   $23,323  60 
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ir.  LIABILITIES. 

None. 


III.  INCOME. 

Cash  received  for  premiums,  without  deductions  for  brokerage,  commis- 
sions, return  premiums,  amount  paid  for  re-insurance  or  otherwise   $234  56 

Deduct  amount  paid  for  return  premiums  on  canceled  and  surrendered 

policies  and  for  re-iDSurance   2  19 

Net  cash  premiums   $232  37 

Cash  received  for  interest  on  note  ,   18  00 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes   2,591  49 


Gross  cash  income   $2,841  86 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $180,650  00 

IV.  EXPENDITURES. 

Paid  for  losses    $3,944  05 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   75  50 

Paid  for  taxes     20  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   20  60 


Gross  cash  expenditures   $4,060  15 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $166,467  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   23,323  60 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   1,088  68 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   466,467  00 

Whole  amount  of  risks  written  during  the  year   96,135  00 

For  a  term  of  more  than  three  years   96,135  00 

Whole  amount  of  risks  terminated  during  the  year   38,805  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted )  occurring  during  the  year  on  risks  of  the  Company   2,884  05 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   2,884  05 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   234  5d 

Premium  notes  received  during  the  yoar  on  risks  in  the  State  of  New 

Jersey   4,806  50 

Assessments  made  during  the  year  on  premium  or  deposit  notes    2,591  49 
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HUNTERDON  COUNTY  MUTUAL  FIRE  INSURANCE 

COMPANY. 


LAMBERTVILLE,  N.  J. 
Incorporated  February  21,  1845.  Commenced  business  March,  1845. 

Jeremiah  Hayhurst,  President.  Joseph  Smith,  Secretary. 

I.  ASSETS. 

Cash  value  of  stocks  and  bonds  owned  by  the  Company   $4,209  75 

Cash  in  the  office  of  the  Company   648  67 

Net  amount  of  cash  (after  deducting  commissions  and  all  other  charges) 
due  the  Company  from  agents  for  premiums  collected  and  in 

course  of  transmission   141  89 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets,  and 
not  included  in  the  cash  market  value  or  amount  thereof  as  above 
stated   46  00 


Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $3,046  31 


Amount  of  premium  or  deposit  notes  held  by  the  Company  (being  279  in 
number)  which  are  liable  to  future  assessment  for  payment  of  claims, 
deducting  the  amount  already  assessed  or  collected  thereon   39 


II.  LIABILITIES. 

Office,  agency  and  incidental  expenses   $145  CO 


Gross  cash  liabilities   $145  00 

Total  amount  of  insurance  by  policies  now  in  force   $366,612  09 


III.  INCOME. 

Cash  received  for  premiums,  without  deductions  for  brokerage,  commis- 
sions, return  premiums,  amount  paid  for  re-insurance  or  otherwise   $006  43 

Deduct  amount  paid  f«>r  return  premiums  on  canceled  and  surrendered 

policies  and  for  re-insurauco   20  00 

Net  cash  premiums  $486  43 

Cash  received  for  interest  and  dividends  from  all  other  sources   141  50 


Gross  cash  income   $627  93 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year.   U,U\  M 
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IV.  EXPENDITURES. 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   $164  38 

Paid  for  thirteen  shares  Pennsylvania  railroad  stock   809  75 


Gross  cash  expenditures    $974  13 


V.  GENERAL  ITEMS. 

"Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $366,612  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   9,170  56 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   366,612  00 

Whole  amount  of  risks  written  during  the  year   79,832  00 

For  a  term  of  one  year   12,320  00 

For  a  term  of  more  than  one  year  and  not  more  than  three  years...  31,250  00 

For  a  term  of  more  than  three  years   36,262  00 

Whole  amount  of  risks  terminated  during  the  year   101,249  00 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   506  43 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey    2,141  92 


MERGER  COUNTY  MUTUAL  FIRE  INSURANCE 
COMPANY. 


PENNINGTON,  N.  J. 
Incorporated  March  5,  1844.  Commenced  business  April  1,  1844. 

Henry  P.  Welling,  President.  William  B.  Curlis,  Secretary. 


i.  assets. 

Real  estate  owned  by  the  Company,  after  deducting  the  full  amount 

of  all  liens  and  incumbrances  thereon   $1,200  00 

Cash  value  of  stocks  and  bonds  owned  by  the  Company   5,040  00 

Cash  in  banks     38,045  86 

Net  amount  of  cash  (after  deducting  commissions  and  all  other  charges) 
due  the  Company  from  agents  for  premiums  collected  and  in 

course  of  transmission  i   70  00 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets,  and 
not  included  in  the  cash  market  value  or  amount  thereof  as  abovo 

stated   160  00 

All  other  assets  and  property  owned  by  the  Company,  and  not  includ- 
ing any  of  the  preceding  items,  at  the  actual  cash  value  thereof...  150  00 


Gros9  assets  of  the  Company,  except  premium  notes  liable  to 
assessment   $44,665  86 
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Amount  of  premium  or  deposit  notes  held  by  the  Company  (being  8.513  in 
number)  which  are  liable  to  future  assessment  for  payment  of  claims, 
deducting  the  amount  already  assessed  or  collected  thereon   $528,350  00 


II.  LIABILITIES. 

Losses  reported  in  process  of  adjustment,  or  on  which  no  action  has 

been  taken   $550  0O 


Gross  cash  liabilities   $550  0O 

Total  amount  of  insurance  by  policies  now  in  force  $10,220,600  00 


III.  INCOME. 

Cash  received  for  premiums,  without  deductions  for  brokerage,  commis- 
sions, return  premiums,  amount  paid  for  re-insurance  or  otherwise          $11,979  75 

Deduct  amount  paid  for  return  premiums  on  canceled  and  surrendered 

policies  and  for  re-insurance  .   30  96 

Net  cash  premiums   $11,948  79' 

Cash  received  for  interest  on  mortgages  of  real  estate   47  90 

Cash  received  for  interest  and  dividends  from  all  other  sources   1,737  40' 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes   41  26 

Cash  received  from  all  other  sources   72  09- 


Gross  cash  income  „       $13,847  44 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $65,103  00 


IV.  EXPENDITURES. 

Paid  for  losses   $14,574  82" 

Taid  for  brokerage  and  commissions  on  premiums   442  54 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   753  03- 

Paid  for  taxes  ,   15  91 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   613  09 


Gross  cash  expenditures   $16,399  d» 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $10,220,600  00- 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks     528,350  00* 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   121,754  00 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State  of 

New  Jersey   10,188,000  00 

Whole  amount  of  risks  during  the  year   1,252,800  0O 

Whole  amount  of  risks  terminated  during  the  year.    1,175,472  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   12,204  36- 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   12,204  36 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   11,979  56 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   65,103  0O 
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MONMOUTH  COUNTY  MUTUAL  FIRE  INSURANCE 
COMPANY. 


FREEHOLD,  N.  J. 
Incorporated  February  18,  1858.  Commenced  business  April  17,  1858. 

'George  W.  Shinn,  President.  Charles  A.  Bennett,  Secretary. 

I.  ASSETS.  * 

United  States  bonds   $2,380  00 

'Cash  loaned  by  the  Company,  and  secured  by  stocks,  bonds  and  other 

securities  as  collateral   1,000  00 

All  other  cash  loans  made  by  the  Company   2,600  00 

Ca»h  in  the  First  National  Bank,  Freehold   929  00 

I  nterest  due  or  accrued  on  the  foregoing  investments  and  assets,  and 
not  included  in  the  cash  market  value  or  amount  thereof  as  above 

stated   133  33 

All  other  assets  and  property  owned  by  the  Company,  and  not  includ- 
ing any  of  the  preceding  items,  at  the  actual  cash  value  thereof...  375  00 

Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $7,418  23 

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being  1,560  in 
number)  which  are  liable  to  future  assessment  for  payment  of  clainiB, 
deducting  the  amount  already  assessed  or  collected  thereon   $92,448  00 


II.  LIABILITIES. 

Losses  adjusted  which  are  unpaid,  including  interest  thereon   $2,200  00 

Gross  cash,  liabilities   $2,200  00 

Total  amount  of  insurance  by  policies  now  in  force  $2,12S,M2  00 

III.  INCOME. 

'Cash  received  for  premiums,  without  deductions  for  brokerage,  commis- 
sions, return  premiums,  amount  paid  for  re-insurance  or  otherwise   $3,296  20 

Deduct  amount  paid  for  return  premiums  on  canceled  and  surrendered 

policies  and  for  re-insurance   1K7  35 

Net  cash  premiums   $3,108  85 

<^ash  received  for  interest  and  dividends  from  all  other  sources   339  00 

Gross  cash  income   $3,417  85 


Whole  amount  of  premium  or  deposit  notes  liable  to  aesessment  actually 

received  during  the  year   $16,1*1  00 


70 


Mutual  Fire  Insurance 


[Dec.  31, 


IV.  EXPENDITURES. 


Paid  for  losses   $4,215  00 

Paid  for  brokerage  and  commissions  on  premiums   155  7T 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   397  61 

Paid  for  taxes   67  75- 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   178  17 


Gross  cash  expenditures   $5,014  30 


V.  GENERAL  ITEMS. 


Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $2,125,882  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   115,622  00 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   23,128  40 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   2,125,882  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)  '   286,458  00 

For  a  term  of  one  year   2,200  00 

For  a  term  of  more  than  one  year  and  not  more  than  three  years...  3,600  00 

For  a  term  of  more  than  three  years   275,658  0O 

Whole  amount  of  risks  terminated  during  the  year   219,532  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   6,415  00 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   6,415  0O 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   3,296  20 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   16,481  00 


MORRIS  COUNTY  MUTUAL  LIFE  AND  FIRE  INSUR- 
ANCE COMPANY. 


MORRISTOWN,  N.  J. 

Incorporated  February  28,  1849.  Commenced  business  May  30,  1849. 

J.  H.  Van  Doren,  President.  James  M.  Bonsall,  Secretary- 

i.  assets. 

Real  estate  owned  by  the  Company,  after  deducting  the  full  amount  of 

all  liens  and  incumbrances  thereon   $2,500  00 

Cash  loaned  by  the  Companv,  and  secured  by  mortgage  of  real  estate..  6,400  00 

United  States  bonds  owned  by  the  Company   2,380  00 
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All  other  cash  loans  made  by  the  Company   $2,517  40 

Cash  in  the  office  of  the  Company   243  34 

Cash  in  the  National  Iron  Bank   454  63 

Net  amount  of  cash  (after  deducting  commissions  and  all  other  charges) 
due  the  Company  from  agents  for  premiums  collected  and  in 

course  of  transmission   219  43 

Amount  due  the  Company,  and  not  included  in  the  preceding  items, 

for  office  and  other  premiums  unpaid  and  in  course  of  collection...  105  26 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets,  and 
not  included  in  the  cash  market  value  or  amount  thereof  as  above 

stated   239  21 

All  other  assets  and  property  owned  by  the  Company,  and  not  includ- 
ing any  of  the  preceding  items,  at  the  actual  cash  value  thereof...  200  00 


$15,259  27 


Gross  assets  of  the  Company,  except  premium  notes  liable  to 
assessment  

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being  469  in 
number)  which  are  liable  to  future  assessment  for  payment  of  claims, 
deducting  the  amount  already  assessed  or  collected  thereon   $50,073  45 

II.  LIABILITIES. 

Losses  adjusted  which  are  unpaid,  including  interest  tfiereon   $97  50 

Office,  agency  and  incidental  expenses   33  00 

Gross  cash  liabilities   $130  50 

Total  amount  of  insurance  by  policies  now  in  force  $1,009,128  00 


III.  INCOME. 


Cash  received  for  premiums,  without  deductions  for  brokerage,  commis- 
sions, return  premiums,  amount  paid  for  re-insurance  or  otherwise   $5,013  86 

Deduct  amount  paid  for  return  premiums  on  canceled  and  surrendered 

policies  and  for  re-insurance...   7  80 

Net  cash  premiums   $5,006  0*3 

Cash  received  for  interest  on  mortgages  of  real  estate   368  50 

Cash  received  for  interest  and  dividends  from  all  other  sources   405  25 

Cash  received  from  all  other  sources,  viz  ,  principal  on  loan  paid,  $750  ; 

borrowed  from  National  Iron  Bank,  $1,300;  total   2,050  CO 


Gross  cash  income   $7,829  81 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   |25,&45  37 


IV.  EXPENDITURES. 

raid  for  losses   $2,365  00 

Paid  for  brokerage  and  commissions  on  premiums   651  36 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   670  00 

Paid  for  interest   23  84 

Paid  for  taxes   44  72 

Cash  premiums  returned  as  profits  or  surplus  on  expired  or  terminated 

policies    993  00 

Paid  for  rent   75  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   170  72 


Gross  cash  expenditures   $4,993  64 
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V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $1,009,128  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   50,073  45 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   1,009,128  00 

Whole  amount  of  risks  written  during  the  year   649,597  00 

For  a  shorter  term  than  one  year   1,200  00 

For  a  term  of  one  year   202,605  00 

For  a  term  of  more  than  one  year  and  not  more  than  three  years...  445,792  00 

Whole  amount  of  risks  terminated  during  the  year   724,351  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   2,365  00 

Amount  of  all  losses  occurring  daring  the  year  on  risks  located  in  the 

State  of  New  Jersey   2,365  00 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   5,006  06 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   25,545  37 

Cash  borrowed  during  the  year   1,300  CO 

rash  loaned  during  the  year   2,000  00 


NEW  BRUNSWICK  MUTUAL  FIRE  INSURANCE 
COMPANY. 


NEW  BRUNSWICK,  N.  J. 
Incorporated  February  20,  1846.  Commenced  business  May  23,  1846. 

lueiAVUfl  Aiten,  President  Frederick  Staats,  Jr.,  Secretary. 

I.  ASSETS. 


Cash  loaned  by  the  Company,  and  secured  by  mortgage  of  real  estate,        $10,200  00 

Gteh  value  of  stocks  and  bonds  owned  by  the  Company   27,764  00 

Caab  in  bank   8,195  40 

Net  amount  of  cash  (after  deducting  commissions  and  all  other  charges) 
due  the  Company  from  agents  for  premiums  collected  and  in  course 

of  transmission   18  96 

[literal  due  or  accrued  on  the  foregoing  investments  and  assets,  and 
not  included  in  the  cash  market  value  or  amount  thereof  as  above 

lUted   764  61 

A..  oth<  r  a-----:--  and  property  owned  by  th<  Company,  and  not  includ- 
ing any  of  the  [-receding  items,  at  the  actual  cash  value  thereof...  379  76 


Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   f  17.322  73 
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Amount  of  premium  or  deposit  notes  held  by  the  Company  which  are  liable 
to  tuture  assessment  for  payment  of  claims,  deducting  the  amount 
already  assessed  or  collected  thereon   $29,241  3u 

II.  LIABILITIES. 

Office,  agency  and  incidental  expenses   $99  99 


Gross  cash  liabilities   $99  99 

Total  amount  of  insurance  by  policies  now  in  force   $1,195,784  00 

III.  INCOME. 

Cash  received  for  premiums,  without  deductions  for  brokerage,  commis- 
sions, return  premiums,  amount  paid  for  re-insurance  or  otherwise   $3,564  80 

Deduct  amount  paid  for  return  premiums  on  canceled  and  surrendered 

policies  and  for  re-insurance   7130 

Net  cash  premiums   $},493  50 

Cash  received  for  interest  on  mortgages  of  real  estate   578  00 

Cash  received  for  interest  and  dividends  from  all  other  sources   1,374  94 

Cash  received  for  rents   99  30 

Cash  received  from  all  other  sources   3  00 


Gross  cash  income   $5,548  74 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year...   $10,422  71 


IV.  EXPENDITURES. 

Paid  for  losses   $1,016  21 

Paid  for  brokerage  and  commissions  on  premiums   79  05 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   1,400  00 

Paid  for  taxes   72  60 

Paid  for  rent  -   261  40 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   217  06 

Gross  cash  expenditures   $3,016  32 


V.  GENERAL  ITEMS. 


Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $1,198,784  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment,  re- 
ceived on  outstanding  risks   29,241  30 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   9,928  31 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   1,196,784  CO 

Whole  amount  of  risks  written  during  the  year   429,810  00 

For  a  term  of  more  than  one  year  and  not  more  than  three  years...  429,810  00 

Whole  amount  of  risks  terminated  during  the  year   441,025  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   1,016  21 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   1,016  21 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   3,564  80 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  Now 

Jersey   10,422  71 
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PLAINFIELD  MUTUAL  ASSURANCE  FIRE  COMPANY. 


J'LAINFIELD,  N.  J. 
Incorporated  February  15,  1834.         Commenced  business  March  12,  1832. 
Alfred  Berry,  President.  Walter  L.  IIetfield,  Secretary. 

I.  ASSETS. 

Cash  in  the  First  National  Bank,  Plainfield   $187  83 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit 

notes  held  by  the  Company   69  20 


Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment    $257  03 

Amount  of  premium  or  deposit  notes  held  by  the  Company  which  are 
liable  to  future  assessment  for  payment  of  claims,  deducting  the 
amount  already  assessed  or  collected  thereon   £.'8,S45  40 


IX.  LIABILITIES. 

None. 

Total  amount  of  insurance  by  policies  now  in  force   1465,007  00 

III.  INCOME. 

Cash  premiums  received   $50  08 

Cash  deposits  received   271  29 

Cash  received  for  interest  and  dividends  from  all  other  sources   1,105  40 

Gross  cash  income   $1,426  77 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $%1  60 


IV.  EXPENDITURES. 


raid  for  losses   f  1,075  00 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   110  57 

Cash  premiums  returned  as  profits  or  surplus  on  expired  or  terminated 

policies   2  33 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   61  04 


Gross  cash  expenditures   J  1,238  94 
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V.  GENERAL  ITEMS. 


Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $465,097  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   58,845  40 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey  '   465,C97  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   1,075  00 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   1,075  00 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey.....   50  08 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   961  60 


PRINCETON  MUTUAL  FIRE  INSURANCE  COMPANY. 


PRINCETON,  N.  J. 


Incorporated  March  10,  1856.  Commenced  business  October  9,  1856. 

Andrew  L.  Rowland,  President.  George  O.  Vanderbilt,  Secretary, 

I.  ASSETS. 

Cash  in  the  office  of  the  Company  and  in  bank   $1,089  59 

Net  amount  of  cash  (after  deducting  commissions  and  all  other  charges) 
due  the  Company  from  agents  for  premiums  collected  and  in  course 
of  transmission   491  83 

Net  amount  of  unpaid  assessments  or  calls  on  premiums  or  deposit 

notes  held  by  the  Company   2,262  67 

All  other  assets  and  property  owned  by  the  Company,  and  not  includ- 
ing any  of  the  preceding  items,  at  the  actual  cash  value  thereof...  825  35 


Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $4,669  44 


Amount  of  premium  or  deposit  notes  held  by  the  Company  (being  1,603  in 
number)  which  are  liable  to  future  assessment  for  payment  of  claims, 
deducting  the  amount  already  assessed  or  collected  thereon  <r...    $117,728  10 

II.  LIABILITIES. 

Losses  adjusted  which  are  unpaid,  including  interest  thereon   $4,020  00 

Whole  amount  (including  interest)  due  or  to  become  due  for  borrowed 

money   8,737  91 

Office,  agency  and  incidental  expenses   368  30 


Gross  cash  liabilities   13,126  21 


Total  amount  of  insurance  by  policies  now  in  force  $2,119,090  00 


Mutual  Fire  Insurance 
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III.  INCOME. 


Cash  received  lor  premiums,  without  deductions  for  brokerage,  commis- 
sions, return  premiums,  amount  paid  for  re-insurance  or  otherwise   $2,567  90 

Deduct  amount  paid  for  return  premiums  on  canceled  and  surrendered 

policies  and  for  re-insurance   92  09 

Net  cash  premiums   $2,475  81 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes   13,504  73 

Cash  received  from  all  other  sources,  viz.,  on  borrowed  money   10,936  05 


Gross  cash  income   $26,916  59 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $25,679  00 

IV.  EXPENDITURES. 

Paid  for  losses   $15,298  96 

Paid  for  brokerage  and  commissions  on  premiums   128  40 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   1,798  20 

Paid  for  interest   317  59 

Paid  for  taxes   21  00 

Cash  deposits  returned  during  the  year   92  09 

Paid  for  rent   50  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses    845  63 

Amount  of  borrowed  money  paid   8.196  55 


Gross  cash  expenditures   $26,748  42 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $2,121,590  08 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment,  re- 
ceived on  outstanding  risks   143,514  00 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   14,351  40 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   2,121,590  00 

Whole  amount  of  risks  written  during  the  year   397,536  00 

For  a  term  of  more  than  three  years   397,536  00 

Whole  amount  of  risks  terminated  during  the  year   443,519  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   16,282  36 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   16,282  36 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   2,475  81 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   25,679  00 

A— '-'ssraents  made  during  the  year  on  premium  or  deposit  notes   15,283  45 

Cash  borrowed  during  the  year   10,936  05 
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RAHWAY  MUTUAL  FIRE  INSURANCE  COMPANY. 


FwAHWAY,  N.  J. 

Incorporated  February  25,  1833.  Commenced  business  April  2,  1833. 

Isaac  Osborn,  President.  Abel  V.  Shotwell,  Secretary . 

I.  ASSETS. 

Cash  value  of  stocks  and  bonds  owned  by  the  Company   $6,215  00 

Cash  in  the  office  of  the  Company   305  37 

Cash  in  the  Rahway  Savings  Bank   88  75 

All  other  assets  and  property  owned  by  the  Company,  and  not  includ- 
ing any  of  the  preceding  items,  at  the  actual  cash  value  thereof...  1,592  74 

Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment  :   $8,201  86 


Amount  of  premium  or  deposit  notes  held  by  the  Company  (being  832  in 
number)  which  are  liable  to  future  assessment  for  payment  of  claims, 
deducting  the  amount  already  assessed  or  collected  thereon   $119,747  67 

II.  LIABILITIES. 

Losses  reported  in  process  of  adjustment,  or  on  which  no  action  has 

been  taken   $150  00 


Gross  cash  liabilities    $150  00 

Total  amount  of  insurance  by  policies  now  in  force   $1,363,080  75 

i  III.  INCOME. 

Cash  premiums   $706  53 

Cash  received  for  interest  and  dividends  from  all  other  sources   247  48 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes   22  89 

Cash  received  from  all  other  sources,  viz.,  interest  on  notes   11  81 


Gross  cash  income   $988  71 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   si  1,402  00 

IV.  EXPENDITURES. 

Paid  for  losses   $771  52 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   100  00 

Paid  for  rent   150  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   158  20 


Gross  cash  expenditures   $1,479  72 
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V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $1,363,080  75 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   119,747  67 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   1,363,080  75 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)   134,700  00 

For  a  shorter  term  than  one  year   1,100  00 

For  a  term  of  one  year   4,800  00 

For  a  term  of  more  than  one  year  and  not  more  than  three  years....  1,500  00 

For  a  term  of  more  than  three  years   127,300  00 

Whole  amount  of  risks  terminated  during  the  year   55,600  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   921  52 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   11,402  CO 


SALEM  COUNTY  MUTUAL  FIRE  INSURANCE  COMPANY. 


SALEM,  N,  J. 

Incorporated  February  28,  1849.  Commenced  business  May  5,  1849. 

William  Patterson,  President.  Thomas  T.  Hilliard,  Secretary. 

I.  ASSETS. 

Cash  loaned  by  the  Company  and  secured  by  mortgage  of  real  estate..       $18,600  00 

Cash  value  of  stocks  and  bonds  owned  by  the  Company   15,070  50 

Cash  in  the  office  of  the  Company   431  64 

Cash  in  the  Salem  National  Bank   444  63 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets,  and 
not  included  in  the  cash  market  value  or  amount  thereof  as  above 
stated   963  62 


Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment    $35,510  39 


Amount  of  premium  or  dtPMtt  BqHl  >  1  o I <  1  by  the  Company  (being  f>92  111 
number)  which  are  liivblo  to  future  assessment  for  payment  of  claims, 
deducting  the  amount  already  a63C.saed  or  collected  thereon   $o0,788  92 


II.  LIABILITIES. 
None. 

Total  amount  of  insurance  by  policies  uow  in  force  


$756,412  60 
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III.  INCOME. 

Net  cash  premiums   $3,077  75 

Cash  deposits  received   78  25 

Cash  received  for  interest  on  mortgages  of  real  estate   1,032  00 

Cash  received  for  interest  and  dividends  from  all  other  sources   591  55 


Gross  cash  income   $4,779  55 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $1,947  92 

IV.  EXPENDITURES. 

Paid  for  losses   $5  00 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   328  34 

Paid  for  interest.   4  50 

Paid  for  taxes   235  98 

Paid  for  rent   40  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   79  20 

Dividend  of  six  per  cent,  on  premium  notes   1,129  35 


Gross  cash  expenditures   $1,822  37 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $786,412  66 

"Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   50,788  92 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey..   782,412  66 

Whole  amount  of  risks  written  during  the  year,  all  located  in  the 

State  of  New  Jersey   24,722  00 

For  a  term  of  one  year   24,722  00 

Whole  amount  of  risks  terminated  during  the  year   33,705  00 

W'hole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   5  00 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   5  00 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   3,077  75 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   1,947  92 

Cash  borrowed  during  the  year   300  00 

Cash  loaned  during  the  year   6,300  00 
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SHREWSBURY  MUTUAL  FIRE  INSURANCE  COMPANY. 


EATONTOWN,  N.  J. 
Incorporated  February  27,  1838.  Commenced  business  May  1,  1838. 

David  F.  Wolcott,  President.  Edmund  T.  Williams,  Secretary. 

I.  ASSETS. 

Cash  loaned  by  the  Company,  and  secured  by  mortgage  of  real  estate,  $400  00 

Cash  value  of  stocks  and  bonds  owned  by  the  Company   4,361  75 

All  other  cash  loans  made  by  the  Company   4,298  17 

Cash  in  the  office  of  the  Company   1,189  31 

Net  amount  of  cash  (after  deducting  commissions  and  all  other  charges) 
due  the  Company  from  agents  for  premiums  collected  and  in 

course  of  transmission   2,695  42 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets,  and 
not  included  in  the  cash  market  value  or  amount  thereof  as  above 
stated   167  33 

Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $13,111  93 

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being  1,354  in 
number)  which  are  liable  to  future  assessment  tor  payment  of  claims, 
deducting  the  amount  already  assessed  or  collected  thereon   $137,499  15 

IX.  LIABILITIES. 

Losses  reported  in  process  of  adjustment,  or  on  which  no  action  has 

been  taken   126  00 

Office,  agency  and  incidental  expenses   674  65 

Gross  cash  liabilities   $699  65 

Total  amount  of  insurance  by  policies  now  in  force   $1,370,866  00 

III.  INCOME. 

Cash  received  for  premiums,  without  deductions  for  brokerage,  commis- 
sions, return  premium*,  amount  paid  for  re-insurance  or  otherwise   $7,024  97 

Deduct  amount  paid  for  return  premiums  on  canceled  and  surrendered 

policies  and  for  re-insurance   H6  62 

Net  cash  premiums  *   if*}, 878  35 

Cash  received  for  interest  and  dividends  from  all  other  sources   230  05 

Cash  received  from  all  other  sources,  viz  ,  permits    20  50 

Gross  cash  income   $7,128  90 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  y*ar   |14«M0  IS 
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IV.  EXPENDITURES. 

Paid  for  losses   $4,801  02 

Paid  for  brokerage  and  commissions  on  premiums   313  27 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   964  27 

Paid  for  taxes   17  20 

Cash  dividends  paid   390  30 

Paid  for  rent   3  00 

All  other  cash  payments  and  expenditures,  viz  ,  office,  agency  and  in- 
cidental expenses   99  63 


Gross  cash  expenditures   $6,588  69 


V.  GENERAL  ITEMS. 


Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $1,870,866  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   137,429  15 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   68,714  57 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   1,864,766  00 

Whole  amount  of  risks  written  daring  the  year  (all  located  in  the 

State  of  New  Jersey)  .   176,401  00 

Whole  amount  of  risks  terminated  during  the  year   242,774  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   674  32 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   674  32 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   7,024  97 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   14,865  15 

Cash  loaned  during  the  year   2,400  00 


SOMERVILLE  MUTUAL  FIRE  INSURANCE  COMPANY. 


SOMERVILLE,  N.  J. 
Incorporated  March  17,  1845.  Commenced  business  May  17,  1845. 

Eugene  S.  Doughty,  President.  James  T.  Vanderveer,  Secretary. 

I.  ASSETS". 

Cash  loaned  by  the  Company,  and  secured  by  stocks,  bonds  and  other 

securities  as  collateral   $82  00 

All  other  cash  loans  made  by  the  Company   374  50 

Cash  in  the  office  of  the  Company   458  42 

Cash  in  the  Somerset  County  Bank   925  00 

Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $1,839  92 
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Amount  of  premium  or  deposit  notes  held  by  the  Company  (being  346  in 
number)  which  are  liable  to  future  assessment  for  payment  of  claims, 
deducting  the  amount  already  assessed  or  collected  thereon  

II.  LIABILITIES. 

None. 


III.  INCOME. 

Cash  premiums   $123  08 

Cash  received  from  all  other  sources   727  36 


Gross  cash  income   $850  44 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $2,051  25 

IV.  EXPENDITURES. 

Paid  for  losses   $1,575  05 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   76  00 

Paid  for  taxes   2  85 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   89  25 


Gross  cash  expenditures   $1,743  15 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $339,835  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   40,615  00 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   339,335  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)   17,000  00 

For  a  term  of  more  than  three  years   17,000  00 

Whole  amount  of  risks  terminated  during  the  year   7,000  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   1,575  00 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   123  00 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey   2,051  00 
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SUSSEX  COUNTY  MUTUAL  INSURANCE  COMPANY. 
For  the  Year  Ending  February  1,  1883. 


NEWTON,  N.  J. 

Incorporated  February  22,  1840.        Commenced  business  February  1,  1842. 
Franklin  Smith,  President  Chaeles  P.  Rorbach,  Secretary. 

I.  ASSETS. 


Cash  in  the  office  of  the  Company   $553  00 

Cash  in  the  Sussex  National  Bank,  $130.56  ;  Farmers'  National  Bank, 

$70.27;  total   200  83 

Net  amount  of  cash  (after  deducting  commissions  and  all  other  charges) 
due  the  Company  from  agents  for  premiums  collected  and  in 
course  of  transmission   48  10 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit 

notes  held  by  the  Company   395  .50 

All  other  assets  and  property  owned  by  the  Company,  and  not  includ- 
ing any  of  the  preceding  items,  at  the  actual  cash  value  thereof. . .  200  00 


Gross  assets  of  the  Company,  except  premium  notes  liable  to 
assessment   $1,397  43 


Amount  of  premium  or  deposit  notes  held  by  the  Company  (being  1,152  in 
number)  which  are  liable  to  future  assessment  for  payment  of  claims, 
deducting  the  amount  already  assessed  or  collected  thereon   $04,78S  00 

II.  LIABILITIES. 

Losses  adjusted  which  are  unpaid,  including  interest  thereon   $299  45 

Whole  amount  (including  interest)  due  or  to  become  duo  for  borrowed 

money   8,200  00 

Office,  agency  and  incidental  expanses.    388  70 


Gross  cash  liabilities   $8,888  15 

Total  amount  of  insurance  by  policies  now  in  force   11,909,800  00 

III.  INCOME. 

Cash  deposits  received   $1,039  96 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  uotca   5,625  92 

Cash  received  from  all  other  sources,  viz.,  borrowed  money   8,200  00 


Gross  caBh  income   $14,860  88 


Whole  amount  of  premium  or  deposit  notes  Hablo  to  assessment  actually 

received  during  the  year   tl0,.n»99  60 
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IV.  EXPENDITURES. 

Paid  for  losses   $7,788  04 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   663  03 

Paid  for  interest   192  82 

Paid  for  rent   125  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and  in- 
cidental expenses   405  96 


Gross  cash  expenditures   $9,174  85 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $1,909,808  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   64,788  00 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   1,901,400  00 

Whole  amount  of  risks  written  during  the  year   242,748  00 

For  a  term  of  one  year   7,300  00 

For  a  term  of  more  than  one  year  and  not  more  than  three  years...  51,280  00 

For  a  term  of  more  than  three  years   184,168  00 

Whole  amount  of  risks  terminated  during  the  year   388,115  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   6,563  00 

Amount  of  all  losses  occurring  during  the  vear  on  risks  located  in  the 

State  of  New  Jersey   6,563  00 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   1,039  96 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey....   10,399  60 

Assessments  made  during  the  year  on  premium  or  deposit  notes   6,021  42 


FIRE  AND  FIRE-MARINE 

INSURANCE  COMPANIES 

OF  OTHER  STATES. 


Fire  and  Fire-Marine  Insurance  Companies 

OF  OTHER  STATES. 


iETNA  fire  insurance  company. 


HARTFORD,  CONN. 

Incorporated  June,  1819.  Commenced  business  August  19,  1819. 

Lucius  J.  Hendee,  President.  Jotham  Goodnow,  Secretary. 

Capital  stock  authorized,  $5,000,000. 
Capital  actually  paid  in,  $4,000,000. 


I.  ASSETS. 


Real  estate  owned  by  the  Company,  unincumbered   $358,000  00 

Loans  on  bond  and  mortgage  (first  liens)   46,727  00 

Interest  accrued  on  bond  and  mortgage  loans   411  69 

Value  of  lands  mortgaged   $64,000  00 

Buildings  (insured  for  $36,400)   63,000  00 

Total  value  of  mortgaged  premises   $127,000  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 

value.  value. 

United  States  bondi                                                         $344,000  00  $110,032  50 

Other  gtocks  and  bonds                                                     6,656,820  00  6,939,884  22 

Total  par  and  market  value  $6,000,820  00  $7,349,916  72 


7,349,916  72 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$28,870  00       $50,398  50      $24,890  00 


24,890  00 
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Cash  in  Company's  principal  office  in  currency   $7,989  48 

Cash  belonging  to  the  Company  deposited  in  bank   932,740  77 

Total  amount  of  cash  items   $940,730  25 

Interest  due  and  accrued  on  collateral  loans   964  68 

Premiums  in  due  course  of  collection     332,970  24 


Aggregate  amount  of  all  actual  available  assets   $9,054,610  58 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $55,077  10 

Losses  unadjusted,  including  all  reported  and  supposed  losses   150,733  27 

Losses  resisted,  iucluding  interest,  costs  and  expenses   20,661  52 


Total   $226,471  89 

Deduct  re-insurance  thereon   2,500  00 


Net  amount  of  all  unpaid  losses  and  claims   $223,971  89 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $700,175  38 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         862,484  62 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks   9,437  80 

Total  unearned  premiums  as  computed  above   1,572,097  80 

Amount  reclaimable  on  perpetual  fire  policies   11,069  40 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   500  00 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers,  $13,031.50; 

return  premium,  $10,757.87  ;  total   53,789  37 


Total  liabilities,  except  capital  and  net  surplus   $1,861,428  46 

Joint  stock  capital  paid  up  in  cash   4,000,000  00 

Surplus  beyond  all  liabilities   3,193,182  12 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $9,054,610  58 


III.  INCOME  DURING  THE  YEAR. 

Fire.  Inland. 

Gross  premiums  and  bills  In  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement   &5 

Deduct  amount  of  same  not  collected  


,,  $269,025  90 
112  28 

$32,043  33 

,.  $268,913  62 

$32,043  33 

r, 

..  2,336,247  04  " 

194,356  92 

$226,400  25 

?,  «  278,783  67 

54,lf6  57 

$2,326,376  99 

$172,213  68 

1,    158,422  93 

24,302  82 

$2,167,954  06     $147,910  b6 

Net  cash  actually  received  for  premiums   $2,315,864  92 

Interest  received  on  bonds  and  mortgages   3,576  18 

Interest  and  dividends  received  from  all  other  sources   414,623  19 

Income  from  all  other  sources,  viz.,  rent   9,442  56 


Aggregate  income  received  during  the  year  in  cash   $2,743,506  85 


IV.   EXPENDITURE?  DURING  THE  YEAR. 

Fire.  Inland. 

M  amount  paid  for  losses  ♦1,199,279  95      $57,666  53 

$1,256,946  48 


1882.] 


Companies  of  Other  States. 


89 


Cash  dividends  actually  paid   $720,000  00 

Paid  for  commission  and  brokerage   362,741  89 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   143,773  86 

Amount  paid  for  State,  national  and  local  taxes   45,720  72 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  135,590  66 

Aggregate  expenditures  during  the  year  in  cash   $2,664,773  61 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $232,478,592  00  $2,339,997  04 

Risks  expired  and  marked  off  as  terminated  $226,648,287  00  $2,245,031  86 

Amount  re-insured                                                                        $2,901,781  00  $31,213  34 

Net  amount  in  force  $278,498,990  00  $3,008,564  91 

Inland  risks.  Premiums. 

Written  or  renewed  during  the  year  t  $59,841,638  00  $194,356  92 

Risks  expired  and  marked  off  as  terminated  $59,842,156  00  $201,546  27 

Net  amount  in  force                                                                           $654,932  00  $18,875  60 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $89,896,708  37 

Total  losses  paid  from  organization  to  date   54,658,994  11 

Total  cash  dividends  declared  since  the  Company  commenced  business   12,833,365  00 

Total  amount  of  losses  incurred  during  the  year   1,295,872  f>7 

Total  dividends  declared  payable  in  stock  from  organization   2,805,000  00 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written  ;   $4,025,897  00 

Amount  of  fire  premiums  received   35,064  11 

Amount  of  losses  incurred   22,942  28 

Amount  of  losses  paid   18,867  28 
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AGRICULTURAL  INSURANCE  COMPANY. 


WATERTOWN,  N.  Y. 
Incorporated,  1853.  Commenced  business  February,  1853. 

Isaac  Munson,  President.  H.  M.  Stevens,  Secretary. 

Capital  stock  authorized,  $300,000. 
Capital  actually  paid  in,  $300,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered  

Loans  on  bond  and  mortgage  (first  liens)  

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due  (of  which  $3,870.25  is  in  process  of  foreclosure)  

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $9,163.49 ;  in- 
terest accrued  on  bond  and  mortgage  loans,  $9,192.32;  total  

Total  value  of  mortgaged  premises  $1,559,505  00 


$169,896  36 

713,631  56 

22,730  77 

18,355  81 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   £?00,500  00  $238,972  50 

Other  stocks  and  bonds  .%   138,000  00  143,710  00 


Total  par  and  market  value   $338,500  00    $382,682  50 

382,682  50 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$23,318  00       S23.563  00       1 19, 123  85 


19,123  85 

Ca*li  in  the  Company's  principal  office  in  currency   $3,240  73 

Cash  belonging  to  the  Company  deposited  in  bank   98,812  67 

Total  amount  of  cash  items   102,053  40 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  4,237  50 

Interest  due  and  accrued  on  collateral  loans   2,745  00 

Premiums  in  due  course  of  collection   91,997  88 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   16,039  20 

All  other  property,  viz  ,  rents  due  and  accrued   375  00 


Total   $1,543,868  83 

Excess  of  deposits  in  Canada  over  liabilities   22,240  00 


Aggregate  amount  of  all  actual  available  assets   f  1,521,628  83 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $11,204  02 

Losses  unadjusted,  including  all  reported  and  supposed  losses   8,650  00 

Losses  resisted,  including  interest,  costs  and  expenses   10,150  00 


Net  amount  of  all  unpaid  losses  and  claims   $30,004  02 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $40,246  57 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         901,224  43 


Total  unearned  premiums  as  computed  above   '  941,471  00 


Total  liabilities,  except  capital  and  net  surplus   $971,475  02 

Joint  stock  capital  paid  up  in  cash   300,000  00 

Surplus  beyond  all  liabilities   250,153  81 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $1,521,628  83 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $116,714  65 

Net  collected   $116,714  65 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   693,320  98 


Total   $810,035  63 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   108,037  08 


Entire  premiums  collected  during  the  year   $701,998  55 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   41,287  44 

$660,711  11 

Net  cash  actually  received  for  premiums   $660,711  11 

Interest  received  on  bonds  and  mortgages   34,533  57 

Interest  and  dividends  received  from  all  other  sources   28,916  92 

Income  from  all  other  sources,  viz  ,  rent   5,017  00 


Aggregate  income  received  during  the  year  in  cash   $729,178  30 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Net  amount  paid  for  losses  (all  fire)   $236,506  96 

Cash  dividends  actually  paid   30,102  00 

Paid  for  commission  and  brokerage   143,010  86 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   87,910  12 

Amount  paid  for  State,  national  and  local  taxes   12,878  47 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  60,952  99 


Aggregate  expenditures  during  the  year  in  cash   $571,361  40 


V.  MISCELLANEOUS. 

Jiiske  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $81,554,794  00  $693,320  98 

Expired  and  marked  off  as  terminated  $67,505,069  00  $536,463  81 

In  force  at  the  end  of  the  year  $202,468,789  00  $1,750,359  65 

Deduct  amount  re-insured                                                                 482,368  00  4,136  34 

Net  amount  la  force  $201,986,421  00  $1,746,223  31 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $7,685,652  37 

Total  losses  paid  from  organization  to  date   3,725,262  16 

Total  cash  dividends  declared  since  the  Company  commenced  business   450,000  00 

Total  amount  of  losses  incurred  during  the  year   227,252  73 


Busi?iess  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  lire  risks  written   $5,535,055  00 

Amount  of  tire  premiums  received     43,641  67 

Amount  of  losses  incurred   13,719  06 

Amount  of  losses  paid   11,520  06 


AMERICAN  EXCHANGE  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  February  28,  1859.  Commenced  business  March  1,  1859. 

William  Raynor,  Fresident.  Thomas  Clark,  Jr  ,  Secretary. 

Capital  stock  authorized,  $2,000,000. 
Capital  actually  paid  in,  $2C0,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $20,000  00 

Loans  on  bond  and  mortgage  (first  liens)   6,000,v00 

Interest  accrued  on  bond  and  mortgage  loans   120  00 

Value  of  lands  mortgaged   $5,000  00 

Buildings  (insured  for  $7,500)  -   8,000  00 

Total  value  of  mortgaged  premises   $13,000  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $139,000  00  $165,292  50 

Other  .-tocks  and  bonds   64,500  00        73,870  00 

Total  par  and  market  value   $203,500  00     $239,162  50 

Loam  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$1,000  00        $1,245  00         $3,500  00 


3  500  00 


1882.] 


Companies  of  Other  States. 


93 


Cash  in  the  Company's  principal  office  in  currency   $268  49 

Cash  belonging  to  the  Company  deposited  in  bank   13,934  67 

Total  amount  of  cash  items   $14,203  16 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  1,419  17 

Interest  due  and  accrued  on  collateral  loans   160  30 

Premiums  in  due  course  of  collection.   4,592  87 

All  other  property,  viz.,  rents  due  and  accrued   50  00 

Aggregate  amount  of  all  actual  available  assets   $289,208  00 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $1,662  32 

Losses  unadjusted,  including  all  reported  and  supposed  losses   95  00 

Total   $1,757  32 

Deduct  re-insurance  thereon   15  00 

Net  amount  of  all  unpaid  losses  and  claims  

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $13,794  77 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   5,cn  21 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks..   251  25 

Total  unearned  premiums  as  computed  above  

Cash  dividends  to  stockholders  remaining  unpaid  

All  other  demands  against  the  Company,  viz  ,  rent,  $175  ;  commissions 
and  other  charges  due  and  to  become  due  to  agents  and  brokers, 
$688.93;  total  

Total  liabilites,  except  capital  and  net  surplus  

Joint  stock  capital  paid  up  in  cash  

Surplus  beyond  all  liabilities  

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus... 


$1,742  32 


19,057  23 
400  00 


1,163  93 


$22,363  48 
200,000  00 
66,844  52 

$289,208  00 


III.  INCOME  DURING  THE  YEAR. 


Fire. 


Gross  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement   $3,607  05 

Net  collected   $3,607  0"> 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risks  and  premium  exhibit   45,922  16 

Total   $49,629  21 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date,      4,692  87 

Entire  premiums  collected  during  the  year   $44,936  34 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums,      8,794  90 

$36,141  44 

Net  cash  actually  received  for  premiums  

Interest  received  on  bonds  and  mortgages  

Interest  and  dividends  received  from  all  other  sources  

Income  from  all  other  sources  


Marine  and 
inland. 


$620  64 
$620  64 


Aggregate  income  received  during  the  year  in  cash. 


$620  64 


$620  64 


$36,762  08 
360  00 
14,360  46 
4,609  40 

$56,091  94 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  Inland. 

Gross  amount  paid  for  losses   $8,046  82       $1,666  67 

Deduct  salvages  and  re-insurances   400  35   


Net  amount  paid  for  losses.   $7,646  47 


$1,666  67 


$9,313  14 
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Cash  dividends  actually  paid   $19,870  00 

Paid  for  commission  and  brokerage   4,166  65 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   13,266  64 

Amount  paid  for  State,  national  and  local  taxes   1,377  66 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  7,132  36 

Aggregate  expenditures  during  the  year  in  cash   $55,126  45 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                           $11,307,396  00  $45,922  16 

Expired  and  marked  off  as  terminated  $10,562,211  00  $12,466  40 

In  force  at  the  end  of  the  year                                                            $9,701,600  00  $39,350  27 

Deduct  amount  re-insured  :                                                            719,969  00  3.995  42 

Net  amount  in  force                                                                  $8,981,631  00  $35,354  85 


Marine  and 

inland  risks.  Premiums. 

Written  or  renewed  during  the  year                                                               $78,500  00  $620  64 

Expired  and  marked  off  as  terminated                                                     $101,000  00  $2,285  64 

Net  amount  in  force                                                                       $26,000  00  $502  50 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,495,164  00 

Total  losses  paid  from  organization  to  date   566,784  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   345,000  00 

Total  amount  of  losses  incurred  during  the  year   8,403  78 


Business  in  the  State  of  New  Jersey  During  the  Year. 


Amount  of  fire  risks  written  

Amount  of  fire  premiums  received, 


$18,000  00 
125  83 
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AMERICAN  FIRE  INSURANCE  COMPANY. 


NEW  YORK. 

Incorporated  April  30,  1857.  Commenced  business  May  1,  1857. 

James  M.  Halsted,  President.  David  Adee,  Secretary. 

Capital  stock  authorized,  $400,000. 
Capital  actually  paid  in,  $400,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $108,720  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $300 ;  interest 

accrued  on  bond  and  mortgage  loans,  $1,033.86;  total   1,333  86 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $550,000  00  $622,500  00 

Other  stocks  and  bonds   217,850  00  267,320  00 

Total  par  and  market  value  $767,850  00    $889,820  00 

889,820  00 

Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$42,800  00      $58,150  00      $42,000  00 

42,000  00 

Cash  in  the  Company's  principal  office  in  currency   $9,742  24 

Cash  belonging  to  the  Company  deposited  in  bank   33,937  57 

Total  amount  of  cash  items   43,679  81 

Interest  due  and  accrued  on  collateral  loans   1,241  05 

Premiums  in  due  course  of  collection   23,270  72 

Aggregate  amount  of  all  actual  available  assets   $1,110,065  44 


Items  not  Admitted  as  Assets. 
Premiums  more  than  three  months  due   $971  65 


EX,  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $10,566  oo 

Net  amount  of  all  unpaid  losses  and  claims   $10,566  00 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year    $85,644  11 

Unearned  promiums,  pro  rata,  on  fire  risks  running  more  than  one  year. ...     33,534  19 

Total  unearned  premiums  as  computed  above   $119,178  30 

Interest  due  and  declared  remaining  unpaid   3,871  89 

Principal  unpaid  on  scrip  ordered  to  be  redeemed    2,680  00 

All  other  demands  against  the  Company,  viz  ,  taxes  and  assessments, 

$2,724.61  ;  commissions  and  other  charges  due  and  to  become  due 

to  agents  and  brokers,  $10,315.34;  return  premium,  $258.39; 

rent,  $1,334;  total   14,632  34 

Total  liabilities,  except  capital  and  net  surplus   $150,928  53 

Joint  stock  capital  paid  up  in  cash   400,000  00 

Surplus  beyond  all  liabilities   559,136  91 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $1,110,065  44 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $8,919  37 

Deduct  amount  of  same  not  collected   694  09 

Net  collected   $8,225  28 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   262,890  59 

Total   $271,115  87 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   23,548  28 

Entire  premiums  collected  during  the  year   $247,567  59 

I>educt  re-insurance,  rebate,  abatement,  and  return  premiums   30,032  78 

$217,534  81 

Net  cash  actually  received  for  premiums   $217,534  81 

Interest  received  on  bonds  and  mortgages   5,854  03 

Interest  and  dividends  received  from  all  other  sources   40,414  97 

Income  from  all  other  sources,  viz.,  rent   996  67 

Aggregate  income  received  daring  the  year  in  cash   $264,800  48 

IV.  EXPENDITURES  DURING  THE  YEAE. 

Fire. 

Gross  amount  paid  for  losses   $1 11,606  06 

Deduct  salrages  and  re-insurances    14,932  64 

Net  amount  paid  for  losses   $96,673  42 

$96,673  42 

Cash  dividends  actually  paid   34,000  00 

Scrip  redeemed  in  cash,  and  interest  paid  on  scrip   1,713  96 

Paid  for  commission  and  brokerage    30,785  90 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   21,832  18 

Amount  paid  for  State,  national  and  local  taxes   *  3,254  34 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  21,407  18 

Aggregate  expenditures  during  the  year  in  cash   $209,666  98 

V.  MISCELLANEOUS. 

RUkt  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  „  ...  $68,631,862  00  $265,393  09 

Expired  and  marked  off  as  terminated  151,876,237  W  $184,195  37 

In  force  at  the  end  of  the  year  £7,188,749  00       $251,031  04 

Deduct  amount  re-insured   4,741,706  00  22.115  40 

Net  amount  in  force  $52,417,043  00        $228,915  64 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $3,925,643  GO 

Total  losses  paid  from  organization  to  date   1.227,239  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   958,000  00 

Total  amount  of  losses  incurred  during  the  year   96,964  80 


Business  in  the  State  of  New  Jersey  during  the  Year. 

Amount  of  fire  risks  written   $608,618  23 

Amount  of  fire  premiums  received     3,928  27 

Amount  of  losses  incurred   652  50 

Amount  of  losses  paid   652  50 


AMERICAN  FIRE  INSURANCE  COMPANY. 


PHILADELPHIA,  PA. 
Incorporated  February  28,  1810.  Commenced  business  March  12,  1810. 

Thomas  H.  Montgomery,  President.  Albert  C.  L.  Crawford,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in  $100,000. 


I.  ASSETS. 


Real  estate  owned  by  the  Company,  unincumbered   $141,100  00 

Loans  on  bond  and  mortgage  (first  liens)    281,839  50 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $785;  interest 

accrued  on  bond  and  mortgage  loans,  $4,883.72 ;  total   5,668  72 

Value  of  lands  mortgaged   $228,600  00 

Buildings  (insured  for  $ 210,735)   403.000  00 

Total  value  of  mortgaged  premises   $631,600  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 

value.  value. 

United  States  bonds                                                           $200,000  00  $207,000  00 

Other  stocks  and  bonds                                                        751,285  00  809,085  25 

Total  par  and  market  value...                                        $954,285  00  f  1,016,085  25 
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1,016,085  25 
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Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$265,100  00     $266,659  62     $201,250  00 

$201,250  00 

Cash  in  the  Company's  principal  office  in  currency   $1,308  01 

Cash  belonging  to  the  Company  deposited  in  bank   16,662  62 

Total  amount  of  cash  items   17,970  63 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   600  00 

Interest  due  and  accrued  on  collateral  loans   1,016  76 

Premiums  in  due  course  of  collection   36,597  95 

All  other  property,  viz.,  rents  due  and  accrued,  $99.99 ;  ground  rents, 

$10,253.34;  total   10,353  33 

Aggregate  amount  of  all  actual  available  assets   $1,712,532  14 


[I.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   $19,006  47 

Losses  unadjusted,  including  all  reported  and  supposed  losses   33,792  00 

Losses  resisted,  including  interest,  costs  and  expenses   8,000  00 


Net  amount  of  all  unpaid  losses  and  claims   $60,798  47 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  lire  risks  under  ono 

year   $251,211  51 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  ono  year....     85,907  73 


Total  unearned  premiums  as  computed  above   337,119  24 

Amount  reclaimable  on  perpetual  fire  policies   285,897  07 

Cash  dividends  to  stockholders  remaining  unpaid   735  00 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   448  37 


Total  liabilities,  except  capital  and  net  surplus   $684,998  15 

Joint  stock  capital  paid  up  in  cash.   400,000  00 

Surplus  beyond  all  liabilities   627,533  99 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $1,712,532  14 


III.  INCOME  DURING  TIIE  YEAR. 

Fire. 

Qross  premiums  and  bills  in  course  of  collection  at  cloee  of  last  previous 


year,  as  fthoWD  by  that  year's  statement   $16,368  67 

Qro+s  premiums  on  risk*  written  and  renewed  during  tboyear,  as  shown  in 

risks  and  premium  exhibit  ,   656,503  78 


Total   1072,871  45 

Deduct  premiums  and  bills  in  course  of  collection  at  this  dato   36,5y7  95 


Entire  premium*  collected  during  the  year   $62fi,274  50 

liquet  re-insurance,  rebate,  abatement  and  return  premiums   66,60 1  \2 


#369.473  38 

Net  cash  actually  received  for  premiums   $569,473  38 

Interest  received  on  bonds  and  mortgages   15,876  89 

Interest  and  dividends  received  from  all  other  sources   48,766  98 

Income  from  all  other  sources,  viz.,  rent   8,649  93 


A'_rLTr<-'gau;  income  rr^eive!  during  the  year  in    ujd   (642,767  18 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

•dross  amount  paid  for  losses   $344,866  31 

Deduct  salvages  and  re-insurances   12,006  66 

Net  amount  paid  for  losses   $332,859  65 

$332,859  65 

Cash  dividends  actually  paid   39,290  00 

Paid  for  commission  and  brokerage  .'   93,991  87 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   88,925  52 

Amount  paid  for  State,  national  and  local  taxes   18,902  83 

-All  other  payments,  viz.,  stationery,  printiog,  advertising,  postage,  etc.,  5,693  05 

Aggregate  expenditures  during  the  year  in  cash   $579,932  92 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 


Expired  and  marked  off  as  terminated  $16,069,483  00 


Net  amount  in  force  $54,586,196  00 


Perpetual 
risks. 

"Written  or  renewed  during  the  year   $511,448  00 

Marked  off  as  terminated   $183,162  00 

Net  amount  in  force  $11,397,402  00 


Fire  risks. 

Premiums. 

..  $59,895,015  GO 

$656,503  78 

,.  $16,069,483  00 

$462,702  46 

.  $55,843,419  00 

$650,226  99 

.     1,257,223  00 

16,654  14 

..  $54,586,196  00 

$633,572  85 

Total 

Interest 

deposits. 

premium. 

$15,915  86 

$954  93 

$1,972  31 

$298  33 

$300,944  27 

$18,056  64 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $8,053,585  41 

Total  losses  paid  from  organization  to  date   4,970,044  SO 

Total  cash  dividends  declared  since  the  Company  commenced  business   2,172,975  50 

Total  amount  of  losses  incurred  during  the  year   352,676  62 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   f 549,528  CO 

Amount  of  fire  premiums  received   4,771  45 

Amount  of  losses  incurred   4,530  19 

Amount  of  losses  paid   3,030  19 
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BUCKS  COUNTY  CONTRIBUTIONSHIP. 


MORRISVILLE,  PA. 
Incorporated  1811.  Commenced  business  1809. 

John  S.  Comfort,  President.  William  S.  Mull,  Secretary.. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $139,720  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due  (of  which  $6,000  is  in  process  of  foreclosure)   6,000  CO 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   885  (0 

Par  Market 
value.  value. 

Stocks  and  bonds  owned  by  the  Company   $73,000  00      $90,839  00 

90,839  00 

Temporary  loans  secured   10,900  48 

Cash  belonging  to  the  Company  deposited  in  bank   3,539  10 


Aggregate  amount  of  all  actual  available  assets   $251,883  58 


n.  liabilities. 

Total  liabilities,  net  surplus   $67,278  79 

.Surplus  beyond  all  liabilities   184,604  79 


Aggregate  liabilities,  including  net  surplus   $251,883  58 


in.  income  during  the  year. 

Net  cash  actually  received  for  premiums  (all  fire)   $2,479  73 

Interest  received  on  bonds  and  mortgages  and  dividends  on  stock   12,293  86 

Income  from  all  other  sources,  viz.,  rent   210  00 


Aggregate  income  received  during  the  year  in  cash   $14,983  59 


iv.  expenditures  during  the  year. 

Net  amount  paid  for  losses  (all  fire)   $164  50 

Deposit  money  returned  to  members   1,996  81 

Interest  paid  to  members  on  deposit  money   372  52 

Keturn  premiums  paid  to  members  withdrawing   970  14 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   1,062  75 

Amount  paid  for  State,  national  and  local  taxes  and  incidental  ex- 
penses   471  35 


Aggregate  expenditures  during  the  year  in  cash   $5,038  07 
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V.  MISCELLANEOUS. 


Risks  and  Premiums. 

Fire  risks.  Premiums. 

W ritten  or  renewed  during  the  year                                                           $277,342  00  $6,975  23 

Expired  and  marked  off  as  terminated                                                   $265,069  00  $6,135  04 

In  force  at  the  end  of  the  year                                                       $2,297,988  00  $67,278  79 


General  Interrogatories. 

Total  losses  paid  from  1860  to  date   $37,094  37 

Total  cash  deposits  returned  since  the  Company  commenced  business   10,369  41 

Total  amount  of  losses  incurred  during  the  year  ;   164  50 

Business  in  the  State  of  New  Jersey  During  the  Year. 

.Amount  of  fire  risks  written   $187,885  00 

Amount  of  fire  premiums  received   1,439  60 

.Amount  of  losses  incurred   85  00 

.Amount  of  losses  paid   85  00 


BUFFALO  GERMAN  INSURANCE  COMPANY. 


BUFFALO,  N.  Y. 

Incorporated  February  15,  1867.      Commenced  business  February  16,  1867. 

I  kilip  Becker,  President.  Oliver  J.  Eggert,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

t  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $275,000  00 

Loans  on  bond  and  mortgage  (first  liens)   51,883  87 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   119  25 

Value  of  lands  mortgaged  $I02,6M  on 

Buildings  (insured  for  $19,900)    72,130  00 

Total  value  of  mortgaged  premises  M  $174,800  00 

Stocks,  Bonds,  etc  ,  Owned  by  the  Company. 

Par  Market 

value.  value. 

Un'ted  States  bonds  „  $380,000  00  $140,400  00 

Buffalo  city  warrants  „                                                  971  70  971  70 

Total  par  and  market  value   $380,971  70     $441,371  70 

4U.371  70 
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Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$63,000  00      $66,670  50      $52,200  34 

$52,200  34 

Cafdi  in  tho  Company's  principal  office  in  currency   $4,497  93 

Cash  belonging  to  the  Compauy  deposited  in  bank   75,789  06 

Total  amount  of  cash  items   80,286  99- 

Premiums  in  due  course  oi'  collection   32,275  67 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   3,490  22 

All  other  property,  viz.,  rents  due  and  accrued   312  50 

Aggregate  amount  of  all  actual  available  assets   $936,940  54- 


II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   $1,579  93 

Losses  uuadjusted,  including  all  reported  and  supposed  losses   11,355  00 

Losses  resisted,  including  interest,  costs  and  expenses   700  00 


Net  amount  of  all  unpaid  losses  and  claims   $16,634  98 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $138,056  84 
Unearned  premiums, pro  rata,  on  fire  risks  running  more  than  one  year....     82,009  55 


Total  unearned  premiums  as  computed  above   220,066  39 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers    6,034  32 


Total  liabilities,  except  capital  and  net  surplus   $242,735  69 

Joint  stock  capital  paid  up  in  cash   200,000  00 

{Surplus  beyond  all  liabilities   491,204  85- 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $936,940  54 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  In  course  of  collection  at  close  of  last  previ- 
ous year,  as  shown  by  that  year's  statement   $13,236  65 

Deduct  amount  of  same  not  collected   1,817  39 

Net  collected   $11,419  26 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   409,149  54 

Total  ;   $l.r)0,568  80 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   32,275  67 

Entire  premiums  collected  during  the  year   $118,293  13 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   67,489  09 

$350,801  04 

Net  cash  actually  received  for  premiums.   $350,804  04 

Interest  received  on  bonds  and  mortgages   2,918  39 

Interest  and  dividends  received  from  all  other  sources   19,871  78 

Income  from  all  other  sources,  viz,  rent,  $14,460.49;  brokerage, 

$1,969.31;  total   16,429  80 

Aggregate  income  received  during  the  year  in  cash     $390,024  01 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $201,417  83 

Deduct  salvages  and  re-insurances   M.519  45 

Net  amount  paid  for  losses   fiyo.898  38 

$190,898  3S 
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Cash  dividends  actually  paid   $30,000  00 

Paid  for  commission  and  brokerage   68,827.,  31 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   17,411  £53 

Amount  paid  for  State,  national  and  local  taxes   7,661|85 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  26,443.^86 

Aggregate  expenditures  during  the  year  in  cash   $341,242  98 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

"Written  or  renewed  during  the  year                                                       $10,899,711  00  $109,149  54 

Expired  and  marked  off  as  terminated                                                $38,175,323  00  $372,654  49 

In  force  at  the  end  of  the  year                                                        $12,639  457  00  $128,050  00 

Deduct  amount  re-insured                                                                 756,789  00  6,*83  27 

Net  amount  in  force                                                                $11,882,66  8  00  $121,161  73 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,916,484  61 

Total  losses  paid  from  organization  to  date   1,337,795  32 

Total  cash  dividends  declared  since  the  Company  commenced  business   375,925  00 

Total  amount  of  losses  incurred  during  the  year   171,432  69 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $98,356  *0 

Amount  of  fire  premiums  received   562  70 


CITIZENS'  INSURANCE  COMPANY. 


NEW  YORK  CITY. 
Incorporated  April,  1836.  Commenced  business  April,  1837. 

James  McLean,  President.  Frank  M.  Parker,  Secretary. 

Capital  stock  authorized,  $2,500,000. 
Capital  actually  paid  in,  $300,000. 

I.  ASSET8. 

Real  estate  owned  by  the  Company,  unincumbered   $112,000  00 

Tjoans  on  bond  and  mortgage  (first  liens)   56,400  00 

Interest  accrued  on  bond  and  mortgage  loans   282  00 

Value  of  lands  mortgaged   $}2.(Xi0  00 

Buildings  (insured  for  £ 16,200)   71*000  (  0 

Total  value  of  mortgaged  promisee   |123,000  00 
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Stocks,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 
value.  value. 

United  States  bonds   $100,0(10  00  $168,037  50 

Other  stocks  and  bonds   154,500  00  188,7f>0  00 


Total  par  and  market  value   $551,500  00     $657,687  50 


$657,687  50 


127150  00 


Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.         value.  loaned. 
$160,750  00     $188,442  00     $127,150  00 

t  ash  in  the  Company's  principal  office  in  currency   $2,994  20 

('ash  belonging  to  the  Company  deposited  in  bank   32,996  08 

Total  amount  of  cash  items   35,990  28 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   2,840  83 

Interest  due  and  accrued  on  collateral  loans   675  75 

Premiums  in  due  course  of  collection   38,833  59 

All  other  property,  viz.,  rents  due  and  accrued,  $637.51 ;  due  from 

city  of  New  York,  on  tax  account,  $1,500;  total   2,137  51 

Aggregate  amount  of  all  actual  available  assets   $1,033,997  46 


II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   $9,839  71 

Losses  unadjusted,  including  all  reported  and  supposed  losses   44,676  75 

Total   $51,516  46 

Deduct  re-insurance  thereon..   6,452  63 

Net  amount  of  all  unpaid  losses  and  claims   $48,063  83 

Uuearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $181,312  59 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   71,050  78 

$255,563  37 

Total  unearned  premiums  as  computed  above,  less  50  per  cent,  of  pre- 
miums paid  on  re-insurance  in  force   9,651  43 

245,611  94 

Cach  dividends  to  stockholders  remaining  unpaid   46  00 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   2,000  00 

All  other  demands  against  the  Company,  viz  ,  taxes  and  assessments, 
$750 ;  commissions  and  other  charges  due  and  to  become  due 
to  agents  and  brokers,  $5,835.18  ;  return  premium,  $700  ;  total....  7,285  18 

Total  liabilities,  except  capital  and  net  surplus    $303,006  95 

Joint  stock  capital  paid  up  in  cash..   300,000  00 

Surplus  beyond  all  liabilities   430,990  51 

Aggregate  liabilities,  including  paid  up  capital  and  net  surplus...    $1,033,997  46 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $26,888  65 

Deduct  amount  of  same  not  collected  *   837  60 

Net  collected   $26,051  05 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   542,638  57 

Total   $565,689  62 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   143,565  49 

Entire  premiums  collected  during  the  year   $425,124  13 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   58,994  63 

$366,129  50 

Net  cash  actually  received  for  premiums   $366,129  50 

Interest  received  on  bonds  and  mortgages   4,620  04 

Interest  and  dividends  received  from  all  other  sources.   32,392  31 

Income  from  all  other  sources,  viz.,  rent,  $4,463.76 ;  profit  on  real 

estate,  $1,452  45;  total   5,916  21 

Aggregate  income  received  during  the  year  in  cash....   $109,058  06 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $235,790  13 

Deduct  salvages  and  re-insurances   7,395  73 

Net  amount  paid  for  losses   $228,394  40 

$228,394  40 

Cash  dividends  actually  paid   40,454  00 

Paid  for  commission  and  brokerage   51,655  05 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   48,714  88 

Amount  paid  for  State,  national  and  local  taxes   9,228  00 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  30,907  62 

Aggregate  expenditures  during  the  year  in  cash   $409,353  95 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 


Fire  risks. 

Premiums. 

.  $82,871,302  00 

$542,638  57 

.  $65,718,985  00 

$108,126  44 

.  $72,063,874  54 

$496,974  00 

.    2,704,643  00 

19,902  86 

.  $69,359,231  00 

$477,071  14 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $6,900,104  54 

Total  losses  paid  from  organization  to  date   3,0y3,387  76 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,589,550  00 

Total  amount  of  losses  incurred  during  the  year   261,200  55 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $1,108,534  99 

Amount  of  fire  premiums  received   15,946  94 

Amount  of  losses  incurred   2,931  92 

Amount  of  losses  paid   1,856  92 
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CITY  INSURANCE  COMPANY. 


PITTSBURGH,  PA. 

Incorporated  April  9,  1870.  Commenced  business  December  15,  1870. 

Robert  J.  Anderson,  President.  John  R.  Gloninger,  Secretary, 

Capital  stock  authorized,  $100,000. 
Capital  actually  paid  in,  $100,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $47,150  00 

Loans  on  bond  and  mortgage  (first  liens)   79,208  29 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $2,326.11 ;  in- 
terest accrued  on  bond  and  mortgage  loans,  $811.55;  total   3,170  66 

VahM  of  lands  mortgaged   $106,425  00 

Buildings  (insured  lor  $33,275)   118,275  00 

Total  value  of  mortgaged  premises   $221,700  00 


Stock,  Bonds,  etc.,  Owned  by  the  Company. 


Stocks  and  bonds.. 


Par  Market 
value.  value. 
$15,370  00        $i5,550  00 


15,550  00 


Loans  on  Stock  Collaterals. 


Par 
value. 
$27,100  00 


Market 
value. 
$10,410  00 


Amount 
loaned. 
$19,582  09 


19,582  09 


Cash  in  the  Company's  principal  office  in  currency   $1,730  95 

Ca*h  belonging  to  the  Compauy  deposited  in  bank   Il,7u3  42 

Total  amount  of  cash  items   16,439  37 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  411  55 

Interest  due  and  accrued  on  collateral  loans   228  79 

Premiums  in  due  course  of  collection   9,756  51 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   4,372  32 

All  oiher  property,  viz,  rents  due  and  accrued,  $579.70;  inland  pre- 
miums, ledger  account,  $1,534.89  ;  total   2,114  59 

Aggregate  amount  of  all  actual  available  assets   $197,984  17 


Items  Not  Admitted  as  Aasets. 

Premium*  more  than  three  months  due   $2,699  74 
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II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   $9,223  43 

Losses  unadjusted,  including  all  reported  and  supposed  losses   3,000  00 


Total   $12,223  43 

Deduct  re-insurance  thereon   1,000  00 


Net  amount  of  all  unpaid  losses  and  claims   $11,223  43 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $25,077  81 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   13,579  46 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks   2,501  89 


Total  unearned  premiums  as  computed  above   41,159  16 

Salaries  and  other  miscellaneous  expenses,  due  and  accrued   421  03 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments,  700  00 


Total  liabilities,  except  capital  and  net  surplus   $53,503  62 

Joint  stock  capital  paid  up  in  cash   100,000  00 

Surplus  beyond  all  liabilities   44,480  55 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $197,984  17 


III.  INCOME  DURING-  THE  YEAR. 

.  Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement   $13,713  95       $6,635  10 

Deduct  amount  of  same  not  collected   483  96   


Gross  premiums  on  risks  written  and  renewed  during  the  year, 


Deduct  premiums  and  bills  in  course  of  collection  at  this  date, 

Entire  premiums  collected  during  the  year  

Deduct  re-insurance,  rebate,  abatement  and  return  premiums, 


,    $13,229  99 

$6,635  10 

,'     71.469  56 

7,733  21 

.    $84,699  55 

$14,368  31 

,      12,456  25 

5,907  21 

.    $72,213  30 

$8,461  10 

,      11,029  73 

720  00 

$61,213  57 

$7,741  10 

Net  cash  actually  received  for  premiums   $68,954  67 

Interest  received  on  bonds  and  mortgages   5,079  80 

Interest  and  dividends  received  from  all  other  sources   2,203  55 

Income  from  all  other  sources   3,500  77 


Aggregate  income  received  during  the  year  in  cash   $79,738  79 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Marino  and 
Fire.  inland. 

Gross  amount  paid  for  losses   $39,678  65       $1,512  03 

Deduct  salvages  and  re-insurances   7,88105   


Net  amount  paid  for  losses   $31,694  60       $1,512  03 


$33,206  63 

Cash  dividends  actually  paid   8,000  00 

Paid  for  commission  and  brokerage   9,716  33 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   7,900  00 

Amount  paid  for  State,  national  and  local  taxes   2,843  20 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  3,488  18 


Aggregate  ex[enditures  during  the  year  in  cash   $05,154  34 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 


Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                               $5,795,121  00  $71,469  06 

Expired  and  marked  off  as  terminated                                                      $4,751,520  00  $54,678  27 

In  force  at  the  end  of  the  year                                                             $6,264,430  00  $80,643  85 

Deduct  amount  re-insured                                                                      395,808  00  4,796  77 

Net  amount  iu  force                                                                      $5,868,562  00  $75,847  08 


Marine  and 

inland  risks.  Premiums. 


Written  or  renewed  during  the  year   $158,730  00  $7,733  21 

Expired  and  marked  off  as  terminated   $162,481  00  $7,955  07 

In  force  at  the  end  of  the  year   $72,500  00  $5,223  77 

Deduct  amount  re-insured   4,000  00  220  00 

Net  amount  in  force   $68,500  00  $5,003  77 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $687,160  22 

Total  losses  paid  from  organization  to  date   315,759  89 

Total  cash  dividends  declared  since  the  Company  commenced  business   68,000  00 

Total  amount  of  losees  incurred  during  the  year   36,973  66 


Business  in  the  State  of  New  Jersey  During  the  Year. 

\mount  of  fire  risks  written   $117,870  40 

Amount  of  fire  premiums  received   2,505  89 

Amount  of  losses  incurred   1,754  00 

Amount  of  losses  paid..   1,754  00 
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CLINTON  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  July,  1850.  Commenced  business  July  11,  1850. 

George  T.  Patterson,  Jr.,  President.  Charles  E.  W.  Chambers,  Secretary. 

Capital  stock  authorized,  $ 250,000. 
Capital  actually  paid  in,  $250,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   •$ 26,400  00 

Interest  accrued  on  bond  and  mortgage  loans   132  00 

Value  of  lands  mortgaged   $35.50 )  00 

Buildings   23,500  00 

Total  yalue  of  mortgaged  premises   $59,000  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds.                                                          $250,000  00  $290,230  00 

Other  stocks  and  bonds                                                       124.850  00  155,283  00 


Total  par  and  market  value   $374,850  00     $445,513  CO 


445,513  00 

Cash  in  the  Company's  principal  office  in  currency   $3,958  62 

Cash  belonging  to  the  Company  deposited  in  bank   1,372  45 

Total  amount  of  cash  items   5,331  07 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   1,575  00 

Premiums  in  due  course  of  collection   22,800  79 


Aggregate  amount  of  all  actual  available  assets   $501,751  86 

IX.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $1,272  00 

Losses  unadjusted,  including  all  reported  and  supposed  losses   $6,250  00 

Net  amount  of  all  unpaid  losses  and  claims   $10,522  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  Are  rinks  under  one 

year   |M,707  74 

Unearned  premiums,  pro  rata,  on  lire  risks  running  more  than  one  year          28,146  66 

Total  unearned  premiums  as  computed  above   $35,234  40 
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Due  and  to  become  due  for  borrowed  money   $24,000  00 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   3,850  00 

Total  liabilities,  except  capital  and  net  surplus   $123,606  40 

Joint  stock  capital  paid  up  in  cash   250,000  00 

Surplus  beyond  all  liabilities   128,145  46 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $501,751  86 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gros9  premiums  and  bills  in  course  of  collection  at  close  of  last  previouo 

year,  as  shown  by  that  year's  statement  ,   $22,065  21 

Deduct  amount  of  same  not  collected   4,687  21 

Net  collected   $17,378  00 

Gross  premiums  on  risks  written  and  renewed  duriug  the  year,  as  shown  in 

riBks  and  premium  exhibit   215,585  33 

Total   $232,763  33 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   22,800  79 

Entire  premiums  collected  during  the  year   $209,962  51 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   33,209  96 

1176,752  58 

Net  cash  actually  received  for  premiums   $176,752  58 

Interest  received  on  bonds  and  mortgages,   1,304  00 

Interest  and  dividends  received  from  all  other  sources   18,331  36 

Aggregate  income  received  during  the  year  in  cash  .*.      $196,387  94 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

GroBs  amount  paid  for  losses   $109,4^2  50 

Deduct  salvages  and  re-insurances   9,675  54 

Net  amount  paid  for  losses   499,786  96 

$39,786  96 

Cash  dividends  actually  paid   25,000  00 

Paid  for  commission  and  brokerage   30,850  10 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   17,424  44 

Amount  paid  for  State,  national  and  local  taxes  ,   4,753  08 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  22,221  24 

Aggregate  expenditures  during  the  year  in  cash   $200,035  82 


V.  MISCELLANEOUS. 

liisks  and  Premiums. 


Fire  risks.  Premiums. 


Net  amount  in  force.. 


$26,649,617  00 

$215,385  33 

§.'3,74^969  (0 

1168,570  39 

$j-..367.3r>  06 

$|M1,92<  57 

,     2,091,897  00 

l.V-99  71 

$2.V75.415  (X) 

$166,324  86 

General  Interrogatories. 

Total  pramttUM  received  from  the  organization  of  tbe  Company  to  date   $2,854,047  49 

Total  lo-  •  -  psii  I  from  nrtrun \/  x\ inn  to  fii»t*»   1,321,196  66 

Total  cash  dividends  declared  fine*  the  Company  commenced  business   1,101.000  00 

Total  amount  of  lor.se«  incurred  during  the-  year   82,936  0> 
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Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $1,063,264  00 

Amount  of  fire  premiums  received   8,089  89 

Amount  of  losses  incurred   7,968  07 

Amount  of  losses  paid   6,991  76 


COMMERCE  INSURANCE  COMPANY. 


ALBANY,  N.  Y. 

Incorporated  June  1,  1859.  Commenced  business  June  1,  1859. 

Adam  Vast  Allen,  President.  Richard  V.  DeWitt,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $35,000  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                         $210,000  00  $275,900  00 

Other  stocks  and  bonds                                                       51.000  00  81,855  00 

Total  par  and  market  ralue   $261,000  00    $357,755  00 

357,755  00 

Cash  in  the  Company's  principal  office  in  currency   $1,720  34 

Cash  belonging  to  the  Company  deposited  in  bank   20,004  88 

Total  amount  of  cash  items   21,725  22 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   637  83 

Premiums  in  due  course  of  collection   5,913  54 

All  other  property,  viz  ,  rents  due  and  accrued   216  00 

Aggregate  amount  of  all  actual  available  assets   $121,277  59 


IX.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses   $10,469  00 

Losses  resisted,  including  interest,  coats  and  oxpensos   1,375  00 

Net  amount  of  all  unpaid  losses  and  claims   $11,840  00 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $19,111  88 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year....     19,677  26 


Total  unearned  premiums  as  computed  above   $68,789  14 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 
$350;  commissions  and  other  charges  due  and  to  become  due  to 
agents  and  brokers,  $575.91  ;  return  premium,  $137.16;  total   1,063  07 


Total  liabilities,  except  capital  and  net  surplus   $81,692  21 

Joint  stock  capital  paid  up  in  cash   200  000  00 

Surplus  beyond  all  liabilities   139,585  38 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $421,277  59 


III.  INCOME  DURING  THE  YEAR, 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $4,407  53 

Deduct  amount  of  same  not  collected   25  60 

Net  collected   $4,381  95 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown 

in  risks  and  premium  exhibit   131,761  80 

Total   $136,143  75 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   5,943  54 

Entire  premiums  collected  during  the  year   $130,200  21 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   14,208  18 

$115,992  03 

Net  cash  actually  received  for  premiums   $115,992  03 

Interest  and  dividends  received  from  all  other  sources   17,831  76 

Income  from  all  other  sources,  viz.,  rent   1,256  00 

Aggregate  income  received  during  the  year  in  cash   $135,079  79 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

182,899  29 
3,666  66 

Net  amount  puid  for  losses   $79,310  63 


•179,310  63 

Cash  dividends  actually  paid    14,000  00 

Paid  for  commission  and  brokerage   20,366  35 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   12,546  09 

Amount  paid  for  State,  national  and  local  taxes   6,361  12 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc  ,  6,423  16 


Aggregate  expenditures  during  the  year  in  cash   $139,007  35 


Gross  amount  paid  for  losses  

Deduct  MlTagM  and  re-insurances. 


V.  MISCELLANEOUS. 

Riiki  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                               114,688,619  00  f  131,761  80 

Expire  d  and  marked  off  as  terminated                                                   112,161,887  00  $108,219  12 

In  force  at  the  end  of  the  year  $14,291,075  00  $138,619  97 

Deduct  amount  re-insured                                                                       782,002  00  6,728  07 


Net  amount  in  force  $18,609/173  00       $131,891  90 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $3,353,511  00 

Total  losses  paid  from  organization  to  date   2,293,178  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   556,000  00 

Total  amount  of  losses  incurred  during  the  year  -   77,454  95 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written                                            ;   $260,805  00 

Amount  of  fire  premiums  received   2,076  95 

Amount  of  losses  incurred   71  00 

Amount  of  losses  paid   71  00 


COMMERCIAL  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  May  15,  1850.  Commenced  business  May  15,  1850. 

David  Quackenbush,  President.  Walter  Lawrence,  Secretary, 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $39,700  00 

Interest  accrued  on  bond  and  mortgage  loans   199  50 

Value  of  lands  mortgaged   $37,000  00 

Buildings  (insured  for  £13,600)   54,000  00 

Total  value  of  mortgaged  premises   $91,000  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                             $232,000  00  $300,190  00 

Other  bonds                                                                        71,000  00  69,350  00 

Total  par  and  market  value   $303,000  00     $369,540  oo 

$369,540  00 

Cash  in  the  Company's  principal  office  In  currency   $27,217  46 

Cash  belonging  to  the  Company  deposited  in  bank   1,725  75 

Total  amount  of  cash  items   28,943  21 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value    12,976  66 

Premiums  in  due  course  of  collection   55,202  54 

Aggregate  amount  of  all  actual  available  assets    $506,621  91 
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II.  LIABILITIES. 


L:eees  adjusted  and  unpaid,  due  and  to  become  due   $17,270  00 

LoBMfl  unadjusted,  Including  all  reported  and  supposed  losses   19,475  00 

Losses  resisted,  including  interest,  costs  and  expenses   2,r>00  00 

Net  amount  of  all  unpaid  losses  and  claims   $39,245  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $138,986  74 

V-  earned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   48,092  18 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks   6,998  38 

Total  unearned  premiums  as  computed  above   194,677  30 

Caeh  dividends  to  stockholders  remaining  unpaid   345  00 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   833  33 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers,  $1 1,052.50; 

return  premium,  $89.14  ;  total   11,141  64 

Total  liabilities,  except  capital  and  net  surplus   $246,242  27 

Joint  stock  capital  paid  up  in  cash   200,000  00 

i]  plus  beyond  all  liabilities   60,379  64 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $506,621  91 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement   $12,224  60       §2,327  66 

Deduct  amount  of  same  not  collected   974  33  


Deduct  premiums  and  bills  in  course  of  collection  at  this  date, 

retire  premiums  collected  during  the  year  

Dtduct  re-insurance,  rebate,  abatement  and  return  premiums, 


.    $41,250  27 

$2,327  66 

.'    401,983  75 

16,782  45 

..  $443,234  02 

$19,110  11 

i,      53,122  44 

2,140  10 

.  $390,111  58 

$16,970  01 

i,      26,408  15 

1.810  20 

$363,703  43       $15,159  81 

Net  cash  actually  received  for  premiums   $378,863  24 

Interest  received  on  bonds  and  mortgages   2,594  88 

Interest  and  dividends  received  from  all  other  sources     10,040  00 

Income  from  all  other  sources,  viz.,  discount  in  losses,  $101.69;  re- 
ceived for  real  estate,  $150 ;  total   551  69 


Aggregate  income  received  during  the  year  in  cash   $392,049  81 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

<"ro88  amount  paid  for  losses   $235,018  69      $14,884  29 

l  edUCt  Kilvages  and  re-insurances   1,421  53   

Net  amount  Mid  fur  losses   $233,597  16  |14,S84'29 

$248,481  45 

Cash  dividends  actually  paid   19,965  00 

Paid  for  commission  and  brokerage   87,223  36 

.Varies  and  other  charges  of  officers,  clerks  and  other  employes   18,220  00 

Amount  paid  for  State,  national  and  local  taxes   5,832  09 

All  other  payments,  viz  ,  stationery,  printing,  advertising,  postage,  etc.,  29,522  52 

Aggregate  expenditures  during  the  year  in  cash   $409,244  42 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                          $10,572,559  00  $401,983  75 

Expired  and  marked  off  as  terminated                                                  637,223,638  00  $351,502  03 

In  force  at  the  end  of  the  year                                                        $12,595,357  00  $376,273  90 

Deduct  amount  re-insured                                                               1,356,055  00  13,146  23 

Net  amount  in  force  $41,239,302  00  $363,127  67 

Marine  and 

inland  risks.  Premiums. 

Written  or  renewed  during  the  year  $10,503,825  00  $16,782  45 

Expired  and  marked  off  as  terminated                                                   $9,371,372  00  $12,329  52 

Net  amount  in  force                                                                       $!,4S2,054  00  $13,996  76 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $4,969,459  50 

Total  losses  paid  from  organization  to  date   2,835,710  61 

Total  cash  dividends  declared  since  the  Company  commenced  business   856,000  00 

Total  amount  of  losses  incurred  during  the  year...   258,331  64 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $775,858  00 

Amount  of  fire  premiums  received   7,500  33 

Amount  of  losses  incurred   3,196  05 

Amount  of  losses  paid   3,196  05 


CONNECTICUT  FIRE  INSURANCE  COMPANY. 


HARTFORD,  CONN. 
Incorporated  June,  1850.  Commenced  business  July,  1850. 

J.  D.  Browne,  President.  Charles  B,  Burt,  Secretary, 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  .$1,000,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $20,000  00 

Loans  on  bond  and  mortgage  (first  liens)   274,250  00 

Value  of  lands  mortgaged  $384,000  no 

Buildings  (insured  for  $291*550)   349,500  00 

Total  value  of  mortgaged  premises   17.13,500  oo 
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Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  vjvlue. 

Vnited  States  bonds                                                                $120,000  00  $142,800  00 

Uther  stocks  and  bonds                                                          698,300  00  929,309  00 

Total  par  and  market  value   $818,300  00  $1,072,109  00 


Loans  on  Stock  Collaterals. 


$1,072,109  00 


100,390  00' 


Par  Market  Amount 

value.  value.  loaned. 

$150,850  00     $181,400  00     $100,390  00 

Cash  in  the  Company's  principal  office  in  currency   $359  35 

Cash  belonging  to  the  Company  deposited  in  bank   258,670  85 

Total  amount  of  cash  items   259,030  20 

Premiums  in  due  course  of  collection   55,847  30 

Aggregate  amount  of  all  actual  available  assets   $1,781,626  50 


II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses..   $59,047  33 

Losses  resisted,  including  interest,  costs  and  expenses   10,761  86 

Total   $69,809  19 

Deduct  re-insurances  thereon   6,900  00 

Net  amount  of  all  unpaid  losses  and  claims   $62,909  19 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year..  $266,999  42 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         159.400  96 

Total  unearned  premiums  as  computed  above..   426,400  38 

Total  liabilities,  except  capital  and  net  surplus   $189,309  57 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   292,316  93 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $1,781,626  50 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premium*  and  bills  In  course  of  collection  at  close  of  last  previous 

year,  aa  shown  by  that  year's  statement   $">3,0S7  3S 

Deduct  amount  of  same  not  collected   1,973  48 

Net  collected   #51,111  90 

(Iross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risk  and  premium  exhibit   844,103  HI 

Total   1899,317  71 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   .V>,847  96 


Entire  premiums  collected  during  the  year..   §889,970  41 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   175,924  32 

Net  cash  actually  received  for  premiums   $713,446  09 

Interest  received  on  bondn  and  mortgages   11,904  05 

Interest  and  dividends  received  from  all  other  sources   69,883  21 


Aggregate  income  received  during  the  year  in  cash 


$795,233  35 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Net  amount  paid  for  losses  (all  fire)   $456,173  91 

Cash  dividends  actually  paid   100,000  00 

Paid  for  commission  and  brokerage   112,498  04 

•Salaries  and  other  charges  of  officers,  clerks  and  other  employes   40,136  03 

Amount  paid  for  State,  national  and  local  taxes   15,026  83 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  47,093  11 

Aggregate  expenditures  during  the  year  in  cash   $770,927  92 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $81,295,879  00  $844,103  81 

Expired  and  marked  off  as  terminated  $72,338,304  00  $723,649  59 

In  force  at  the  end  of  the  year  $72,291,681  00  $809,731  32 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,599,875  57 

Total  losses  paid  from  organization  to  date   2.352,261  97 

Total  cash  dividends  declared  since  the  Company  re-commenced  business   915,000  00 

Total  amount  of  losses  incurred  during  the  year   462,405  55 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $711,900  00 

Amount  of  fire  premiums  received   7,037  51 

Amount  of  losses  incurred  ,   3,606  65 

Amount  of  losses  paid   8,027  2') 
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CONTINENTAL  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  November,  1852.  Commenced  business  January,  1853. 

George  T.  Hope,  President.  Cyrus  Peck,  Secretary*. 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $1,000,000. 


Real  estate  owned  by  the  Company,  unincumbered   $664,000  00 

Loans  on  bond  and  mortgage  (first  liens)   379,525  00 

Interest  accrued  on  bond  and  mortgage  loans...    9,332  97 

Value  of  lands  mortgaged   $521,500  00 

Buildings  (insured  for  $398,475)  -   540,700  00 

Total  value  of  mortgaged  premises  Si, 062,200  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

I'uited  States  bonds                                                                $900,000  00  $1,189,520  00 

Other  stocks  and  bonds                                                           1,011,400  00  1,206,585  00 


Total  par  and  market  value  $1,911,400  00  $2,396,105  00 

Loans  on  Stock  Collaterals. 


2,396,105  00 


Par  Market  Amount 

value.  value.  loaned. 

$593,500  00     $640,850  00     $515,500  00 


515,500  00 

Cash  in  the  Company's  principal  office  in  currency   $4,463  82 

Cash  belonging  to  the  Company  deposited  in  bank   220,393  07 

Total  amount  of  cash  items   224,856  89 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  40,948  50 

Interest  due  and  accrued  on  collateral  loans   573  16 

Premiums  in  due  course  of  collection   212,192  98 

All  other  property,  viz  ,  rents  due  and  accrued   7,500  00 

Aggregate  amount  of  all  actual  available  assets   $1,450,534  50 


II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses   $293,458  13 

Losses  resisted,  including  interest,  costs  and  expenses   27,303  00 

Total   $320,761  13 

Deduct  re-insurance  thereon   33,5s6  22 


Net  amount  of  all  unpaid  losses  and  claims   $287,194  91 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $512,838  11 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         981,918  68 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks..   26,366  75 

Total  unearned  premiums  as  computed  above   $1,524,123  54 

Cash  dividends  to  stockholders  remaining  unpaid   88  20 

Principal  unpaid  on  scrip  ordered  to  be  redeemed   24.653  00 

Interest  due  and  remaining  unpaid   6,629  16 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   50,000  00 

Total  liabilities,  except  capital  and  net  surplus   $1,892,668  81 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   1,557,865  69 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $4,450,534  50 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 


Fire.  inland. 

Entire  premiums  collected  during  the  year  §2,202,518  29     $404,640  25 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums,   346,188  86      107,708  54 


$1,856,359  43     $296,931  71 

Net  cash  actually  received  for  premiums   $2,153,291  14 

Interest  received  on  bonds  and  mortgages   27,491  36 

Interest  and  dividends  received  from  all  other  sources   148,955  75 

Income  from  all  other  sources,  viz.,  rent   45,501  64 


Aggregate  income  received  during  the  year  in  cash   $2,375,239  89 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Gross  amount  paid  for  losses  

Deduct  salvages  and  re-insurances 

Net  amount  paid  for  losses  $1,062,794  97     $101,496  73 

$1,164,291  70 


Cash  dividends  actually  paid   147,205  80 

Scrip  redeemed  in  cash,  and  interest  paid  on  scrip   3,802  72 

Paid  for  commission  and  brokerage   376,209  17 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   236,225  34 

Amount  paid  for  State,  national  and  local  taxes   58,660  83 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  171,335  69 


Aggregate  expenditures  during  the  year  in  cash   $2,157,731  25 


Fire. 
$1,144,819  81 
.     82,024  84 


Marine  and 

inland. 
$106,448  63 
4,951  90 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premium*. 

Written  or  renewed  during  the  year  $303.927,H22  <*>  $1,992,632  94 

Expired  and  marked  off  aH  terminated  $273,676,906  00  $1,781,921  66 

In  force  at  the  end  of  the  year  |866J72(136  00  12,956,119  12 

Deduct  amount  re-insured                                                              11,703,923  00  136,273  51 

Net  amount  in  force  $3.M,r.fiH,202  00  $2,M28,H  i:>  61 
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Marine  and 

inland  risks.  Premiums, 

Written  or  renewed  during  the  year  $156, 132,325  00  $135,070  LV, 

Expired  and  marked  off  as  terminated  $153,796,782  00  $383,831  86 

In  force  at  the  end  of  the  year                                                          $2,375,543  00  $53,095  65 

Deduct  amount  re-insured                                                                      Ki.OCO  00  362  15 

Net  amount  in  force                                                                  $2,359,543  00  $52,733  00 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $26,472,762  91 

Total  losses  paid  from  organization  to  date   14,007,460  09 

Total  cash  dividends  declared  since  the  Company  commenced  husiness   3,579,247  36 

Total  amount  of  losses  incurred  during  the  year   1,156,396  63 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $7,309,054  00 

Amount  of  fire  premiums  received     52,922  52 

Amount  of  losses  incurred   16,856  60 

Amount  of  losses  paid   20,745  79 


DUTCHESS  COUNTY  MUTUAL  INSURANCE  COMPANY. 


POUGHKEEPSIE,  N.  Y. 
Incorporated  April  12,  1836.  Commenced  business  April  12,  1836. 

N  Peter  R.  Sleight,  President.  Lewis  H.  Vail,  Secretary 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $10,000  00 

Loans  on  bond  and  mortgage  (first  liens)   12,000  00 

Interest  accrued  on  bond  and  mortgage  loans   208  CO 

Value  of  lands  mortgaged   $27,200  00 

Buildings  (insured  lor  $  14, 500)   22,000  00 

Total  value  of  mortgaged  premises   $19,200  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                                  $1,000  00  $1,195  00 

Other  stocks  and  bonds                                                          104,140  00  121,024  20 

Total  par  and  market  value   $105. no  00     $122,219  20 


122,219  20 
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Cash  in  the  Company's  principal  office  in  currency   $4,304  27 

Cash  belonging  to  the  Company  deposited  in  bank   1 1 ,561  42 

Total  amount  of  cash  items   $15,865  69 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  1,914  60 

Premiums  in  due  course  of  collection   4,535  47 

All  other  property,  viz.,  rents  due  and  accrued  ,   50  00 

Aggregate  amount  of  all  actual  available  assets   $166,792  96 

Total  amount  of  premium  notes  held  by  the  Company  on  policies  issued 

and  still  in  force   $290,248  10 


Items  not  Admitted  as  Assets. 

Office  furniture   $1,000  00 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $6,423  90 

Losses  unadjusted,  including  all  reported  and  supposed  losses   3,150  00 

Net  amount  of  all  unpaid  losses  and  claims   $9,573  90 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year    $4,225  73 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year. ...    100,346  87 

Total  unearned  premiums  as  computed  above   104,572  60 

Total  liabilities,  except  surplus   $114,146  50 

Surplus  beyond  all  liabilities   52,646  4*> 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $166,792  96 

III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  chose  of  last  previous 

year,  as  shown  by  that  year's  statement   $15,021  99 

Deduct  amount  of  same  not  collected   2,776  94 


Net  collected   $12,245  05 

iS8  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risk  and  premium  exhibit   82,145  63 


Total   $9U9()  68 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   1,758  53 

Entire  premiums  collected  during  the  year   $92,632  15 

Deduct  re-insurance,  rebate,  abatement,  aDd  return  premiums   8,398  68 

Net  cash  actually  received  for  premiums   $84,233  47 

Interest  and  dividends  received  from  all  other  sources   5,518  58 

Income  from  all  other  sources   5,744  57 

Aggregate  income  received  during  the  year  in  cash   $95,496  62 

IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  losses  (all  fire)   $34,607  86 

Return  premiums  on  canceled  policies   334  63 

Paid  for  commission  and  brokerage   14,682  46 

Salaries  and  other  charges  ot  officers,  clerks  and  other  employes   9,427  85 

Amount  paid  for  State,  national  and  local  taxes   832  17 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  1,952  42 

Aggregate  expenditures  during  the  year  in  cash   $61,837  39 


122 


Fire  and  Fire-Marine  Insurance 


[Dec.  3Ly 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiump. 

Written  or  renewed  during  the  year   $10,362,568  00        $82,145  63 


Expired  and  marked  off  as  terminated   $9,048,084  00        $47,154  21 

In  force  at  the  end  of  the  year  #27,450,9S3  00       $219,889  45 

Deduct  amount  re-insured   13,712  00  84  52 


Net  amount  in  force  $27,437,271  00       $219,803  93 


General  Interrogatories. 

Total  amount  of  losses  incurred  during  the  year   $38,367  39 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $74,840  00 

Amount  of  fire  premiums  received   874  12 

Amount  of  losses  incurred   1,800  00' 

Amount  of  losses  paid   1,625  00 


EXCHANGE  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  April  9,  1853.  Commenced  business  May,  1853. 

Richard  C.  Combes,  President.  George  W.  Montgomery,  Secretary. 

Capital  stock  authorized,  $200,010. 
Capital  actually  paid  in,  $200,010. 


Loans  on  bond  and  mortgage  (first  liens)   $99,400  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,054.50;  in- 

tereHt  accrued  on  bond  and  mortgage  loans,  $994  ;  total   2,048  50 

Value  of  lands  mortgaged   $103,000  00 

Buildingd  (insured  for  $103,600)   110,000  00 

Total  value  of  mortgaged  premises   1213,000  00 

Stocks,  Ponds,  etc.,  Owned  by  the  Company. 


Par  Market 
value.  value. 

United  States  bonds   $135,000  00        $139,725  00 


139,725  00 


1882.] 
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Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$97,010  00       $79,560  00      $59,850  00 

|59,850  00 

Cash  in  the  Company's  principal  office  in  currency   $6,887  81 

Cash  belonging  to  the  Company  deposited  in  bank   13,862  20 

Total  amount  of  cash  items.   20,750  01 

Interest  due  and  accrued  on  collateral  loans   787  03 

Premiums  in  due  course  of  collection   16,417  52 

Aggregate  amount  of  all  actual  available  assets   $338,978  06 


Items  not  Admitted  as  Assets. 
Premiums  more  than  three  months  due   $2,310  80 

II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses   $7,450  00 

Losses  resisted,  including  interest,  costs  and  expenses   1 ,000  00 

Net  amount  of  all  unpaid  losses  and  claims   $8,450  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $46,809  85 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   7,527  49 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks   2,483  50 

Total  unearned  premiums  as  computed  above   56,820  84 

Cash  dividends  to  stockholders  remaining  unpaid   449  20 

All  other  demands  against  the  Company,  viz.,  return  premium   272  29 

Total  liabilites,  except  capital  and  net  surplus   $65,992  33 

Joint  stock  capital  paid  up  in  cash   200,010  00 

Surplus  beyond  all  liabilities   72,975  73 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $338,978  06 


III.  INCOME  DURING  THE  YEAR. 


Gross  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement   $9,301  17 

Deduct  amount  of  same  not  collected   491  59 


Marine  and 
Fire.  inland. 


Net  collected   $8,809  58   

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risks  and  premium  exhibit   111,142  97  $5,416  53 

Total   §11 9.952  55  $5,4  |f  (f| 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date,  16,417  52   


Entire  premiums  collected  during  the  year   $136,370  07       $5,416  53 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums,     11,873  96   

1124,497  11         $5,416  53 

Net  cash  actually  received  for  premiums   $129,913  64 

Interest  received  on  oonds  and  mortgages   6,175  60 

Interest  and  dividends  received  from  all  other  sources   7,126  32 

Income  from  all  other  sources,  viz.,  rent    2,250  00 


Aggregate  income  received  during  the  year  in  cash   $145,465  56 


f 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  p:\id  for  losses   $81,316  11  $374  C9 

Deduct  salvages  and  re-insurances   1,578  43   

$79,737  68  $374  09 

Net  amount  paid  for  losses   $80,111  77 

Cash  dividends  actually  paid   17,000  85 

Paid  for  commission  and  brokerage   22,713  45 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   17,648  05 

Amount  paid  for  State,  national  and  local  taxes   4,026  28 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  7,233  53 


Aggregate  expenditures  during  the  year  in  cash   $148,733  93 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $20,190,104  00  $111,142  97 

Expired  and  marked  off  as  terminated  $18,780,096  00  $95,979  30 

In  force  at  the  end  of  the  year                                                          $16,361,099  00  $109,488  94 

Deduct  amount  re-insured                                                                     227,266  00  1,293  13 


Net  amount  in  force   $16,133,833  00       $108,195  81 


Marine  and 

inland  risks.  Premiums. 

Written  or  renewed  during  the  year...   $221,915  00  $5,414  53 


Expired  and  marked  off  as  terminated   $334,005  00  $8,661  03 

In  force  at  the  end  of  the  year   $112,400  00  $4,967  00 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,859,471  00 

Total  losses  paid  from  organization  to  date   1,749,046  07 

Total  cash  dividends  declared  since  the  Company  commenced  business   319,621  50 

Total  amount  of  losses  incurred  during  the  year   80,058  70 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $122,400  00 

Amount  of  fire  premiums  received   1,266  50 

Amount  of  losses  incurred   970  00 

Amount  of  losses  paid   970  00 


1882.J 
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FARMERS'  FIRE  INSURANCE  COMPANY. 


YORK,  PA. 


Incorporated  April  6,  1853. 


Commenced  business  May  16,  1853. 


G.  Edward  Hersh,  Fresident. 


I.  ASSETS. 


David  Strickler,  Secretary. 


Real  estate  owned  by  the  Company,  unincumbered   $22,500  00 

Loans  on  bond  and  mortgage  (first  liens)   61,336  51 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due  (of  which  $8,000  is  in  process  of  foreclosure)   9,350  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $661.26 ; 

interest  accrued  on  bond  and  mortgage  loans,  $972.82;  total   1,634  08 

Value  of  lands  mortgaged   $100,500  00 

Buildings  (insured  for  $17,666)   144,100  00 

Total  value  of  mortgaged  premises   $244,600  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 


Par 
value. 

United  States  bonds   $130,000  00 

Other  stocks  and  bonds   116,775  00 


Market 
value. 
$117,537  50 
124,625  00 

Total  par  and  market  value   $246,775  00     $272,162  50 


Loam  on  Stock  Collaterals. 


Par 
value. 

$3,300  00 


Market 
value. 

$S,802  50 


Amount 
loaned. 

$6,0.50  00 


Cash  belonging  to  the  Company  deposited  in  bank  

Interest  due  and  accrued  on  collateral  loans  

Premiums  in  due  course  of  collection    

All  other  property,  viz.,  rents  due  and  accrued  

Premium  notes  subject  to  assessments   $219,197  52 


272,162  50 


6.050  00 
22,457  81 
95  20 
14,395  70 
150  00 


Aggregate  amount  of  all  actual  available  assets   $410,131  80 


Items  not  Admitted  as  Assets. 
Premiums  more  than  three  months  due   $1,706  27 


IX.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  dne   $4. 974  12 

Losses  unadjusted,  including  all  reported  and  supposod  losses   4,6%  13 

Losses  resisted,  including  interest,  costs  and  expenses   2,370  no 

Net  amount  of  all  unpaid  losses  and  claims  


$12,040  25 
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Unearned  premiums  at  .r>0  per  cent,  of  premiums  on  cash  rate  fire  risks 

under  one  year   $73,087  13 

Unearned  premiums,  pro  rata,  on  cash  rate  fire  risks  running  more  than  one 

year   118,130  95 


Total  unearned  premiums  as  computed  above   $191,218  13 

Amount  reclaimable  on  perpetual  fire  policies.     4,749  96 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   43  44 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments,  2,000  00 


Total  liabilities,  except  net  surplus   $210,051  78 

Surplus  beyond  all  liabilities   200,080  02 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $410,1 31  80 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $15,193  42 

Net  collected   §15,198  42 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   $252,287  70 

Total   $267,486  12 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   14,395  70 

Entire  premiums  collected  during  the  year   $253,090  42 

Deduct  re-insnrance,  rebate,  abatement  and  return  premiums.    21,801  58 

Net  cash  actually  received  for  premiums   $231,288  84 

Interest  received  on  bonds  and  mortgages   4,352  77 

Interest  and  dividends  received  from  all  other  sources   11,985  47 

Income  from  all  other  sources,  viz.,  rent,  $396  50  ;  additional  premium 

permits,  &c,  $894.99;  total   1,291  49 

Aggregate  income  received  during  the  year  in  cash   $248,918  57 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Net  amount  paid  for  losses  (all  fire)   $118,014  36 

Fremiums  paid  on  bonds  purchased   8,100  00 

Paid  for  commission  and  brokerage   47,507  99 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   13,622  85 

Amount  paid  for  State,  national  and  local  taxes   4,568  55 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  12,389  04 

Aggregate  expenditures  during  the  year  in  cash   $204,202  79 


V.  MISCELLANEOUS. 

Jlisks  and  Premiums. 

Premium 

Fire  risks.  Premiums.  notes. 

Written  or  renewed  during  the  year                                          $22,499,921  00  $252,287  70  $42,616  70 

Expired  and  marked  off  as  terminated  $23,715,107  00  $259,844  01  $99,699  27 

In  force  at  the  end  of  the  year                                        $3S,246.291  W  $139,553  90  $219,197  52 

Deduct  amount  re-insured                                                88,404  00  788  68   


M  amount  in  force   888,157,887  00       $13*,«15  22 

Perpetual  risks..   15S.125  00  M00  80 

Tot.il   ^,316,012  00       1*48,816  02 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $4,122,503  99 

Total  losses  paid  from  organization  to  date   2,596,309  21 

Total  amount  of  losses  incurred  during  the  year   115,815  15 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $563,371  00 

Amount  of  fire  premiums  received   5,686  29 

Amount  of  losses  incurred   2,184  38 

Amount  of  losses  paid   2,184  38 


FARRAGUT  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 
Incorporated  January  29,  1872.         Commenced  business  January  30,  1872. 
John  M.  Furman,  President.  Samuel  Darbee,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $6,000  00 

Loans  on  bond  and  mortgage  (first  liens)   21,500  00 

Interest  accrued  on  bond  and  mortgage  loans   213  33 

Value  of  lands  mortgaged   $19,000  00 

Buildings  (insured  for  $19,000)   20,500  00 

Total  value  of  mortgaged  premises   $39,500  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                           $250,000  00  $282,812  50 

■  Other  stocks  and  bonds                                                     50,ooo  00  69,100  00 

Total  par  and  market  value   $300,000  00    $341,912  50 


Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.         value.  loaned. 

$21,450  00       $19,791  .50  $15,600  00 


341,912  50 


15,600  00 


Fire  and  Fire-Marine  Insurance 


[Dec.  31, 


Cash  in  the  Company's  principal  office  in  currency   $.r>04  S6 

<'K*th  belonging  to  the  Company  deposited  in  bank   19,0t">8  <)? 

Total  amount  of  cash  items   $19,573  83 

Interest  due  and  accrued  on  collateral  loans   114  00 

Premiums  in  due  course  of  collection..   12,169  98 

All  other  property,  viz.,  rents  due  and  accrued   134  67 


Aggregate  amount  of  all  actual  available  assets   $417,218  31 


Items  Not  Admitted  as  Assets. 

Office  furniture,  fixtures,  &c   $1,000  00 

Premiums  more  than  three  months  due   179  70 

$1,179  70 


II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   $2,946  63 

Losses  unadjusted,  including  all  reported  and  supposed  losses  ,   7,420  98 

Losses  resisted,  including  interest,  costs  and  expenses   2,812  50 

Net  amount  of  all  unpaid  losses  and  claims   $13,180  11 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $70,073  29 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   19,575  02 

Total  unearned  premiums  as  computed  above.   89,648  31 

Salaries  and  other  miscellaneous  expenses  due  and  accrued  ,   2,125  00 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 
$900 ;  commissions  and  other  charges  due  and  to  become  due 

to  agents  and  brokers,  $1,163  28  ;  total   2,063  28 

Total  liabilities,  except  capital  and  net  surplus   $107,016  70 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   110,201  61 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus. . .  $417,218  31 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Cross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  hhown  by  that  year's  statement   $12,188  04 

Deduct  amount  of  same  not  collected   440  32 

Net  collected   $11,747  72 

Cross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   172,998  88 

Total   $184,746  60 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   12,169  98 

Entire  premiums  collected  during  the  year   $172,576  62 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   14,141  79 

Net  cash  actually  received  for  premiums   $158,434  83 

Interest  received  on  bonds  and  mortgages   1,037  08 

Intere&t  and  dividends  received  from  all  other  sources   14,541  69 

Income  from  all  other  sources,  viz.,  rent,  $1,206.22;  profit  and  loss 

account,  $170.09;  total   1,376  31 

Aggregate  income  received  during  the  year  in  cash   $175,389  91 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Net  amount  paid  for  losses  (all  fire)   $89,609  91 

Cash  dividends  actually  paid   24,000  00 

Paid  for  commission  and  brokerage   26,092  72 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   22,260  00 

Amount  paid  for  State,  national  and  local  taxes   4,035  52 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  19,112  85 

Aggregate  expenditures  during  the  year  in  cash   $185,111  00 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $31,288,626  00  $172,998  88 

Expired  and  marked  off  as  terminated  $30,338,109  00  $163,697  81 

In  force  at  the  end  of  the  year  $31,960,896  00  $183,202  95 

Deduct  amount  re-insured                                                               1,132,461  00  4,701  64 

Net  amount  in  force  $30,828,435  00  $178,501  31 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,548,509  63 

Total  losses  paid  from  organization  to  date   585,030  60 

Total  cash  dividends  declared  since  the  Company  commenced  business   270,000  00 

Total  amount  of  losses  incurred  during  the  year   84,032  72 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $139,380  00 

Amount  of  fire  premiums  received   1,441  45 

Amount  of  losses  incurred   297  80 

Amount  of  losses  paid   297  80 
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FIDELITY  AND  CASUALTY  INSURANCE  COMPANY. 


NEW  YORK  CITY. 


Incorporated  March  20,  1876. 
William  M.  Richards,  President. 


United  States  b 


Cash  in  the  Company's  principal  office  in  currency  

Cash  belonging  to  the  Company  deposited  in  bank  

Total  amount  of  cash  items  

Interest  due  and  accrued  on  collateral  loans, 
Premiums  in  due  course  of  collection  


Commenced  business  May  1,  1876. 


John  M.  Crane,  Secretary^ 


,962  00 


89,474  27 

$12,541  75 
5,578  93 

T~~         18,120  68 

  86  75 

  36,986  44 


$106,730  11 


Aggregate  amount  of  all  actual  available  assets. 


Capital  stock  authorized,  $250,000. 
Capital  actually  paid  in,  $250,000. 


I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

  $250,500  00     $261,962  00 

§261 


Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$102,100  00     $106,317  00  $39,474  27 


Items  not  Admitted  as  Assets. 

Bills  receivable   |900  61 

L  •<!_"  r  b;i!:tnrea   897  27 

furniture,  etc   1,000  00 

Salvage  property   |(960  57 

|l,748  45 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $1,7*6  9.1 

Loeeee  unadjusted,  including  all  reported  and  supposed  losses   2,135  95 

^.ossea  resisted,  including  interest,  costs  and  expenses   7,000  00 

&et  amount  of  all  unpaid  losses  and  claims    f  10,922  85 
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Gross  premiums  received  and  receivable  upon  all  unexpired  risks  run- 
ning one  year  or  less  from  date  of  policy  : 

Fidelity,  premiums                 $17, 786  76;  unearned  portion  (50  per  cent.)   $23,893  3S 

Plate  glass,  premiums               42,492.70;  unearned  portion  (50  per  cent.)   21,246  35 

Steam  boiler,  premiums            29,738  81;  unearned  portion  (50  per  cent.)   14/69  40 

Accident,  premiums                111,902.82;  unearned  portion  (50  per  cent.)   55,951  41 

Total  unearned  premiums  as  computed  above   $115,960  54 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   1,016  08 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   10,972  79 

Total  liabilities,  except  capital  and  net  surplus   $138,872  26 

Joint  stock  capital  paid  up  in  cash   250,000  00 

Surplus  beyond  all  liabilities   17,857  90 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $406,730  11 


III.  INCOME  DURING  THE  YEAR. 

Fidelity  Plate  glass  Steam  boiler  Accident 

risks.  ri&ks.  risks.  risks. 

Entire  premiums  collected  during 

the  year                                     $48,919  75  $12,142  26  $29,409  24  $167,071  S3 

Deduct  re-insurance,  rebate,  abate- 
ment and  return  premiums             3,201  81  1,503  49  802  33  12,252  21 

$45,717  94       $40,638  77      $28,606  91     $154,S19  62 

Net  cash  actually  received  for  premiums   $269,783  24 

Interest  and  dividends  received  from  all  other  sources   11,695  72 

Aggregate  income  received  during  the  year  in  cash   $281,478  96 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Fidelity  Plate  glass  Steam  boiler  Accident 

risks.  risks,           risks.  risks. 

Gross  amount  paid  for  losses                $5,867  40  $15,523  81        $7,240  89  $52,3(5  94 

Deduct  salvages  and  re-insurances..        747  51  765  9"i    2,526  21 


$5,119  89       $14,757  86        $7,240  89      $59,819  73 


Net  amount  paid  for  losses.'   $86,938  37 

Cash  dividends  actually  paid   20,000  00 

Paid  for  commission  and  brokerage   70,251  39 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   30,341  96 

Amount  paid  for  State,  national  and  local  taxes  '   4,584  41 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  33,380  70 


Aggregate  expenditures  during  the  year  in  cash   $245,496  83 


V.  MISCELLANEOUS. 
Risks  and  Premiums. 

Fidelity  risks.  Premiums. 


Written  or  renewed  during  the  year   $7,392,809  00  $62,360  54 

Expired  and  marked  off  an  terminated   S3.952.899  00  $34,128  09 

In  force  at  the  end  of  the  year   $5,803  750  00  |I8,674  30 

Deduct  amount  re-insurcd   100,000  oo  S87  54 

Net  amount  in  force   *>,702,750  00  $17,786  76 
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Plate  glass 
risks. 

Premiums. 

$18,638  22 

$38,476  46 

$42,532  55 
39  85 

$42,492  70 

Steam  boiler 
risks. 

Premiums. 

$33,201  55 

$25,538  26 

$29,738  81 

Accident  risks. 

Premiums. 

$214,320  27 

$210,165  28 

$118,024  63 
6,121  81 

$111,902  82 

$231,921  09 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $708,897  44 

Total  losses  paid  from  organization  to  date   227,533  62 

Total  cash  dividends  declared  since  the  Company  commenced  business   20,000  00 

Total  amount  of  losses  iucurred  during  the  year   86,938  37 


Business  in  the  State  of  New  Jersey  During  the  Year. 


Gross  premiums  Losses 

Risks  written.        on  same.  incurred.         Losses  paid. 

Plate  glass   $2,299  40         $60  72   

Steam  boiler   49,000  00  244  50   

Accident                                  516,880  00       6,163  75  $2,668  10      $2,668  10 


Aggregate  $568,179  40      $6,468  97      $2,668  10      $2,668  10 
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FIRE  ASSOCIATION. 


PHILADELPHIA,  PA. 
Incorporated  March  20,  1820.  Commenced  business  September  1,  1817. 

A.  Louden  Snowdef,  President.  Jacob  H.  Lex,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $500,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $90,300  00 

Loans  on  bond  and  mortgage  (first  liens)   874,410  94 

Loans  on  bond  and  mortgage  upon  wbich  more  than  one  year's  inter- 
est is  due  (of  which  $6,906.67  is  in  process  of  foreclosure)   6,906  67 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $6,950.28 ;  in- 
terest accrued  on  bond  and  mortgage  loans,  $11,018.96;  total   17,969  24 

Value  of  lands  mortgaged  $1,427,650  00 

Buildings  (insured  for  $712,460)   876,050  00 

Total  value  of  mortgaged  premises  $2,303,700  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 

value.  value. 

United  States  bonds                                                           $175,000  00  $550,750  00 

Other  stocks  and  bonds                                                      1,948,950  00  2,415,127  50 


Total  par  and  market  value  $2,423,950  00  $2,965,877  50 


2,965,877  50 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$122,750  00     $134,330  00      $87,650  00 


87,650  00 

Cash  in  the  Company's  principal  office  in  currency   $19,353  81 

Cash  belonging  to  the  Company  deposited  in  bank  M   127,633  57 


Total  amount  of  cash  items   146,987  38 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   34,359  50 

Interest  due  and  accrued  on  collateral  loans   1,149  17 

Premiums  in  due  course  of  collection   112,870  73 

All  other  property,  viz.,  rents  due  and  accrued   750  00 


Aggregate  amount  of  all  actual  available  assets   $4,339,231  13 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  duo  and  to  become  due   $99,301  58 

Losses  unadjusted,  ine'uding  all  reported  and  supposed  Josses   117,*i25  00 

Losse-  resisted,  including  interest,  costs  and  expenses   10,999  00 

Total   $227,925  58 

Deduct  re-iusuranco  thereon   14,402  17 

Net  amount  of  all  unpaid  losses  and  claims   $213,523  41 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $511,005  60 

Unearned  premiums, pro  rata,  on  fire  risks  running  more  than  one  year....    409,304  17 

Total  unearned  premiums  as  computed  above   920,909  77 

Amount  reclaimable  on  perpetual  fire  policies   1,782,761  11 

Total  liabilities,  except  capital  and  net  surplus   $2,917,194  29 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities....   922,036  84 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $4,339,231  13 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  hills  in  course  of  collection  at  close  of  last  previ- 
ous year,  as  shown  by  that  year's  statement   $101,917  77 

Net  collected   §101,917  77 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

ri=ks  and  premium  exhibit  1,716,788  12 

Total  $1,818,705  89 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   112,870  73 

Entire  premiums  collected  during  the  year  $1,705,835  16 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   237,062  92 

Net  cash  actually  received  for  premiums   $1,468,772  24 

Interest  received  on  bonds  and  mortgages   58,993  50 

Interest  and  dividends  received  from  all  other  sources   160,064  64 

Income  from  all  other  sources,  viz.,  rent,  $1,763.21;  policy  fees,  &c, 

$4,955;  State  tax,  $567.42;  miscellaneous,  $123.15 ;  total   10,408  81 

Aggregate  income  received  during  the  year  in  cash   $1,698,239  19 

IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses  $1,104,136  24 

Deduct  salvages  and  re-insurances   16,b79  32 

Net  amount  paid  for  losses   $1,087,456  92 

Cash  dividends  actually  paid   200,000  00 

Paid  for  commission  and  brokerage   355,360  8'J 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   67,093  97 

Amount  paid  lor  State,  national  and  local  taxes   46,680  35 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  23,469  04 

Aggregate  expenditures  during  the  year  in  cash   $1,780,061  17 

V.  MISCELLANEOUS. 

liisks  and  Premiums. 

Fire  risks.  Premiums. 

Writt-n  or  renewed  during  the  year  1139,936,167  00  $1,716,788  12 

Expired  and  marked  ofT  as  terminated  1137,303,174  00  $1,540,774  91 

In  forro  Hf  tii-  end  of  the  year  6215,323,992  00     $3,710,899  84 

Deduct  amount  re-insured  ..     4,572,001  00  59,019  32 

Net  amount  in  force  1210,751,991  00     §3,651,880  52 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $14,201,234  00 

Total  losses  paid  from  organization  to  date   7,089,083  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   2,379,762  00 

Total  amount  of  losses  incurred  during  the  year   1,141,338  33 


Business  in  the  State  of  New  Jersey  during  the  Year. 

Amount  of  fire  risks  written   $5,462,812  00 

Amount  of  fire  premiums  received  ,   52,484  44 

Amount  of  losses  incurred   26,432  88 

Amount  of  losses  paid   35,702  96 


FIRE  INSURANCE  COMPANY  OF  NORTHAMPTON 

COUNTY. 


EASTON,  PA. 

Incorporated  March  12,  1830.  Commenced  business  June  26,  1830. 

.John  Maxwell,  President.  George  W.  Stout,  Secretary. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $10,000  00 

Loans  on  bond  and  mortgage  (first  liens)   52,506  34 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due   2,700  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,002;  in- 
terest accrued  on  bond  and  mortgage  loans,  $884.19 ;  total. a   1,886  19 

Value  of  lands  mortgaged   $so,000  00 

Buildings  (insured  for  $11,636)  69,000  00 

Total  value  of  mortgaged  premises   $149,000  00 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 
^28,100  00       $31,000  06 

31,000  00 

Cash  belonging  to  the  Company  deposited  in  bank   2,335  21 

All  other  property,  viz.,  rents  due  and  accrued,  $125;  promissory 

notes  with  security,  $49,005.57;  total   49,130  57 

Aggregate  amount  of  all  actual  available  assets   $149,558  31 
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II.  LIABILITIES. 

Unearned  premiums.. m   $123,679  71 

Total  liabilities,  except  net  surplus   $123,679  71 

Surplus  beyond  all  liabilities   25,878  60 

Aggregate  liabilities,  including  net  surplus   $149,558  31 

III.  INCOME  DURING  THE  YEAR. 

Net  cash  actually  received  for  premiums  or  deposits   $30,867  39 

Interest  received  on  bonds  and  mortgages   2,586  10 

Interest  and  dividends  received  from  all  other  sources   5,934  81 

Income  from  all  other  sources,  viz.,  rent   300  00 

Aggregate  income  received  during  the  year  in  cash   $39,688  30 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  losses   $6,973  27 

Deposits  returned  to  members   29,069  37 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   1,975  00 

Amount  paid  for  State,  national  and  local  taxes   214  61 

All  other  payments   175  15 


Aggregate  expenditures  during  the  year  in  cash   $38,227  40 


V.  MISCELLANEOUS. 

Risks  and  Premiums 

Written  or  renewed  during  the  year  -  

Expired  and  marked  off  as  terminated  , 

Net  amount  in  force  


Fire  risks.  Premiums. 

11,432,122  00  $30,867  39 

$1,357,574  00  $29,069  37 

$5,903,607  96  $123,679  71 


General  Interrogatories. 

Total  deposits  received  for  the  last  fifteen  years  ~   $453,350  86 

Total  losses  paid  from  organization  to  date  ~   360,691  74 

Total  amount  of  losses  incurred  during  the  year   6,793  27 


Business  in  the  State  of  New  Jersey  During  the  Year, 

Amount  of  fire  risks  written   $33,832  00 

Amount  of  fire  premiums  received   1,C58  51 

Amount  of  losses  incurred   •        2,457  50 

Amount  of  losses  paid   2,457  50- 
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FIRST  NATIONAL  FIRE  INSURANCE  COMPANY. 


WORCESTER,  MASS. 

Incorporated  April,  1868.  Commenced  business  January  1,  1869. 

Charles  B.  Platt,  President  R.  James  Talman,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  §200,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $126,531  50 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due   1,500  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $610.80;  in- 
terest accrued  on  bond  and  mortgage  loans,  $1,668.38;  total   2,279  18 

Value  of  lands  mortgaged  \  49fiQ  ftnn  n. 

Buildings  (insured  for  $73,530)  /  ^y.»uo  03 


Stocks,  Bonds,  etc.,  Owned  by  the  Company, 

Par  Market 

value.  value. 

United  States  bonds   $3,000  00  $3,573  75 

Other  stocks  and  bonds   85,000  00  108,990  00 

Total  par  and  market  value   $88,000  00     $112,563  75 


112,563  75 

Cash  in  the  Company's  principal  office  in  currency   $2,671  42 

Cash  belonging  to  the  Company  deposited  in  bank   17,941  13 

Total  amount  of  cash  items   20,615  55 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   657  91 

Premiums  in  due  course  of  collection   9,923  64 

All  other  property   19  44 


Aggregate  amount  of  all  actual  available  assets   $274,090  97 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $12,380  02 

Losses  unadjusted,  including  all  reported  and  supposed  losses   10,530  00 

Total    |22,910  12 

Deduct  re-insurance  thereon   726  81 

Net  amount  of  all  unpaid  losses  and  claims   $21,183  21 
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Unearned  premiums,  lit  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $26,675  07 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   14,619  32 

Total  unearned  premiums  as  computed  above   $11,294  39 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers..'  »   1,984  72 

Total  liabilities,  except  capital  and  net  surplus   $64,462  32 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   9,628  65 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $274,090  97 


III.  INCOME  DURING  THE  TEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 


year,  as  shown  by  that  year's  statement   $13,931  43 

Net  collected   $13,931  43 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   103,278  92 


Total   $117,210  35 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   9,923  24 

Entire  premiums  collected  during  the  year   $107,287  11 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   18,891  00 


Net  cash  actually  received  for  premiums   $88,396  11 

Interest  received  on  bonds  and  mortgages   6,932  65 

Interest  and  dividends  received  from  all  other  sources   6,701  62 

Income  from  all  oilier  sources,  viz.,  agency  commissions,  $3,000  ;  profit 

on  sale  of  land,  $800  ;  total   3,800  00 


Aggregate  income  received  during  the  year  in  cash   $105,830  38 


IV.  EXPENDITURES  LURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses  .,   $76,199  74 

Deduct  salvages  and  re-insurances     5,684  51 


Net  amount  paid  for  losses   $70,515  23 

Cash  dividends  actually  paid   6,000  00 

Paid  for  commission  and  brokerage   20,332  06 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   6,500  00 

Amount  paid  for  State,  national  and  local  taxes   5,121  27 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  5,074  45 


Aggregate  expenditures  during  the  year  in  cash   $113,543  01 


V.  MISCELLANEOUS. 

RUkt  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  taring  the  yoar                                                             $^,712,473  00  $103,278  92 


00 

$109,778  98 

00 

$91,059  24 

00 

10,482  25 

00 

$83,576  99 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,669,835  48 

Total  losses  paid  from  organization  to  date   1,071,642  01 

Total  cash  dividends  declared  since  the  Company  commenced  business   98,000  00 

Total  amount  of  losses  incurred  during  the  year   83,230  29 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $115,177  00 

Amount  of  fire  premiums  received  '.  1,820  66 

Amount  of  losses  incurred   2,086  76 

Amount  of  losses  paid   86  76 


FRANKLIN  FIRE  INSURANCE  COMPANY. 


PHILADELPHIA,  PA. 

*  Incorporated  April  22,  1829.  Commenced  business  June,  1829. 

James  W.  McAllister,  President.  Ezra  T.  Cresson,  Secretary. 

Capital  stock  authorized,  $400,000. 
Capital  actually  paid  in,  $400,000. 

i.  assets. 

Real  estate  owned  by  the  Company,  unincumbered   $648,200  00 

Loans  on  bond  and  mortgage  (first  liens)   1,227,535  84 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $3,772.79  j  in- 
terest accrued  on  bond  and  mortgage  loans,  $  18,366.79  ;  total   22,139  58 

Value  of  lands  mortgaged  \  <s9  „nq  qq*  m 

Buildings  (insured  for  $1,309,321)  J   ww,w  w 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                          $11,300  00  $43,066  85 

Other  stocks  and  bonds                                                     321.4(H)  00  860,188  00 

Total  par  and  market  value                                        $362,900  00  $409,239  25 

Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$613,200  00     $733,725  00     $567,300  00 


409,239  25 


567,300  00 
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Cash  in  the  Company's  principal  office  in  currency   $3,829  60 

Cash  belonging  to  the  Company  deposited  in  bank   154,457  80 


Total  amount  of  cash  items   $158,287  40 

Interest  due  and  accrued  on  collateral  loans   2,424  32 

Premiums  in  due  course  of  collection   51,154  44 

All  other  property,  viz.,  re-insurance  deposit  premiums   356  25 


Aggregate  amount  of  all  actual  available  assets   $3,086,637  08 


II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   $8,870  90 

Losses  unadjusted,  including  all  reported  and  supposed  losses   22,493  27 


Net  amount  of  all  unpaid  losses  and  claims   $31,364  17 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $185,9(2  51 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         251,004  94 


Total  unearned  premiums  as  computed  above   436,947  45 

Amount  reclaimable  on  perpetual  fire  policies   1,359,796  16 

Cash  dividends  to  stockholders  remaining  unpaid   1,012  00 


Total  liabilities,  except  capital  and  net  surplus   $1,829,119  78 

Joint  stock  capital  paid  up  in  cash   400,000  00 

Surplus  beyond  all  liabilities   857,517  30 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $3,086,637  08 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Entire  premiums  collected  during  the  year   $576,316  32 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   60,922  26 

Net  cash  actually  received  for  premiums.   $515,394  06 

Interest  received  on  bonds  and  mortgages   108,302  67 

Interest  and  dividends  received  from  all  other  sources   20,708  41 

Income  from  all  other  sources,  viz.,  rent,  $32,292.01  ;  policies  and 

transfers,  $2,563.50;    commissions,  $1,835.57;    surveys,  $455; 

miscellaneous,  $157.47;  total   37,303  55 

Deposit  premiums  received  for  perpetual  risks   $30,850  11 

Aggregate  income  received  during  the  year  in  cash   $681,708  69 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  losses  (all  fire)   $366,074  02 

Cash  dividends  actually  paid   117,604  00 

Paid  for  commission  and  brokerage   72,073  57 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   52,515  66 

Amount  paid  for  .State,  national  and  local  taxes   36,371  97 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  re- 
pairs to  real  estate,  etc   96,779  63 

Deposit  premiums  returned  on  perpetual  fire  rinks  -         $19,741  04 


Aggregate  expenditures  during  the  year  in  cash 


$741,418  85 
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V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                          $57,445,807  00  $610,594  22 

Expired  and  marked  off  as  terminated                                                $58,840,415  00  $647,678  36 

In  force  at  the  end  of  the  year  $137,149,204  00  $2,348,567  02 

Deduct  amount  re-insured                                                                 320,564  00  2,819  96 

Net  amount  in  force  $136,828,640  00  $2,345,737  06 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $22,447,956  11 

Total  losses  paid  from  organization  to  date   12,458,549  06 

Total  cash  dividends  declared  since  the  Company  commenced  business   4,204,000  00 

Total  amount  of  losses  incurred  during  the  year   355,968  98 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $  1,179,290  60 

Amount  of  fire  premiums  received   9,202  27 

Amount  of  losses  incurred   7,919  62 

Amount  of  losses  paid   7,919  62 


GERMAN  AMERICAN  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  March  7,  1872.  Commenced  business  March  7,  1872. 

Ejiil  Oelbermann,  President.  James  A.  Silvey,  Secretary. 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $1,000,000. 

I.  ASSETS. 

Stocks ,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds  $1,880,000  00  $2,211,525  00 

Other  stocks  and  bonds                                                      1,066,000  00  1,233,052  50 

Total  par  and  market  value  $2,946,000  00  $3,444,577  50 

$3,444,577  50 

Cash  in  the  Company's  principal  office  in  currency   $4,431  07 

Cash  belonging  to  the  Company  deposited  in  bank   151,302  06 

Total  amount  of  cash  items   155,733  13 


142               Fire  and  Fire-Marine  Insurance  [Dec.  31, 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value    $2,000  00 

Premiums  in  due  course  of  collection   99,715  59 

Aggregate  amount  of  all  actual  available  assets   $3,702,026  22 

Items  not  Admitted  as  Assets. 
Premiums  more  than  three  months  due   $2,248  51 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due  ~   §">5,386  42 

Losses  unadjusted,  including  all  reported  and  supposed  losses   80.145  60 

Losses  resisted,  including  interest,  costs  and  expenses   8,824  76 

Total   $144,356  68 

Deduct  re-insurance  thereon..  ,   11,070  69 

Net  amount  of  all  unpaid  losses  and  claims     $133,285  99 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $585,203  86 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year....    444,191  57 

Total  unearned  premiums  as  computed  above   1,029,935  43 

All  other  demands  against  the  Company   22,015  13 

Total  liabilities,  except  capital  and  net  surplus  :   $1,184,696  55 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   1,517,329  67 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $3,702,026  22 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $101,535  05 

Net  collected   $101,535  05 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   1,749,208  92 

Total  $1,850,743  97 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   99,715  5y 

Entire  premiums  collected  during  the  year  $1,751,028  38 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   261,906  40 

Net  cash  actually  received  for  premiums   $1,489,121  98 

Interest  and  dividends  received  from  all  other  sources   133,393  34 

Aggregate  income  received  during  the  year  in  cash   $1,622,515  32 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

|81MS1  64 
4'.',  172  11 


Net  amount  paid  for  losses   $765,909  53 

Cash  dividends  actually  paid   120,000  00 

Paid  for  commission  and  brokerage   215,329  50 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   122,976  52 

Amount  paid  for  State,  national  and  local  taxes   37,919  94 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  130,777  71 


Aggregate  expenditures  during  the  year  in  cash   $1,392,913  20 


Gross  amount  paid  for  lOMM  

Deduct  salvages  and  re-insurances. 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $188,131,696  00  $1,749,208  92 

Expired  and  marked  off  as  terminated  $157,871,743  00  $1,488,717  31 

In  force  at  the  end  of  the  year  $240,740,472  00  $2,057,2:5  20 

Deduct  amount  re-insured                                                                  7,137,983  00  82,779  56 

Net  amount  in  force  $233,602,489  00  $1,974,435  64 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $11,479,212  65 

Total  losses  paid  from  organization  to  date   5,106,178  62 

Total  cash  dividends  declared  since  the  Company  commenced  business   980,000  00 

Total  amount  of  losses  incurred  during  the  year   795,518  59* 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written...   $12,657,191  00 

Amount  of  fire  premiums  received  s   71,558  21 

Amount  of  losses  incurred   44,593  07 

Amount  of  losses  paid   34,769  03 


GERMANIA  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  March,  1859.  .        Commenced  business  March,  1859. 

Rudolph  Garrkjue,  President.  Hugo  Schumann,  Secretary, 

Capital  stock  authorized,  $1,000,000. 
Capital  actualTy  paid  in,  $1,000,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Companj^,  unincumbered   $101,379  67 

Loans  on  bond  and  mortgage  (first  liens)   217,100  00 

Interest  due  and  unpaid  on  bond   and  mortgage  loans,  $30.00; 

interest  accrued  on  bond  and  mortgage  loans,  $6,180.93;  total....  6,210  93 

Value  of  lands  mortgaged   $209,800  00 

Buildings  (insured  for  $220,350)  -   281,950  00 

Total  value  of  mortgaged  premises   $441,750  00 
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Stocks,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 
value.  value. 

United  States  bonds  $1,375,000  00  $1,627,437  50 

Other  stocks  and  bonds   25,000  00        30,200  00 


Total  par  and  market  value  $1,400,000  00  $1,657,637  50 


Loans  on  Stock  Collaterals. 


$1,657,637  50 


Par  Market  Amount 

value.  value.  loaned. 

$16,500  00       $18,830  00      $15,550  00 


15,550  00 

Cash  Id  the  Company's  principal  office  in  currency   $14,712  23 

Cash  belonging  to  the  Company  deposited  in  bank   130,500  81 

Total  amount  of  cash  items   145,213  04 

Interest  due  and  accrued  on  collateral  loans   388  64 

Premiums  in  due  course  of  collection   4,197  54 

All  other  property,  viz  ,  rents  accrued,  $1,025;  balance  in  hands  of 

agents  and  branch  offices  in  course  of  transmission,  $107,455.19; 

deposited  with  treasurer  of  State  of  Mississippi,  $7,500;  total   118,980  19 

Aggregate  amount  of  all  actual  available  assets   $2,566,657  51 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $10,046  21 

Losses  unadjusted,  including  all  reported  and  supposed  losses   88,975  14 

Losses  resisted,  including  interest,  costs  and  expenses   24,177  63 


Net  amount  of  all  unpaid  losses  and  claims   $123,198  98 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $153,101  00 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         239,444  29 

Total  unearned  premiums  as  computed  above   692,545  29 

To  become  due  for  borrowed  money  on  mortgage   1,750  00 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments,  6,550  27 

Total  liabilities,  except  capital  and  net  surplus   $824,044  54 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   742,612  97 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $3,566,657  51 


III.  INCOME  DURING  THE  YEAE. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $4,013  34 

Net  collected   $4,043  3 4 

Gross  premiums  on  rinks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   1,279,496  47 

Total  $1,283,539  81 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   4,197  54 

Entire  premiums  collected  during  the  year  $1,279,34  2  27 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   133,267  03 

Net  cash  actually  received  for  premiums   $1,146,075  24 

Interest  received  on  bonds  and  mortgages   18,446  29 

Interest  and  dividends  received  from  all  other  sources   83,711  56 

Aggregate  income  received  during  the  year  in  cash   $1,248,233  09 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $578,568  45 

Deduct  salvages  and  re-insurances  ,   6,471  60 

Net  amount  paid  for  losses   $572,096  85 

Cash  dividends  actually  paid   100,000  00 

Paid  for  commission  and  brokerage   216,327  44 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   66,901  21 

Amount  paid  for  State,  national  and  local  taxes   26,949  77 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  146,476  01 

♦   Aggregate  expenditures  during  the  year  in  cash   $1,128,751  28 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $145,920,689  00  $1,279,496  47 

Expired  and  marked  off  as  terminated  $121,204,360  00  $1,048,787  42 

In  force  at  the  end  of  the  year  $137,573,120  00  $1,344,861  86 

Deduct  amount  re-insured                                                               1,630,318  00  16.400  12 

Net  amount  in  force  $135,942,S01  00  $1,328,461  74 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $14,251,294  22 

Total  losses  paid  from  organization  to  date   6,591,309  73 

Total  cash  dividends  declared  since  the  Company  re-commenced  business   1,401,000  00 

Total  amount  of  losses  incurred  during  the  year   637,759  13 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $7,767,574  00 

Amount  of  fire  premiums  received   42,641  92 

Amount  of  losses  incurred   20,678  07 

.Amount  of  losses  paid   19,971  38 

10 
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GIRARD  FIRE  AND  MARINE  INSURANCE  COMPANY. 


PHILADELPHIA,  PA. 

Incorporated  March,  1853.  Commenced  business  May,  1853. 

Alfred  S.  Gillett,  President.  Edwin  F.  Merrill,  Secretary, 

Capital  stock  authorized,  $300,000. 
Capital  actually  paid  in,  •? 300,000. 


Real  estate  owned  by  the  Company,  unincumbered   $333,800  00 

Loans  on  bond  and  mortgage  (first  liens)   431,183  32 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,333;  in- 
terest accrued  on  bond  and  mortgage  loans,  $6,872  66  ;  total   8,205  66 

Value  of  lauds  mortgaged   \   41  ~9n  ,Qft  ^ 

Buildings  (insured  for  £265,975)  /   ?l  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                             $142*500  00  $169,970  00 

Otiie.  stocks  a:id  bonds                                                            131,100  00  149,967  50 

Total  par  and  market  value   $273,600  00     $309,937  50 


Loans  on  Stock  Collaterals. 


Tar  Market  Amount 

value.  value. 
*17,100  00       £23,000  00, 


ik>     ^13,450  (Ml 


309,937  50 


13,450  00 


Cash  in  the  Company's  principal  office  in  currency   ?  2,438  21 

Cneh  belonging  to  the  Company  deposited  in  bank  >5,913  84 

Total  amount  of  cash  items   58,352  05 

Interest  due  and  accrued  on  stocks  owned,  not  include  in  market 

value    886  25 

Interest  due  and  accrued  on  collateral  loans   284  64 

Premiums  in  due  course  of  collection   45,066  42 

All  other  property,  viz.,  rents  due  and  accrued,  $2,313.54;  amount 

deposited    for   perpetual    insurance    on    Company's  building, 

$2,065.50;  temporary  loans  secured  by  real  estate,  $3,100;  total,  7,479  04 

Aggregate  amount  of  all  actual  available  assets   $1,208,644  88 


II.  LIABILITIES. 

Loeses  unadjusted.  Including  all  reported  and  supposed  losses   $26,261  15 

2set  amount  of  all  unpaid  losses  and  claims   $26,261  15 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $118,295  82 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          108,244  38 

Total  unearned  premiums  as  computed  above   |226,540  20 

Amount  reclaimable  on  perpetual  fire  policies   110,623  53 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   376  60 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 
$338.33 ;  commissions  and  other  charges  due  and  to  become  due 
to  agents  and  brokers,  $7,868.24;  return  premium,  $1,502.35  ;  re- 
insurance, $387  ;  total   10,095  92 


Total  liabilites,  except  capital  and  net  surplus   $373,897  40 

Joint  stock  capital  paid  up  in  cash   300,000  00 

Surplus  beyond  all  liabilities   534,747  48 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $1,208,644  88 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $37,861  14 

Net  collected.,   $37,861  14 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   356,717  82 

Total   $394,578  96 

Deduct  premiums  and  biils  in  course  of  collection  at  this  date   45,066  42 

Entire  premiums  collected  during  the  year..   $349,512  54 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   34,977  24 

Net  cash  actually  received  for  premiums   $314,535  30 

Interest  received  on  bonds  and  mortgages   28,271  91 

Interest  and  dividends  received  from  all  other  sources   13,376  12 

Income  from  all  other  sources,  viz  ,  rent   17,416  71 

Aggregate  income  received  during  the  year  in  cash   $373,600  04 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Fire. 

Gioss  amount  paid  for  losses   $141,376  81 

Deduct  salvages  and  re-insurances   1,860  75 

Net  amount  paid  for  losses   $139,516  06 

Cash  dividends  actually  paid   75,000  00 

Paid  for  commission  and  brokerage   63,412  13 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   35,418  67 

Amount  paid  for  State,  national  and  local  taxes   22,264  87 

All  other  payments,  viz  ,  stationery,  printing,  advertising,  postage,  etc.,  30,737  45 

Aggregate  expenditures  during  the  year  in  cash   $366,349  18 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  rinks.  Premiums. 

Written  or  renewed  during  the  year                                                          $35,969,281  00  $356,887  40 

Expired  and  marked  off  as  terminated  $36,871,829  00  $848,101  73 

In  force  at  the  end  of  the  year                                                        $17,312,339  00  $.568,477  18 

Deduct  amount  re-insured  ,                                                978,582  00  9,928  01 

Net  amount  in  force  $46,333,757  00  $W8,549  17 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $5,744,727  00 

Total  losses  paid  from  organization  to  date   2,511,135  33 

Total  cash  dividends  declared  siuce  the  Company  commenced  business   837,196  00 

Total  amount  of  losses  incurred  dHring  the  year...   147,471  65 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $1,437,173  00 

Amount  of  fire  premiums  received     14,312  01 

Amount  of  losses  incurred   4,924  81 

Amount  of  losses  paid   4,349  81 


GLENS  FALLS  INSURANCE  COMPANY. 


GLENS  FALLS,  N.  Y. 

Incorporated  May,  1849.  Commenced  business  May,  1850. 

B.  M.  Little,  President.  J.  L.  Cunningham,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

L  ASSETS. 

Bfta]  estate  owued  by  the  Company,  unincumbered   $13,400  00 

Loans  on  bond  and  mortgage  (first  liens)   256,686  75 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due   8,000  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,454.34; 

interest  accrued  on  bond  and  mortgage  loans,  $883.73;  total   2,338  07 

Value  of  lands  mortgaged   $318,350  00 

Buildings  (insured  for  $242,600)   303,050  00 

Total  value  of  mortijatced  premises  ..   $621,400  00 

Stocks,  Bonds,  etc  ,  Owned  by  the  Company. 

Par  Market 
value.  vplue. 

United  States  bondd     $510,000  00  $586,550  00 

Bank  stock   10,000  00       15,000  00 


Total  par  and  market  value   $',20,000  00     $601,550  00 


601 ,550  00 
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Amount  loaned  on  stock  collaterals   $225,000  00 

Cash  in  the  Company's  principal  office  in  currency  «     $1,283  75 

Cash  belonging  to  the  Company  deposited  in  bank   77,476  17 

Total  amount  of  cash  items   78,759  92 

Interest  due  and  accrued  on  collateral  loans...   1,C69  58 

Premiums  in  due  course  of  collection   21,925  96 

Aggregate  amount  of  all  actual  available  assets   $1,208,730  28 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $15,031  10 

Losses  unadjusted,  including  all  reported  and  supposed  losses   11,622  00 

Losses  resisted,  including  interest,  costs  and  expenses   4,600  00 

Total   $31,253  10 

Deduct  re-insurances  thereon  „   1,102  07 

Net  amount  of  all  unpaid  losses  and  claims   $30,151  03 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $123,404  79 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         220,865  13 

Total  unearned  premiums  as  computed  above   344,269  92 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  apd  to  become  due  to  agents  and  brokers..   3,423  08 

Total  liabilities,  except  capital  and  net  surplus   $377,844  03 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   630,886  25 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $1,208,730  28 

III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  billfr  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $21,630  52 

Deduct  amount  of  same  not  collected   411  58 

Net  collected   $21.218  94 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   $165,971  87 

Total   $487,190  81 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   22,820  54 

Entire  premiums  collected  during  the  year   $164,370  27 

Deduct  re-insarance,  rebate,  abatement  and  return  premiums   56,172  07 

Net  cash  actually  received  for  premiums  t   $ 408,198  20 

Interest  received  on  bonds  and  mortgages   15,137  22 

interest  and  dividends  received  from  all  other  sources   31,428  03 

Income  from  all  other  sources,  viz.,  rent   286  50 

Aggregate  income  received  during  the  year  in  cash   $ 155,049  95 

IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $189,715  15 

Deduct  salvages  and  re-insurances   2,423  19 

Net  amount  paid  for  losses   $  187,291  9r> 

Cash  dividends  actually  paid   20,000  00 

Paid  for  commission  and  brokerage   75,271  17 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   30,773  24 

Amount  paid  for  State,  national  and  local  taxes   10,992  09 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  35,345  25 


Aggregate  expenditures  during  the  year  in  cash 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                            $46,663,618  00  $465,971  87 

Expired  and  marked  off  as  terminated..                                                  $38,922,912  00  $358,469  17 

In  force  at  the  end  of  the  year                                                          $69,491,315  00  $671,768  79 

Deduct  amount  re-insured                                                                1,123,802  00  15,832  40 

Net  amount  in  force                                                                 $68,367,512  00  $655,936  39 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $5,M£,,000  03 

Total  losses  paid  from  organization  to  date   2,761,172  73 

Total  cash  dividends  declared  since  the  Company  commenced  business   310,000  00 

Total  amount  of  losses  incurred  during  the  year  ,   196,722  93 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $746,098  00 

Amount  of  fire  premiums  received   9,241  32 

Amount  of  losses  incurred   7,337  84 

Amount  of  losses  paid   5,502  04 


GLOBE  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  March,  1863.  Commenced  business  March,  1863. 

Alfred  A.  Reeves,  President.  Edgar  E.  Holle7,  Secretary. 

i 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $40,500  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   240  00 

Value  of  lands  mortgaged   |SAj000  00 

Uuildings  (insured  tor  |  $7,500)   oo 

Total  value  of  mortgaged  premises   §110(000  <>0 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

V:.:ted  States  bonds   iBMXib  00     1100.400  00 

290,450  00 
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Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.         value.  loaned. 
$14,650  00      $18,880  00      $15,000  00 

$15,000  00 

Cash  in  the  Company's  principal  office  in  currency   $7,008  65 

Cash  belonging  to  the  Company  deposited  in  bank   3,898  82 

Total  amount  of  cash  items   10,907  47 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  75  00 

Premiums  in  due  course  of  collection   5,612  95 


Aggregate  amount  of  all  actual  available  assets   $362,785  42 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $988  3"> 

bosses  unadjusted,  including  all  reported  and  supposed  losses   3,590  00 

Net  amount  of  all  unpaid  losses  and  claims   $4,573  35 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year    $35,332  95 

•U nearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year. ...     11,717  90 

Total  unearned  premiums  as  computed  above   47,050  85 

"Salaries  and  other  miscellaneous  expenses  due  and  accrued   1          583  33 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   500  00 


Total  liabilities,  except  capital  and  net  surplus   $52,712  53 

Joint  stock  capital  paid  up  in  cash   200,000  00 

■Surplus  beyond  all  liabilities   110,072  89 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $362,785  42 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

-Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $4,830  77 

Deduct  amount  of  same  not  collected   295  90 

Net  collected   $1,534  87 

•Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risk  and  premium  exhibit   94,952  10 

Total   $99,486  97 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   5,612  95 

Entire  premiums  collected  during  the  year   f 93,874  02 

Deduct  re-insurance,  rebate,  abatement,  and  return  premiums   10,626  52 

Net  cash  actually  received  for  premiums   $83,247  50 

Interest  received  on  bonds  and  mortgages   3,311  16 

Interest  and  dividends  received  from  all  other  sources   13,621  60 

Income  from  all  other  sources   164  46 

income  received  during  the  year  in  cash   $100,344  72 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $79,169  88 

iDcduct  salvages  and  re-insurances   3,570  57 

Net  amount  paid  for  losses   $75,599  31 
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Cash  dividends  actually  paid   $20,000  00 

Paid  for  commission  and  brokerage   13,308  34 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   13,794  00 

Amount  paid  for  State,  national  and  local  taxes   1,400  06 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  8,510  44 

Aggregate  expenditures  during  the  year  in  cash   $132,612  15 


V.  MISCELLANEOUS. 

Jxis/cs  and  Premiums. 

Fire  risks.  Premiums, 

Written  or  renewed  during  the  year                                                             $22,664,166  00  $94,952  10 

Expired  and  marked  off  as  terminated  $20,878,085  00  $91,861  05 

In  force  at  the  end  of  the  year                                                           $22,405,757  00  $101,192  22 

Deduct  amount  re-insured..;                                                             1.303,096  00  8,467  06 

Net  amount  in  force                                                                   $21,102,661  00  $92,725  16 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,758,197  55 

Total  losses  paid  from  organization  to  date   867,121  74 

Total  cash  dividends  declared  since  the  Company  commenced  business   430,000  00 

Total  amount  of  losses  incurred  during  the  year   59,485  41 


.Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $855,008  00 

Amount  of  fire  premiums  received   3,748  01 

Amount  of  losses  incurred   1,796  12 

Amount  of  losses  paid   1,796  12 


GREENWICH  INSURANCE  COMPANY. 


NEW  YORK  CITY. 
Incorporated  May  5,  1834.  Commenced  business  January  1,  1835. 

Samuel  C.  Harriot,  President.  Mason  A.  Stone,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $175,000  00 

Loan?  on  bond  and  mortgage  (first  liens)   38,176  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   275  28- 
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Value  of  lands  mortgaged   $124,500  00 

Buildings  (insured  for  $33,676)   80,000  00 

Total  value  of  mortgaged  premises   $204,500  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                           $380,000  00  $438,156  25 

Other  stocks  and  bonds                                                         20,000  00  37,600  00 

Total  par  and  market  value  $400,000  00     $475,756  25 


$475,756  25 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$173,975  00     $178,735  50     $133,400  00 


133,400  00 

Cash  in  the  Company's  principal  office  in  currency   $11,049  48 

Cash  belonging  to  the  Company  deposited  in  bank   33,155  96 

Total  amount  of  cash  items   45,205  44 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  150  00 

Interest  due  and  accrued  on  collateral  loans   150  53 

Premiums  in  due  course  of  collection   46,397  16 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   487  43 

All  other  property,  viz.,  rents  due  and  accrued   1,133  33 

Aggregate  amount  of  all  actual  available  assets   $916,131  42 


Items  Not  Admitted  as  Assets. 
Premiums  more  than  three  months  due   $600  00 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $13,282  63 

Losses  unadjusted,  including  all  reported  and  supposed  losses   53,772  06 

Losses  resisted,  including  interest,  costs  and  expenses   12,225  00 

Net  amount  of  all  unpaid  losses  and  claims   $79,279  69 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $157,173  57 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          135,974  48 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks.   20.961  40 

Total  unearned  premiums  as  computed  above   314,109  45 

All  other  demands  against  the  Company,  viz  ,  taxes  and  apsessments, 
$1,000;  commissions  and  other  charges  due  and  to  become  due 

to  agents  and  brokers,  $L],000;  return  premium,  $250;  total   12,250  00 

Total  liabilities,  except  capital  and  net  surplun   $105,639  14 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   310,492  28 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus. 


$916,131  42 
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III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement   $32,015  32        $9,290  S3 

Deduct  amount  of  same  not  collected   458  58 


Gross  premiums  on  risks  written  and  renewed  during  the  year, 


Deduct  premiums  and  bills  in  course  of  collection  at  this  date, 

Entire  premiums  collected  during  the  year  

Deduct  re-insurance,  rebate,  abatement  and  return  premiums, 


$34,519  36 

$8,832  25 

!    415,419  97 

$108,663  82 

.  $479,934  33 

$117,496  07 

,      41,413  14 

5,584  02 

,   $138,521  19 

$111,912  05 

,      23,669  33 

12,867  81 

$414,851  86 

$99,044  24 

Interest  received  on  bonds  and  mortgages   2,765  56 

Interest  and  dividends  received  from  all  other  sources   22,545  70 

Income  from  all  other  sources,  viz.,  rent   7,690  91 


Aggregate  income  received  during  the  year  in  cash   $546,898  27 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losses   $214,618  37      $70,062  09 

Deduct  salvages  and  re-insurances   8,927  02        14,335  73 


$205,691  35      $55,726  31 

Net  amount  paid  for  losses   $261,417  66 

Cash  dividends  actually  paid   60,000  00 

Paid  for  commission  and  brokerage     106,948  67 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   39,636  02 

Amount  paid  for  State,  national  and  local  taxes   7,294  76 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  15,427  48 

Aggregate  expenditures  during  the  year  in  cash   $490,724  59 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks. 

Written  or  renewed  during  the  year  $102,538,458  00 

Expired  and  marked  off  as  terminated  $«9,57 4,610  00 

In  force  at  the  end  of  the  year  $116,203,S&S  00 

Deduct  amount  re-insured   711,885  00 

Net  amount  in  force  $115,492,003  00 

Marine  and 
inland  risks. 

Written  or  renewed  during  the  year..  ,   $38,666,912  00 

Expired  and  marked  off  as  terminated   $38,889,140  00 

Tn  force  at  the  end  of  the  year   $1,645,242  00 

Deduct  amount  re-insured   14,000  (0 

Net  amount  in  force   |1 ,631,243  00 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date  

Total  losses  paid  from  organization  to  date  

Total  caah  dividend*  declared  since  the  Company  commenced  business...  

Total  amount  of  losses  incurred  during  the  year  -  


Premiums. 
$145,414  97 

$269,541  17 

$523,665  74 
5,738  75 

$517,926  99 


Premiums. 

$108,663  82 

$100,616  93 

$37,963  82 
216  78 

>37,747  04 


$4,288,515  14 
1,952,737  54 
1,758,000  00 
290,405  62 
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Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $6,489,994  11 

Amount  of  fire  premiums  received   38,019  58 

Amount  of  losses  incurred   5,750  53 

Amount  of  losses  paid   15,750  53 


HAMILTON  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 
Incorporated  May  22,  1852.  Commenced  business  May  22,  1852. 

D.  D.  Whitney,  Fresident.  D.  D.  Leeds,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $150,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $23,000  00 

Loans  on  bond  and  mortgage  (first  liens)   23,850  00 

Interest  accrued  on  bond  and  mortgage  loans   271  50 

Value  of  lands  mortgaged   $38,550  no 

Buildings  (insured  for  $24,700)   45,450  00 

Total  value  of  mortgaged  premises   $84,000  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $230,000  00  $2C9,325  00 

Naseau  bank  stock   5,000  00         6,250  00 

Total  par  and  market  value   $235,000  00     $275,575  00 

275,575  00 

Cash  in  the  Company's  principal  office  in  currency   $704  32 

Cash  belonging  to  the  Company  deposited  in  bank   7,0 17  33 

Total  amount  of  cash  items   8,411  65 

Premiums  in  due  course  of  collection   8,500  00 

Aggregate  amount  of  all  actual  available  assets    $339,608  15 


It  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $8,099  93 

Losses  unadjusted,  including  all  reported  and  supposed  losses   7»M0 

Losses  resisted,  including  interest,  costs  and  expenses   *72  59 

Net  amount  of  all  unpaid  losses  and  claims   f  16,341  14 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year..    $39,800  74 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   6,490  57 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks  ,   675  00 

Total  unearned  premiums  as  computed  above   $47,026  31 

Cash  dividends  to  stockholders  remaining  unpaid    8,028  75 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   666  66 

Due  and  to  become  due  for  borrowed  money    11,000  00 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 
$375 ;  commissions  and  other  charges  due  and  to  become  due  to 

agents  and  brokers,  $1,700;  return  premium,  $33.99;  total   2,108  99 

Total  liabilities,  except  capital  and  net  surplus   $85,171  85 

Joint  stock  capital  paid  up  in  cash   150,000  00 

Surplus  beyond  all  liabilities   104,436  30 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $339,608  15 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement   $10,567  57   

Deduct  amount  of  same  not  collected   271  53  

Net  collected   $10,295  99   

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risks  and  premium  exhibit   100,777  99        $1,350  00 

Total   $111,073  98   

Deduct  premiums  and  bills  in  course  of  collection  at  this  date,      8,400  00         $100  00 


Entire  premiums  collected  during  the  year   $102,673  98   

Deduct  re-insurance,  rebate,  abatement  and  return  premiums,      6,043  85  

$96,630  13        $1,250  00 

Net  cash  actually  received  for  premiums   $97,880  13 

Interest  received  on  bonds  and  mortgages   3,202  08 

Interest  and  dividends  received  from  ail  other  sources   10,200  00 

Income  from  all  other  sources,  viz.,  rent,  $837.34 ;  return  tax,  $18.66; 

total   856  00 


Aggregate  income  received  during  the  year  in  cash   $112,138  21 

rV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   £61,72"*  08 

Deduct  salvages  and  re-insurances   51  87 

Net  amount  paid  for  losses   $61,676  21 

Cash  dividends  actually  paid   15,039  75 

Paid  for  commission  and  brokerage   16,960  82 

Salaries  and  other  charges'of  officers,  clerks  and  other  employes   11,240  50 

Amount  paid  for  State,  national  and  local  taxes   1,470  07 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  9,546  13 

Aggregate  expenditures  during  the  year  in  cash   $115,933  48 


V.  MISCELLANEOUS. 

Jitsks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $16,111,174  00  $100,777  99 

Expired  and  marked  off  as  terminated  $15,695.126  00  $49.402  72 

In  force  at  the  end  of  the  year  $13,754,571  00  $92,440  63 

Deduct  amount  re-insured                                                                       503,174  00  1.902  10 

Net  amount  in  furce  113,261,307  00  $90,538  53 
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Marine  and 

inland  risks.  Premiums. 

Written  or  renewed  during  the  year                                                             $25,000  00  $1,350  00 

Net  amount  in  force                                                                               $25,000  00  $1,350  00 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,030,605  99 

Total  losses  paid  from  organization  to  date   960,428  98 

Total  cash  dividends  declared  since  the  Company  commenced  business   452,250  00 

Total  amount  of  losses  incurred  during  the  year   66,266  76 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $631,613  CO 

Amount  of  fire  premiums  received   4,194  87 

Amount  of  losses  incurred   4,127  06 

Amount  of  losses  paid   1,899  02 


HANOVER  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  April,  1852.  Commenced  business  April,  1852. 

Benjamin  T.  Walcott,  President.  J.  Remsen  Lane,  Secretary, 

Capital  stock  authorized,  if 1,000,000. 
Capital  actually  paid  in,  $1,000,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $200,750  00 

Interest  accrued  on  bond  and  mortgage  loans   907  91 

Value  of  lands  mortgaged   $184,000  00 

Buildings  (insured  for  $200,100)  ..   249,000  00 

Total  ralue  of  mortgaged  premises   $433,000  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds  $1,325,000  00  $1,553,292  50 

Other  stocks  and  bonds   519,500  (X)         601,105  00 

Total  par  and  market  value  $1,814,500  00     $2,154,397  M) 

2,154,397  50 
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Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$2,500  00        $3,375  00        $1,500  00 

$1,500  00 

Cash  in  the  Company's  principal  office  in  currency   $19,572  36 

Cash  belonging  to  the  Company  deposited  in  bauk   62,720  25 


Total  amount  of  cash  items   82,292  61 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  9,836  67 

Interest  due  and  accrued  on  collateral  loans..   7  50 

Premiums  in  due  course  of  collection   5,663  91 

Balance  in  hands  of  agents  not  more  than  three  months  due   103,943  06 


Aggregate  amount  of  all  actual  available  assets   $2,559,299  16 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $16,913  26 

Losses  unadjusted,  including  all  reported  and  supposed  losses   96,471  70 

Losses  resisted,  including  interest,  costs  and  expenses   29,567  63 

Total   $142,952  59 

Deduct  re-insurance  thereon   3,513  01 

Net  amount  of  all  unpaid  losses  and  claims   $139,439  58 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $120,914  34 
Unearned  premiums, pro  rata,  on  fire  risks  running  more  than  one  year....    282,023  96 

Total  unearned  premiums  as  computed  above   702,938  30 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 

$700;  return  premium,  $566.39  ;  total   1,266  39 

Total  liabilities,  except  capital  and  net  surplus   $843,644  27 

Joint  stock  capital  paid  up  in  cash  :   1,000,000  00 

Surplus  beyond  all  liabilities   715,654  89 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $2,559,299  16 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $7,014  68 

Deduct  amount  of  same  not  collected   630  55 

Net  collected   $6,384  13 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   1,223,233  11 

Total  $1,229,617  24 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   6,238  38 

Entire  premiums  collected  during  the  year  ,...$1,223,378  86 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   140,333  38 

Net  cash  actually  received  for  premiums   $1,083,045  48 

Interest  received  on  bonds  and  mortgages   11,163  33 

Interest  and  dividends  received  from  all  other  sources   96,164  98 

Aggregate  income  received  during  the  year  in  cash   $1,190,373  79 


IV.   EXPENDITURES  DURING  TIIE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $712,018  54 

Deduct  salvages  and  re-insurances   23,091  43 

Net  amount  paid  for  losses   $688,927  11 
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Cash  dividends  actually  paid   $100,000  00 

Paid  for  commission  and  brokerage   172,534  09 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   53,426  25 

Amount  paid  for  State,  national  and  local  taxes   26,493  99 

All  other  payment's,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  152,652  42 

Aggregate  expenditures  during  the  year  in  cash   $  1,194,033  86 

V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $126,484,515  00  $1,223,233  11 

Expired  and  marked  off  as  terminated  $115,592,097  00  $1,076,093  22 

In  force  at  the  end  of  the  year  $131,118,519  00     §1,366,731  06 

Deduct  amount  re-insured   1,850,058  00  13,403  43 

Net  amount  in  force  $129,268,460  00     $1,353,327  63- 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $12,868,097  65 

Total  losses  paid  from  organization  to  date   6,762,772  29 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,209,500  00 

Total  amount  of  losses  incurred  during  the  year   730,472  52 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $4,688,616  26 

Amount  of  fire  premiums  received   41,227  11 

Amount  of  losses  incurred   27,994  60 

Amount  of  losses  paid   24,368  26 


HARTFORD  FIRE  INSURANCE  COMPANY. 


HARTFORD,  CONN. 

Incorporated  May  18,  1810.  Commenced  business  August,  1810. 

George  L.  Chase,  President.  C.  B.  Whiting,  Secretary. 

Capital  stock  authorized,  $3,000,000. 
Capital  actually  paid  in,  $1,250,000. 

L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $654,675  60 

Loans  cm  bond  and  mortgage  (first  liens)   963,666  67 

Interest  accrued  on  bond  and  mortgage  loans   20,445  13 
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Value  of  lands  mortgaged  $1,000,000  00 

Buildings  (insured  for  $791,000)   1,326,000  00 

Total  value  of  mortgaged  premises  $2,326,000  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                             $200,000  00  $226,000  00 

Other  stocks  and  bonds                                                         1,150,505  00  1,551,355  55 

Total  par  and  market  value  $1,356,505  00  $1,777,355  55 


$1,777,355  55 


Loans  on  Stock  Collaterals. 


432,662  50 


Par  Market  Amount 

value.  value.  loaned. 

$616,700  00     $519,097  00     $432,662  50 

Cash  in  Company's  principal  office  in  currency   $1,414  26 

Cash  belonging  to  the  Company  deposited  in  bank  ,         167,336  35 

Total  amount  of  cash  items   168,750  61 

Interest  due  and  accrued  on  collateral  loans....   5,476  28 

Premiums  in  due  course  of  collection   295,624  99 

All  other  property,  viz.,  rents  due  and  accrued,  $3,844.83 ;  State  tax 

due  from  non-resident  stockholders,  $14,778.40;  total   18,623  23 

Aggregate  amount  of  all  actual  available  assets   $4,337,280  56 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $59,540  99 

Losses  unadjusted,  including  all  reported  and  supposed  losses   159,499  88 

Losses  resisted,  including  interest,  costs  and  expenses   21,503  30 

Net  amount  of  all  unpaid  losses  and  claims   $240,544  17 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $685,511  94 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          777,983  68 

Total  unearned  premiums  as  computed  above   1,463,495  62 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   25,000  00 

Total  liabilities,  except  capital  and  net  surplus   $1,729,039  79 

Joint  stock  capital  paid  up  in  cash   1,250,000  00 

Surplus  beyond  all  liabilities   1,358,240  77 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $4,337,280  56 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Grow  cash  premiums  received  $2,239,989  52 

Deduct  re-insurance,  rebate  aud  return  premiums..   206,755  28 

Net  cash  received  for  premiums   $2,033,234  24 

Interest  received  on  bonds  and  mortgages   73,642  05 

Interest  and  dividends  received  from  all  other  sources   102,002  13 

Income  from  all  other  sources,  viz.,  rent   28,627  74 

Aggregate  income  received  during  the  year  in  cash   $2,237,506  16 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses  $1,154,481  42 

Deduct  salvages  and  re-insurances   21,897  10 

Net  amount  paid  for  losses   $1,132,584  32 

Cash  dividends  actually  paid   250,000  00 

Paid  for  commission  and  brokerage   296,984  07 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   136,369  93 

Amount  paid  for  State,  national  and  local  taxes   33,274  93 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc..  179,139  79 

Aggregate  expenditures  during  the  year  in  cash   $2,028,353  04 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

"Written  or  renewed  during  the  year  $198,861,902  00  $2,239,484  54 

Expired  and  marked  off  as  terminated  $182,176,973  00  $1,931,306  31 

In  force  at  the  end  of  the  year  «  E  $241,932,912  00  $2,857,588  06 

Deduct  amount  re-insured                                                               4,014,339  00  60,021  67 

Net  amount  in  force  $237,918,573  00  $2,797,566  39 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $41,077,061  38 

Total  losses  paid  from  organization  to  date   25,809,914  14 

Total  cash  dividends  declared  since  the  Company  commenced  business   4,563,100  00 

Total  amount  of  losses  incurred  during  the  year   1,235,529  41 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  risks  written   $998,955  00 

Amount  of  fire  premiums  received   11,982  10 

Amount  of  losses  incurred   9,064  99 

Amount  of  losses  paid   6,026  99 

11 
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HARTFORD  STEAM  BOILER  INSPECTION  AND  INSUR- 
ANCE COMPANY. 


HARTFORD,  CONN. 

Incorporated  June,  1866.   .  Commenced  business  October,  1S66. 

J.  M.  Allen,  President.  J.  B.  Pierce,  Secretary; 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $4,149  14 

Loans  on  bond  and  mortgage  (first  liens)    133,650  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due  ,   450  00 

Interest  accrued  on  bond  and  mortgage  loans   3,573  16 

Value  of  lauds  mortgaged   £134,867  00 

Buildings  (insured  for  ?18,390)   95,340  00 

Total  value  of  mortgaged  premises   $530,227  08 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $2,000  00        $2.400  00 

other  stocks  and  bonds   198,300  00  223,22.')  50 

Total  par  and  market  valne   $200,300  00     $225,625  00 

225,625  00 

Ca*h  in  the  Company's  principal  office  in  currency   11,095  M 

Cash  belonging  to  the  Company  deposited  in  bank   14,994  02 

Total  amount  of  cash  items   16,589  83 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   2,242  90 

Premiums  in  due  course  of  collection   31,904  44 

Aggregate  amount  of  all  actual  available  assets   $118,184  47 


II.  LIABILITIES. 

Lo**e*  adjusted  and  unpaid,  due  and  to  become  due   $n*1  M 

Net  amount  of  all  unpaid  losses  and  claims   $b31  93 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  risks  under  one  year...  $137,725  81 
Unearned  premiums,  pro  rata,  on  risks  running  more  than  one  year   2,774  49 

Total  unearned  premiums  on  steam  boiler  risks   %  140,500  SO 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   400  00 

Total  liabilities,  except  capital  and  net  surplus   $141,782  23 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   76,402  24 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $418,184  47 


III.  INCOME  DURING  THE  YEAR. 

Steam  boiler 
risks. 

Premiums  and  inspections  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $27,459  27 

Net  collected   $27,459  27 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   288,079  47 

Total   $315,538  74 

Deduct  premiums  and  inspections  in  course  of  collection  at  this  date   31,904  44 

Entire  premiums  and  inspections  collected  during  the  year   $283,634  30 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   12,104  91 

Net  cash  actually  received  for  premiums  and  inspections   $27i,529  39 

Interest  received  on  bonds  and  mortgages   6,887  36 

Interest  and  dividends  received  from  all  other  sources   13,604  3; 

Income  from  all  other  sources,  viz.,  special  mechanical  services   2,561  62 

Aggregate  income  received  daring  the  year  in  cash   $294,582  75 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Taid  for  losses,  steam  boilers   $35,958  30 

Cash  dividends  actually  paid   20,000  00 

Paid  for  commipsion  and  brokerage   61,015  33 

►Salaries  and  other  charges  of  officers,  clerks  and  other  employes   14,249  70 

Amount  paid  for  State,  national  and  local  taxes   4,723  72 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  in- 
spection expenses,  etc   124,915  77 

Aggregate  expenditures  during  the  year  in  cash   $260,862  82 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Steam  boiler 

risks.  Premiums. 

Written  or  renewed  during  the  year  $24,121,092  00  $288,079  47 

Expired  and  marked  off  as  terminated  $20,703,105  00  $244,636  68 

In  force  at  the  end  of  the  year  $23,464,719  00  |280.287  85 


General  Interrogatories. 

Total  premiums  and  inspection*  received  from  tbt  organization  of  the  Company  to 

date   12,328,001  40 

Total  lossen  paid  from  organization  to  date    178,471  .\T 

Total  canh  dividends  declared  since  the  Company  commenced  business   217,250  <>o 

Total  amount  of  losses  incurred  during  the  year   2.\141  47 
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Business  in  the  State  of  New  Jersey  during  the  Year. 

Amount  of  steam  boiler  risks  written   $1,087,983  00 

Amount  of  premiums  received   9,244  18 

Amount  received  for  inspections   3,961  79 


HOME  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  April,  1853.  Commenced  business  April  13,  1853. 

Cearles  J.  Martin,  President.  John  H.  Washburn,  Secretary. 

Capital  stock  authorized,'  $3,000,000. 
Capital  actually  paid  in,  $3,000,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $43,784  27 

Loans  on  bond  and  mortgage  (first  liens)   1,172,737  44 

Interest  accrued  on  bond  and  mortgage  loans   28,570  99 

Value  of  lands  mortgaged  $1,535,150  00 

Buildings  (insured  for  $955,250)  -   1,251,650  00 

Total  value  of  mortgaged  premises  $2,786,800  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  State*  bonds  $4,021,000  00  $4,308,710  00 

Other  stocks  and  bonds.                                                           725,750  00  867,887  50 


Total  par  and  market  value  $4,746,750  00  $5,176,597  50 


Loans  on  Stock  Collaterals. 


5,176,597  50 


Par  Market  Amount 

value.  value.  loaned. 

$619,950  00     $687,276  24     $491,375  00 


491,375  00 

Cash  belonging  to  the  Company  deposited  in  bank   178,463  32 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   9,612  50 

Interest  due  and  accrued  on  collateral  loans   4,211  61 

Premiums  in  due  course  of  collection   92,244  42 

Hills  receivable,  not  matured,  for  fire  risks   10,892  02 


Aggregate  amount  of  all  actual  available  assets, 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $72,030  61 

Losses  unadjusted,  including  all  reported  and  supposed  losses   214,418  69 

Losses  resisted,  including  interest,  costs  and  expenses   24,377  97 

Total   $310,827  27 

Deduct  re-insurance  thereon   3,231  26 

Net  amount  of  all  unpaid  losses  and  claims   $307,596  CI 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $893,103  00 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year....  1,223,729  00 

Total  unearned  premiums  as  computed  above   2,116,832  00 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments,  10,000  00 

Total  liabilities,  except  capital  and  net  surplus   $2,434,428  01 

Joint  stock  capital  paid  up  in  cash   3,000,000  00 

Surplus  beyond  all  liabilities   1,774,061  06 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $7,208,489  07 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $82,524  00 

Deduct  amount  of  same  not  collected   898  24 

Net  collected   $81,625  76 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   2,966,150  51 

Total  $3,047,776  27 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   103,1.%  44 

Entire  premiums  collected  during  the  year  $2,944,639  83 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   198,976  96 

Net  cash  actually  received  for  premiums   $2,745,662  87 

Interest  received  on  bonds  and  mortgages..   87,880  93 

Interest  and  dividends  received  from  all  other  sources   253,273  42 

Aggregate  income  received  during  the  year  in  cash   $3,086,817  22 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses  :  $1,587,884  03 

Deduct  salvages  and  re-insurances   18,372  83 

Net  amount  paid  for  losses   $1,569,511  20 

Cash  dividends  actually  paid   300,000  I 

Paid  for  commission  and  brokerage   486,765  04 

.Salaries  and  other  charges  of  officers,  clerks  and  other  employes   274,849  49 

Amount  paid  for  State,  national  and  local  taxes   55,888  88 

All  other  payments,  viz  ,  stationery,  printing,  advertising,  postage,  etc.,  224,215  16 

Aggregate  expenditures  during  the  year  in  cash   $2,911,229  77 

V.  MISCELLANEOUS. 

Ruks  and  Premiums. 

Fire  risks.  Premium**. 

Written  or  renewed  during  the  year  $285,409,830  00  $2,966,150  N 

Expired  and  marked  off  as  terminated  v  $266,827, M9  00  $2,666,201  ¥1 


In  force  at  the  end  of  the  year  $373,239,007  00     $4,079,229  60 

Deduct  amount  re-iniured.  —       897.747  00  10,017  60 


Net  amount  in  force  $372,341,260  00     $4,069,212  00 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $56,132,467  7-r> 

Total  losses  paid  from  organization  to  date   34,163,704  54 

Total  cash  dividends  declared  siuce  the  Company  commenced  business   5,815,000  00 

Total  amount  of  loises  incurred  duriug  the  year   1,617,420  fit 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written...   $7,913,903  00 

Amount  of  fire  premiums  received   46,624  64 

Amount  of  losses  incurred   12,801  32 

Amount  of  losses  paid   12,576  32 


HOWARD  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  March  9,  1S25.  Commenced  business  April  19,  1825. 

Henry  A.  Oakley,  President.  Charles  A.  Hull,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $500,000. 


Reft]  estate  owned  by  the  Company,  unincumbered   $125,000  00 

7.  ins  on  bond  and  mortgage  (first  liens)    21,500  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $218  ;  inter- 
est accrued  on  bond  and  mortgage  loans,  $40;  total   258  00 

Value  of  lands  mortgaged   Aio.ooo  QQ 

Buildings  (insured  lor  $15,000)   43,800  00 

Total  value  of  mortgaged  premises   $83,800  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $100,000  00  $006,363  00 

I  ther  stocks  and  bonds   N7,790  oo       ISSjBOl  00 

Total  par  and  market  value   $'>07,750  00     $640, s63  00 

640,863  00 

fth  belonging  to  the  Company  deposited  in  bank   5,887  52 

"merest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value    1,607  50 

Premium!  in  due  course  of  collection   31,330  53 

All  other  property,  viz,  rents  due  and  accrued,  $479.17;  taxes, 

$1,050.14;  total   1,529  31 


Aggregate  amount  of  all  actual  available  aaeetfl   $827,975  86 
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II.  LIABILITIES. 

Losses  adjusted  aDd  unpaid,  due  and  to  become  due   $50,829  52 

Losses  unadjusted,  including  all  reported  and  supposed  losses   5,500  00 

Losses  resisted,  including  interest,  costs  and  expenses   6,600  00 

Total   $62,929  52 

Deduct  re-insurance  thereon   10,155  99 

Net  amount  of  all  unpaid  losses  and  claims   $52,773  53 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year  T.   $143,224  93 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   63,706  40 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks   325  00 

Total  unearned  premiums  as  computed  above   207,256  33 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 
charges  due  and  to  become  due  to  agents  and  brokers,  $1,579.18 ; 

re-insurance,  §2,133.70;  total   3,712  88 

Total  liabilities,  except  capital  and  net  surplus   $263,742  74 

Joint  stock  capital  paid  up  in  cash   500,000  00 

•Surplus  beyond  all  liabilities     64,233  12 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $827,975  86 


III.   INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

-Gross  premiums  and  bills  in  course  of  collection  at  close  of. 

last  previous  year,  as  shown  by  that  year's  statement   $32,621  46   

Net  collected   $32,621  46   

Gross  premiums  on  risks  written  and  renewed  during  the  year, 
x      as  shown  in  risks  and  premium  exhibit   420,668  79  $650  00 


Deduct  premiums  and  bills  in  course  of  collection  at  this  date, 

Entire  premiums  collected  during  the  year  

Deduct  re-insurance,  rebate,  abatement  and  return  premiums, 


.  $453,290  25 

$650  00 

,     31,330  53 

$421,959  72 

$650  00 

,      64,460  46 

§357,499  26 

.    $6.50  00 

Interest  received  on  bonds  and  mortgages   1,292  00 

Interest  and  dividends  received  from  all  other  sources   30,715  69 

Income  from  all  other  sources,  viz.,  rents,  $3,787.50;  other  income, 

$4,947.34;  total  ,   8,734  84 


Aggregate  income  received  during  the  year  in  cash   $398,891  79 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

■Gross  amount  paid  for  losses   $2HO,357  30 

Deduct  salvages  and  re-insurances     12,277  95 


Net  amount  paid  for  ksses   $208,079  35 

Cash  dividends  actually  paid  u   25,000  00 

Paid  for  commission  and  brokerage   51,330  06 

-Salaries  and  other  charges  of  officers,  clerks  and  other  employee   39,975  12 

Amount  paid  for  State,  national  and  local  taxes   12,427  74 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  34,132  44 


Aggregate  expenditures  during  the  year  in  cash   $430,944  71 
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V.  MISCELLANEOUS. 


Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $13,400,307  00       $420,668  79 


$364,183  48 

$422,708  47 
21.422  58 

$401,285  S9" 

Marine  and 
inland  risks. 

Premiums. 
$650  00 

$650  00 

General  Interrogatories. 

Total  premiums  received  trom  March,  1836,  of  the  Company  to  date  

$7,553,110  50 
4,987,402  1  6 
2,155,875  00* 
28  1,370  60 

Business  in  the  State  of  Neiu  Jersey  During  the  Year. 

  i 

585,319  00 
5,723  92 
2,898  95 
2,898  95 

INSURANCE  COMPANY  OF  NORTH  AMERICA. 


PHILADELPHIA,  PA. 

Incorporated  April  14, 1794.       Commenced  business  as  an  association,  1792. 

Charles  Platt,  President.  Greville  E.  Fryer,  Secretary*. 

Capital  stock  authorized,  $3,000,000. 
Capital  actually  paid  in,  $3,000,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $357,683  86 

Loans  on  bond  and  mortgage  (first  liens)   1,716,766  67 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   26,744  15- 

Value  of  lands  mortgaged  „  ~  \  4,  f «-  VJ)  n  , 

Buildings  (insured  for  $1,235,916)  j  ?3,653,3jU  0 » 
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Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                           $137,000  00  $141,110  00 

Other  stocks  and  bonds                                                        3,919,788  05  4,334,382  05 

Total  par  and  market  value  $4,056,788  05  $1,475,492  05 

$4,475,492  05 

Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$1,161,450  00  $1,272,570  50  $1,045,742  07 


1,045,742  07 

Cash  in  the  Company's  principal  office  in  currency  \  »,1Q  nQ1 

Cash  belonging  to  the  Company  deposited  in  bank  J  *°*y»uyi  ol 

549,091  31 

Premiums  in  due  course  of  collection   534,339  20 

Bills  receivable,  not  matured,  for  marine  risks   175,193  75 


Aggregate  amount  of  all  actual  available  assets   $8,881,053  06 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $20,600  00 

Losses  unadjusted,  including  all  reported  and  supposed  losses   318,100  00 

Losses  resisted,  including  interest,  costs  and  expenses   10,600  00 

Net  amount  of  all  unpaid  losses  and  claims   $449,300  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $717,669  00 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         735,835  00 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks  \    2fin  ftftfi  7ft 

Unearned  premiums  on  marine  risks  J  ^ou.uoo 

Total  unearned  premiums  as  computed  above   1,713,590  70 

Amount  reclaimable  on  perpetual  fire  policies   443,190  93 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 

$3,724.26;  re-insurance  premiums,  $20,468.56  ;  total   24,192  82 

Total  liabilities,  except  capital  and  net  surplus   $2,630,274  45 

Joint  stock  capital  paid  up  in  cash   3,000,000  00 

Surplus  beyond  all  liabilities   3,250,778  61 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $8,881,053  06 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement  

Deduct  amount  of  same  not  collected  


Net  collected  

Gross  premiums  on  risks  written  and  renewed  during  the  year, 
as  shown  in  risks  and  premium  exhibit  


Gross  cash  premiums  received  without  deduction  $2,042,200  39  $1,491,614  32 

Gross  cash  received  on  bills  and  notes  taken  for  premiums 

without  deduction   M2.401  92 


Gross  cash  received  for  premiums  $2,042,200  39  $2,007,016  24 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums,    184,364  62      383,687  41 


$1,867,84.'>  77  $1,623,428  73 

Net  cash  actually  received  for  premiums   $3,481,274  00 

Premiums  not  paid  in  cash  during  the  year   $175,193  75 
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Interest  received  on  bonds  and  mortgages   $96,155  29 

Interest  and  dividends  received  from  all  other  sources   275,919  19 

Income  from  all  other  sources,  viz.,  net  perpetual  premiums   36,666  50 

Deposit  premiums  received  for  perpetual  fire  risks   $15,361  34 


Aggregate  income  received  during  the  year  in  cash   $3,890,015  58 


IV.   EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losses  $1,003,597  97  $1,758,333  19 

Deduct  salvages  and  re-insuranccs   27,296  58       366,822  32 

$976,301  39  $1,391,509  87 

Net  amount  paid  for  losses   $2,367,8]  1  26 

Cash  dividends  actually  paid   500,000  00 

Paid  for  commission  and  brokerage   483,522  81 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   140,000  00 

Amount  paid  for  State,  national  and  local  taxes   103,436  95 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  205,904  17 

Interest  to  stockholders  on  new  capital  and  surplus   32,161  86 

Deposit  premium  returned  on  perpetual  fire  risks   #9,197  34 

Aggregate  expenditures  during  the  year  in  cash   $3,832,837  05 


V.  MISCELLANEOUS. 

Pisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $182,208,497  00     $2,042,200  39 


Expired  and  marked  off  as  terminated    $161,687,395  00     $1,726,227  10 

In  force  at  the  end  of  the  year  $231,564,230  00     $2,763,016  63 


Marine  and 

inland  risks.  Premiums. 

Written  or  renewed  during  the  year  $251,764,494  00  $2,007,016  24 

Expired  and  marked  off  as  terminated   $247,986,345  00  $2,014,332  02 

In  force  at  the  end  of  the  year                                                          $31,786,697  00  $260,036  70 

Perpetual  Risks. 

Risks.  Deposits. 

Written  or  renewed  during  the  year                                                                $1,828,774  00  $45,864  34 

Expired  and  marked  off  as  terminated                                                       .$321,849  00  $9,197  84 

In  furce  at  the  end  of  the  year  $16  926,929  00  $460,516  76 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $61,101,352  *9 

Total  losses  paid  from  organization  to  date   4fi,744,768  11 

Total  <  ash  dividends  declared  since  the  Company  commenced  husinesa   7,203,934  25 

Total  am. .nut  of  losses  incurred  during  the  year,  firo,  $yw,uoo;  marine,  $1,680,000   2,660,000  00 


Business  m  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   11,897,446  00 

Amount  of  fire  premiums  received   18,782  39 

Amount  of  losses  incurred    8,415  02 

Amount  of  losses  paid   7,9b5  02 
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MANUFACTURERS'  AND  BUILDERS'  FIRE  INSURANCE 

COMPANY. 

NEW  YORK  CITY. 
Incorporated  November  19,  1870.    Commenced  business  November  22,  1870. 


COMPANY. 


NEW  YORK  CITY. 

Incorporated  November  19,  1870.    Commenced  business  November  22,  1870. 

Edward  V.  Leow,  President.  J.  Jay  Nestell,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $37,200  00 

Interest  accrued  on  bond  and  mortgage  loans   549  32 

Value  of  lands  mortgaged   $50,500  00 

Buildings  (insured  for  $33,500)   35,000  00 

Total  value  of  mortgaged  premises   $85,500  00 

Stocks,  Bonds,  etc.%  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                              $91,000  00  $109,655  00 

Other  stocks  and  bonds                                                       166,750  00  198,400  25 

Total  par  and  market  value.   $257,750  00     $3(18,055  25 

308,055  25 

Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$64,970  00      $71,104  95      $18,450  00 

48,450  00 

Cash  in  the  Company's  principal  office  In  currency   $1,938  11 

Cash  belonging  to  the  Company  deposited  in  bank   19,445  78 

Total  amount  of  cash  items   21,483  89 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   1,075  00 

Interest  due  and  accrued  on  collateral  loans   900  07 

Premiums  in  due  course  of  collection   11,145  16 

All  other  property,  viz.,  rents  due  and  accrued..   446  47 

Aggregate  amount  of  all  actual  available  assets   $429,205  16 
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II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   $1,977  18 

Losses  unadjusted,  including  all  reported  and  supposed  losses   6,785  00 

Lot»ses  resisted,  including  interest,  costs  and  expenses   3,125  00 

Total   $14,887  18 

Deduct  re-insurance  thereon   465  32 

Net  amount  of  all  unpaid  losses  and  claims   $14,421  86 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

r«UT   §15,767  09 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   8,677  69 

Total  unearned  premiums  as  computed  above   54,444  78 

Cash  dividends  to  stockholders  remaining  unpaid   120  00 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   704  14 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 

$1,590.17;  commissions  and  other  charges  due  and  to  become 

due  to  agents  and  brokers,  if  1,599;  return  premium,  $55.10; 

total    3,244  27 


Total  liabilities,  except  capital  and  net  surplus   $72,935  05 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   156,270  11 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $429,205  16 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $9,771  45 

Deduct  amount  of  same  not  collected   509  50 


Net  collected   $9,261  95 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   131,511  55 


Total   $140,773  50 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   11,145  16 


Entire  premiums  collected  during  the  year   $129,628  34 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   18,491  55 


Net  cash  actually  received  for  premiums   $111,136  79 

Interest  received  on  bonds  and  mortgages   8,280  83 

Interest  and  dividends  received  from  all  other  sources   12,373  40 

Income  from  all  other  sources,  viz.,  rent,  $1,311.57;   sale  of  maps, 

$13.60  ;  Grand  Central  Bank,  $200;  total   1,525  17 


Aggregate  income  received  during  the  year  in  cash   $133,316  19 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $80,950  49 

Deduct  salvaged  and  re-insurance*..   6,408  01 

Net  amount  paid  for  losses   $74,542  48 

Cash  dividends  actually  paid   13,880  00 

Taid  for  commission  and  brokerage   21,224  88 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   19,504  80 

Amount  paid  for  State,  national  and  local  taxes   3,354  12 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  9,705  00 


Aggregate  expenditures  during  the  year  in  cash   $142,211  28 


1882.] 


Companies  of  Other  States. 


173 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                           $26,362,607  00  $131,511  55 

Expired  and  marked  off  as  terminated  $26,369,123  00  $118,437  71 

In  force  at  the  end  of  the  year                                                        $20,838,914  00  $115,849  10 

Deduct  amount  re-insured                                                                1,769,103  00  9,895  81 

Net  amount  in  force  $19,069,811  00  $105,953  29 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,189,013  72 

Total  losses  paid  from  organization  to  date   357,249  77 

Total  cash  dividends  declared  since  the  Company  commenced  business   226,000  00 

Total  amount  of  losses  incurred  during  the  year   80,593  60 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $186,825  00 

Amount  of  fire  premiums  received  .   1,726  02 

Amount  of  losses  incurred   3,115  54 

Amount  of  losses  paid   1,115  54 


MANUFACTURERS'  FIRE  AND  MARINE  INSURANCE 

COMPANY. 


BOSTON,  MASS. 

Incorporated  January  9,  1873.  Commenced  business  January  9,  1873. 

Samuel  Appleton,  President.  Samuel  H.  Wise,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $500,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $80,000  00 

Loans  on  bond  and  morgage  (first  liens;   35,600  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due   11,000  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $2,860;  in- 
terest accrued  on  bond  and  mortgage  loans,  $787.62;  total   3,647  62 

Value  of  lands  mortgaged  \    «7*  inn  nn 

Buildings  (insured  for  $22,200)  J    '73'100  UU 
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Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

Cnited  States  bonds                                                                 $60,000  00  $71,700  00 

Other  stocks  and  bonds                                                            350,500  00  414,183  60 

Total  rar  and  market  value   ft  10,500  00     $485,883  50 

|485,883  50 

Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$120,100  00     $129,487  50     $104,290  00 

104,290  00 

Cash  in  the  Company's  principal  office  in  currency   $3,856  48 

Cash  belonging  to  the  Company  deposited  in  bank   109,248  06 

Total  amount  of  cash  items   118,104  54 

Interest  due  on  bonds  owned,  not  included  in  market  value   2,160  00 

Interest  due  and  accrued  on  collateral  loans   332  69 

Premiums  in  due  course  of  collection   100,271  91 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks  (marine 

notes)    28,530  38 

All  other  property,  viz  ,  rents  accrued,  $1,250;  due  from  other  com- 
panies for  re-insurance,  $1,057.72 ;  chattel  mortgage,  $789  ;  total,  3,096  72 

Aggregate  amount  of  all  actual  available  assets   $972,917  36 


II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses   168,767  51 

Net  amount  of  all  unpaid  losses  and  claims   $68,767  51 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $205,977  86 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          99,497  08 

Unearned  premiums  on  marine  risks   29,402  90 

Total  unearned  premiums  as  computed  above   334,877  84 

Total  liabilities,  except  capital  and  net  surplus   $403,645  35 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities   69,272  01 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $972,917  36 


III.   INCOME  DURING  THE  YEAR. 

Marine  and 

Fire.  inland. 

G  ros*  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement            $78,281  48  $13,984  13 

Net  collected                                                                *7s,281  48  .*  13,984  13 

Gross  premiums  on  rinks  written  and  renewed  during  the  year, 

as  shown  in  risks  and  premium  exhibit                                043,48  1  94  279,292  33 

Total                                                                                   |7S1,76I  42  8293,27*'>  4* 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date,     94,421  31  4*150  60 

Entire  premium!  collected  during  the  year                               $627,342  11  $288,420  86 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums,    124,765  81  67,065  89 

.-r.W2.576  30  $221, 309  97 

Net  cash  actually  received  for  premiums   $  723,936  27 
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Interest  received  on  bonds  and  mortgages     $3,133  03 

Interest  and  dividends  received  from  all  other  sources   35,022  93 

Income  from  all  other  sources,  viz.,  rent   4,695  16 

Aggregate  income  received  during  the  year  in  cash   $766,787  39 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losses   $140,934  01     $304,396  33 

Deduct  salvages  and  re-insurances   43,644  73       76,294  82 


$397,289  28      $228,101  51 

Net  amount  paid  for  losses   $625,390  79 

Paid  for  commission  and  brokerage   85,621  70 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   61,273  85 

Amount  paid  for  State,  national  and  local  taxes  *.   26,942  03 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  69,226  62 

Aggregate  expenditures  during  the  year  in  cash   $868,454  99 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $80,154,705  00       $643,481  94 


$598,217  61 
$689,995  87 

52,726  32 

$637,269  55 

Written  or  renewed  during  the  year  

Expired  and  marked  off  as  terminated 

In  force  at  the  end  of  the  year  

Deduct  amount  re-insured  

Net  amount  in  force  


General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   $6,262,654  89 

Total  losses  paid  from  organization  to  date   3,699,69')  r>2 

Total  cash  dividends  declared  since  the  Company  commenced  business   375,000  00 

Total  amount  of  losseB  incurred  during  the  year   616,425  49 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $1,209,663  00 

Amount  of  fire  premiums  received   11,292  36 

Amount  of  losses  incurred   14,620  52 

Amount  of  losses  paid   15,C57  14 


Marine  and 
inland  risks. 
.  $31,815,150  00 

.  |33,466,369  00 

.  $1,527,289  00 
281,450  00 

.   $1,242,839  00 


Premiums. 

$279,292  33 

$28y,990  64 

$35J17  62 
6,314  72 

$29,402  90 
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MECHANICS'  FIRE  INSURANCE  COMPANY. 


BROOKLYN,  N.  Y. 

Incorporated  May  7,  1857.  Commenced  business  May  7,  1857. 

John  K.  Oakley,  President.  Walter  Nichols,  Secretary. 

Capital  stock  authorized,  $250,000. 
Capital  actually  paid  in,  $250,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)  , 

Interest  accrued  on  bond  and  mortgage  loans 

Value  of  lands  mortgaged  

Buildings  (insured  for  $208,300)  

Total  value  of  mortgaged  premises  


  $188,000  00 

  2,366  78 

$125,300  00 
265,700  00 

$391,000  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                          $195,000  00  $219,243  75 

Other  stocks  and  bonds                                                      10,500  00  8,000  00 

Total  par  and  market  value   $205,500  00     $227,243  75 

227,243  75 

Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$25,420  00       $36,607  40       $25,450  00 

25,450  00 

Cash  in  the  Company's  principal  office  in  currency   $3,063  53 

Cash  belonging  to  the  Company  deposited  in  bank   39,982  39 

Total  amount  of  cash  items   34,045  92 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value    481  25 

Interest  due  and  accrued  on  collateral  loans   160  00 

Premiums  in  due  course  of  collection   19,689  73 

Aggregate  amount  of  all  actual  available  assets   $497,437  43 


II.  LIABILITIES. 


Losses  unadjusted,  including  all  reported  and  supposed  losses   $15,328  11 

Net  amount  of  all  unpaid  losses  and  claims   $15,328  11 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $63,677  33 
Unearned  premiums, pro  rata,  on  fire  risks  running  more  than  one  year....     12,808  52 

Total  unearned  premiums  as  computed  above   $76,485  85 

All  other  demands  against  the  Company   1,000  00 

Total  liabilities,  except  capital  and  net  surplus   $92,813  96 

Joint  stock  capital  paid  up  in  cash   250,000  00 

Surplus  beyond  all  liabilities   154,623  47 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $497,437  43 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $17,287  10 

Deduct  amount  of  same  not  collected   1,094  1U 

Net  collected   $16,192  91 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   214,294  37 

Total   $230,487  28 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   23,556  51 

Entire  premiums  collected  during  the  year   $206,930  77 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   35,632  79 

Net  cash  actually  received  for  premiums   $171,297  78 

Interest  received  on  bonds  and  mortgages   ]  0,552  11 

Interest  and  dividends  received  from  all  other  sources   13,065  13 

Aggregate  income  received  during  the  year  in  cash   $194,915  32 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $78,973  29 

Deduct  salvages  and  re-insurances   532  98 

Net  amount  paid  for  losses   $78,440  31 

Cash  dividends  actually  paid   25,000  00 

Paid  for  commission  and  brokerage    35,054  00 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   19,975  97 

Amount  paid  for  State,  national  and  local  taxes   3,935  04 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  24,293  77 

Aggregate  expenditures  during  the  year  in  cash   $186,699  93 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

'Written  or  renewed  during  the  year   $30,577, 902  00       #214,294  37 


Expired  and  marked  off  as  terminated  $25,514,601  00       $179,478  77 

In  force  at  the  end  of  the  year   $25,004,970  00       $148,803  84 

Deduct  amount  re- insured   645,719  00  4,233  60 


Net  amount  in  force   $21,359,251  00       $144,570  24 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,386,079  00 

Total  loHses  paid  from  organization  to  date   1,035,333  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   453,000  00 

Total  amount  of  losses  incurred  during  the  year   83,360  88 

12 
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MERCHANTS'  INSURANCE  COMPANY. 


NEW  YORK  CITY. 
Incorporated  April,  1850.  Commenced  business  April,  1850. 

C.  V.  B.  Ostrander,  President.  J.  L.  Douglass,  Secretary  ^ 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered  

Loans  on  bond  and  mortgage  (first  liens)  

Interest  accrued  on  bond  and  mortgage  loans  

Value  of  lands  mortgaged   $53,000  00 

Buildings  (insured  for  S128.90O)   195,300  00 

Total  value  of  mortgaged  premises   $243,300  00 


?27,000  0O 
117,000  00 
3,425  0O 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                                $150,000  00  $177,937  50 

Other  stocks  and  bonds                                                           45,000  00  54,400  00 

Total  par  and  market  value   ft  195,000  00     $232,337  50 

232,337  50 

Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

slO.000  00       $12,5.50  00         $S,200  00 

8 200  00 

Casn  in  the  Company's  principal  offic-p  in  currency   $2,827  00 

Cash  belonging  to  tM  Company  deposited  in  bank   5,4*7  84 

Total  amount  of  cash  items   8,314  84 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  1,687  50 

Interest  due  and  accrued  on  collateral  loans   103  85 

Premiums  in  due  course  of  collection   9,351  03 

All  other  property,  viz.,  due  from  other  companies  for  re-insurance...  4,151  59 

Aggregate  amount  of  all  actual  available  assets   $411,571  31 


ir.  LIABILITIES* 

I  nnadjn«t»-d,  includine  nil  reported  nnd  supposed  losses   118,600  Of) 

Lomm  resisted,  including  interest,  costs  and  expenses   4,400  (X) 

Net  amount  of  all  unpaid  losses  and  claims   $18,295  0O 
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Unearned  premiums,  at  50.  per  cent,  of  premiums  on  fire  risks  under  one 

year   $51,304  51 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   11,329  54 

Total  unearned  premiums  as  computed  above   $62,634  05 

All  other  demands  against  the  Company,  viz  ,  taxes  and  assessments,  1,548  63 

Total  liabilities,  except  capital  and  net  surplus   $82,477  68 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   129,093  63 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $411,571  31 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Entire  premiums  collected  during  the  year   $120,240  90 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   5,442  31 

Net  cash  actually  received  for  premiums   $114,798  59 

Interest  received  on  bonds  and  mortgages   7,878  20 

Interest  and  dividends  received  from  all  other  sources   10,805  73 

Aggregate  income  received  during  the  year  in  cash   $133,482  52 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $85,710  72 

Deduct  salvages  and  re-insurances   1,742  36 

Net  amount  paid  for  losses   $83,968  36 

Cash  dividends  actually  paid   10,000  00 

Paid  for  commission  and  brokerage   24,973  10 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   20,268  55 

Amount  paid  for  State,  national  and  local  taxes   4,148  94 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  12,341  45 


Aggregate  expenditures  during  the  year  in  cash   $155,700  40 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year   $21,596,395  00       $126,734  82 


Expired  and  marked  off  as  terminated  $20,642,432  00       $117,745  36 


In  force  at  the  end  of  the  year   $20,183,698  00       $123,375  43 

Deduct  amount  re-insured   22,500  00  63  25 

Net  amount  in  force  $20,161,198  00       $123,312  18 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $4,193,485  22 

Total  losses  paid  from  organization  to  date   1,801,718  82 

Total  cash  dividends  declared  since  the  Company  commenced  business   l,082.ooo  oo 

Total  amount  of  losses  incurred  during  the  year  -   88,273  56 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $1,236,392  00 

Amount  of  fire  premiums  received   6,800  90 

Amount  of  losses  incurred   4,078  31 

Amount  of  losses  paid  :   6,888  79 
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METROPOLITAN  PLATE  GLASS  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  April  22,  1874.  Commenced  business  April  23,  1874. 

Henry  Harteau,  President.  Thomas  S.  Thorp,  Secretary. 

Capital  stock  authorized,  $100,000. 
Capital  actually  paid  in,  $100,000. 

I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 
value.  value. 

United  States  bonds   $135,000  00     $153,562  25 


$153,562  25 

Cash  in  the  Company's  principal  office  in  currency  :   |758  03 

Cash  belonging  to  the  Company  deposited  in  bank   9,767  08 

Total  amount  of  cash  items   10,525  11 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  506  25 

Premiums  in  due  course  of  collection   6,797  03 

All  other  property,  viz.,  glass  on  hand  to  adjust  losses   6,272  52 


Aggregate  amount  of  all  actual  available  assets   $177,663  16 


II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses   $1,093  20 

Net  amount  of  all  unpaid  losses  and  claims   $1,093  20 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  plate  glass  risks  under 

one  year  ..   $43,539  78 

Total  unearned  premiums  as  computed  above   43,539  78 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   1,819  20 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   1,359  40 


Total  liabilities,  except  capital  and  net  surplus   $47,811  58 

Joint  stock  capital  paid  up  in  cash   100,000  00 

Surplus  beyond  all  liabilities   29,851  58 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $177,663  16 


1882.] 


Companies  of  Other  State?. 


181 


III.  INCOME  DUETNG  THE  YEAR. 

Plate  glass. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $5,290  63 

Net  collected   $5,290  63 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   92,032  16 

Total   $97,322  79 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   7,526  24 

Entire  premiums  collected  during  the  year   $89,796  55 

Deduct  re-insurance,  rebate,  abatement,  aDd  return  premiums   4,952  61 

Net  cash  actually  received  for  premiums   $84,843  94 

Interest  and  dividends  received  from  all  other  sources   6,038  19 


Aggregate  income  received  during  the  year  in  cash   $90,882  13 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Plate  glass. 

Gross  amount  paid  for  losses   $39,839  20 

Deduct  salvages  and  re-insurances   8,869  60 

Net  amount  paid  for  losses   $30,969  60 

Cash  dividends  actually  paid   10,000  00 

Paid  for  commission  and  brokerage   19.771  76 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   20,562  84 

Amount  paid  for  State,  national  and  local  taxes   275  68 

Aggregate  expenditures  during  the  year  in  cash   $81,579  88 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Plate  glass 
risks. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year   $2,414,505  00 

Written  or  renewed  during  the  year   3,013,639  00 

Total   $5,428,144  00 

Deduct  those  expired  and  marked  off  as  terminated   2,541,495  00 

In  force  at  the  end  of  the  year   $2,886,649  00 


Premiums 

$75,308  78 
92,032  16 

$167,340  94 
80,261  39 

$87,079  55 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $501,731  00 

Total  losses  paid  from  organization  to  date   151,645  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   67,000  00 

Total  amount  of  losses  incurred  during  the  year   39,896  60 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  risks  written   $60,633  55 

Amount  of  premiums  received   1,750  55 

Amount  of  losses  incurred   612  51 

Amount  of  losses  paid   612  51 
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MONTAUK  FIRE  INSURANCE  COMPANY. 


BROOKLYN,  N.  Y. 
Incorporated  May  19,  1857.  Commenced  business  May  23,  1857. 

Daniel  F.  Fernold,  President.  .    George  F.  Malby,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 


Loans  on  bond  and  mortgage  (first  liens)   $23,800  00 

Value  of  lands  mortgaged   $21,000  00 

Buildings  (insured  for  $22,225)  ^   28,500  00 

Total  value  of  mortgaged  premises   $49,500  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 

value.  value. 

United  States  bonds                                                            $78,000  00  $92,610  00 

Other  stocks  and  bonds                                                      91,900  00  $142,473  00 

Total  par  and  market  value                                         $169,900  00  $235,083  00 


Loans  on  Stock  Collaterals. 


235,083  00 


Par  Market  Amount 

value.  value.  loaned. 

$42,900  00       $13,230  00       $35,400  00 

35,400  00 

Cash  belonging  to  the  Company  deposited  in  bank   34,648  83 

Interest  due  and  accrued  on  collateral  loans   53  67 

Premiums  in  due  course  of  collection   8,711  00 

Aggregate  amount  of  all  actual  available  assets   $337,696  50 


II.  LIABILITIES. 

i  adjusted  and  unpaid,  due  and  to  become  due   $7,142  4S 

unadjusted,  including  all  reported  and  supposed  losses   4,950  00 

Losses  resisted,  including  interest,  cost*  and  expenses   4,409  58 

Net  amount  of  all  unpaid  losses  and  claims   $16,502  06 
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CJnearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $13,065  88 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   5,161  41 


Total  unearned  premiums  as  computed  above   $48,227  29 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   666  67 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 
$500 ;  commissions  and  other  charges  due  and  to  become  due 
to  agents  and  brokers,  $1,740;  total   2,240  00 


Total  liabilites,  except  capital  and  net  surplus   $87,636  02 

Joint  stock  capital  paid  up  in  cash   200,000  00 

•Surplus  beyond  all  liabilities   70,060  48 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $337,696  50 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

<xross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $11,154  01 

Deduct  amount  of  same  not  collected  ,   1,197  50 


Net  collected   $9,956  51 

■Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   99,169  35 

Total   $109,125  86 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   8,828  99 

Entire  premiums  collected  during  the  year   $100,296  87 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   7,420  6S 

Net  cash  actually  received  for  premiums   $92,876  19 

Interest  received  on  bonds  and  mortgages   1,699  00 

Interest  and  dividends  received  from  all  other  sources   14,520  07 

Income  from  all  other  sources   763  82 


Aggregate  income  received  during  the  year  in  cash   $109,859  08 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Oi  u88  amount  paid  for  losses   $66,460  i5 

Deduct  salvages  and  re-insurances   681  94 

Net  amount  paid  for  losses   $65,778  91 

Cash  dividends  actually  paid   20,000  00 

Paid  for  commission  and  brokerage   17,117  78 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   11,382  03 

Amount  paid  for  State,  national  and  local  taxes   928  98 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  12,720  80 


Aggregate  expenditures  during  the  year  in  cash   $127,928  50 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premium!. 

Written  or  renewed  daring  the  year                                                        $15,391,759  00  $99,169  35 

Expired  and  marked  off  as  terminated  ~  $14,6yi,i<J2  00  $08,600  10 

In  force  at  the  end  of  the  year                                                        $14,406,638  00  $97,819  33 

Deduct  amount  re-insured                                                               246,928  00  1,483  81 

Net  amount  in  force  ♦14,159.710  (M>  $96,335  52 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,878,340  00 

Total  losses  paid  from  organization  to  date   890,429  00 

Total  cash  dividends  declared  siuce  the  Company  commenced  husiness   503,500  0C- 

Total  amount  of  losses  incurred  during  the  year...   57,847  75 


NATIONAL  FIRE  INSURANCE  COMPANY. 


HARTFORD,  CONN. 

Incorporated  November  27,  1871.      Commenced  business  December  1,  1871. 

Mark  Howard,  Resident.  James  Nichols,  Secretary. 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $1,000,000. 


L  ASSETS. 


Real  estate  owned  by  the  Company,  unincumbered   $33,851  98- 

Loans  on  bond  and  mortgage  (first  liens)   384,500  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due  .   3,500  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,071; 

interest  accrued  on  bond  and  mortgage  loans,  $6,976.22;  total....  8,047  22 

Value  of  lands  mortgaged  -   $524,690  00 

Buildings  (insured  for  $291,600)   457,050  00 

Total  value  of  mortgaged  premises   $981,740  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  vMue. 

United  St&tefl  bonds   $100,000  00  $116,500  00 

Other  stocks  and  bonds   727,325  00      967,315  00 

Total  par  and  market  value  -   $827,325  00  $1,083,815  00 

1,083,815  00 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$19,525  00       $86,474  00      $46,420  00 


46,420  0O 

Total  amount  of  cash  items   163,749  93- 


Ca*h  in  the  Company's  principal  office  in  currency   $1,101  26 

Cash  belonging  to  the  Company  deposited  in  bank  ..   162,648  67 


1882.]                Companies  of  Other  States.  185 

Interest  due  and  accrued  on  bonds  owned,  not  included  in  market  value 

and  on  deposits   $8,387  00 

Interest  due  and  accrued  on  collateral  loans   1,010  16 

Aggregate  amount  of  all  actual  available  assets   $1,733,281  29 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $14,314  82 

Losses  unadjusted,  including  all  reported  and  supposed,  losses   9,544  00 

Losses  resisted,  including  interest,  costs  and  expenses   4,000  00 

Net  amount  of  all  unpaid  losses  and  claims   $27,858  82 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year..  $145,082  86 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          96,213  80 

Total  unearned  premiums  as  computed  above   241,296  66 

Total  liabilities,  except  capital  and  net  surplus   $269,155  48 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   464,125  81 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $1,733,281  29 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  collected  during  the  year   $420,272  69 

Deduct  re-ins  arance,  rebate,  abatement  and  return  premiums. ,   38,775  86 

Net  casb  actually  received  for  premiums   $381,496  83 

Interest  received  on  bonds  and  mortgages   23,499  05 

Interest  and  dividends  received  from  all  other  sources   66,271  31 

Income  from  all  other  sources,  viz.,  rent,  $3,937.76 ;  profits,  sale  of 

real  estate,  $1,660.92;  total.     5,598  68 

Aggregate  income  received  during  the  year  in  cash   $476,865  87 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $232,171  83 

Deduct  salvages  and  re-insurances   4,483  40 

Net  amount  paid  for  losses   $227,688  43 

Cash  dividends  actually  paid  '   100,000  00 

Paid  for  commission  and  brokerage   57,258  16 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   30,112  74 

Amount  paid  for  State,  national  and  local  taxes   11,327  76 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  24,737  22 

Aggregate  expenditures  during  the  year  in  cash   $451,124  31 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  #41,875,645  00  $420,272  69 

Expired  and  marked  off  as  terminated                                                  136,931.063  00  $658,180  98 

In  force  at  the  end  of  the  year  $43,449,143  00  $4fi6,634  15 

Deduct  amount  re-insured  N                                               534,853  00  5,896  50 


Net  amount  in  force   $42,914,290  00       $460,737  65 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $3,82S,941  23 

Total  losses  paid  from  organization  to  date   1,807,073  69 

Total  cash  dividends  declared  since  the  Company  commenced  business   777,000  00 

Total  amount  of  losses  incurred  during  the  year   222.867  25 

Total  dividends  declared  payable  in  stock  from  organization   100,000  00 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $22$,408  00 

Amount  of  fire  premiums  received     2,045  00 

Amount  of  losses  paid   1,614  54 


NATIONAL  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated,  1838.  Commenced  business  April  9,  1838. 

Henry  T.  Drowne,  President.  T.  J.  Walton,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $9,995  76 

Loans  on  bond  and  mortgage  (first  liens)   82,738  98 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $251.58 ;  in- 
terest accrued  on  bond  and  mortgage  loans,  $843  30;  total   1,094  88 

Value  of  land"  mortgaged   *  1      *IO«  „<|A  ftll 

Buildings  (insured  for  $107,400)  /      S1^.200  80 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

(falted  States  bonds                                                               $185,000  00  $220,800  00 

Othe.  stocks  and  bonds                                                             80,000  00  44,767  50 


Total  par  and  market  value   $215,500  00     $264,567  50 


264,567  50 

Ca*h  in  tii*1  Company's  principal  office  in  currency   $3,750  87 

Cash  belonging  to  the  Company  deposited  in  bank   6,724  60 

Total  amount  of  ca«h  items   10,481  67 

New  York  Produce  Exchange  stock   2,500  00 

Premiums  in  due  course  of  collection   15,802  94 


Aggregate  amount  of  all  actual  available  assets 


$387,181  73 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $3,800  00 

Losses  unadjusted,  including  ail  reported  and  supposed  losses   8,700  00 

Net  amount  of  all  unpaid  losses  and  claims   $12,500  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $86,094  52 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   23,323  57 

$109,418  09 

Ee-insurance  paid   2,205  03 

Total  unearned  premiums  as  computed  above  less  re-insurance  paid,  107,213  06 

Total  liabilities,  except  capital  and  net  surplus   $119,713  06 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   67,468  67 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $387,181  73 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $21,216  33 

Deduct  amount  of  same  not  collected   5,304  06 

Net  collected   $15,912  27 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   262,958  06 

Total   $278,870  33 

Deduct  premiums  and  bills  in  course  of  col  lection  at  this  date   18,963  52 

Entire  premiums  collected  during  the  year   $259,906  81 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   39,043  91 

Net  cash  actually  received  for  premiums   $220,862  90 

Interest  received  on  bonds  and  mortgages   7,691  91 

Interest  and  dividends  received  from  all  other  sources   11,373  77 

Income  from  all  other  sources,  viz.,  rent   819  58 

Aggregate  income  received  during  the  year  in  cash   $240,748  16 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Fire. 

Gross  amount  paid  for  losses   $186,558  36 

Deduct  salvages  and  re-insurances   1,033  80 

Net  amount  paid  for  losses   $184,924  56 

Cash  dividends  actually  paid   20,000  00 

Paid  for  commission  and  brokerage   44,^32  00 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   28,699  43 

Amount  paid  for  State,  national  and  local  taxes   3,708  42 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  20,698  69 


Aggregate  expenditures  during  the  year  in  cash   $302,863  10 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $31,024,791  00  1262,958  06 

Expired  and  marked  off  as  terminated  $36,174,685  00  $312,155  65 

In  force  at  the  end  of  the  year  $29,982,980  00  $215,744  79 

Deduct  uuiount  re-insured                                                                  2*9,963  00  2,205  03 

Net  atuouut  in  force  $29,693,017  00  $213,539  76 
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General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   $3,597,950  81 

Total  losses  paid  from  organization  to  date   1,838,503  65 

Total  cash  dividends  declared  since  the  Company  commenced  business   970,056  00 

Total  amount  of  losses  incurred  during  the  year   177,924  55 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $525,262  00 

Amount  of  fire  premiums  received   3,522  15 

Amount  of  losses  incurred   1,922  17 

Amount  of  losses  paid   1,922  17 


NEW  HAMPSHIRE  FIRE  INSURANCE  COMPANY. 


MANCHESTER,  N.  II . 
Incorporated  1869.  Commenced  business  April,  1870. 

J.  A.  Weston,  President.  J.  C.  French,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $500,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $76,446  86 

Stocks,  Bonds ,  etc.t  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  State*  bonds   $200,000  00  $232,335  00 

Other  stocks  and  bonds   379,400  00      425,270  00 

Total  par  and  market  value   $579,400  00     $657,605  00 

657,605  00 

Loam  on  Stock  Collaterals. 

Par  Market  Amount 

value.         value.  loaned. 
$84,805  00     $102,295  00       $76,862  50 

76,862  50 

Cash  in  the  Company's  principal  office  in  currency   $9,241  75 

Cash  belonging  to  the  Company  deposited  in  bank   65,952  30 

Total  amount  of  cash  items   75,194  05 
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Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   $4,355  00 

Interest  due  and  accrued  on  collateral  loans   3,629  00 

Premiums  in  due  course  of  collection   21,039  96 

e  amount  of  all  actual  available  assets  ".   $915,132  37 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $25,162  82 

Losses  unadjusted,  including  all  reported  and  supposed  losses   5,500  00 

Losses  resisted,  including  interest,  costs  and  expenses   2,500  00 

Net  amount  of  all  unpaid  losses  and  claims   $33,162  82 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $86,949  95 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          90,611  64 

Total  unearned  premiums  as  computed  above   177,561  59 

Total  liabilities,  except  capital  and  net  surplus   $210,724  41 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities   204,407  96 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $915,132  37 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $20,176  51 

Deduct  amount  of  same  not  collected   856  00 


Net  collected   $19,320  51 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   399,581  12 

Total   $418,901  63 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   21,039  96 

Entire  premiums  collected  during  the  year   397,861  67 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   50,909  77 

Net  cash  actually  received  for  premiums   $340,951  90 

Interest  received  on  bonds  and  mortgages   )  ^  ^2  89 

Interest  and  dividends  received  from  all  other  sources   j  1 


Aggregate  income  received  during  the  year  in  cash   $382,474  79 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Net  amount  paid  for  losses  (all  fire)   $207,409  52 

Cash  dividends  actually  paid   20,000  00 

Paid  for  commission  and  brokerage   67,996  45 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   14,344  29 

Amount  paid  for  State,  national  and  local  taxes   9,997  60 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  16,398  77 


Aggregate  expenditures  during  the  year  in  cash   $336,146  63 
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V.  MISCELLANEOUS. 

Pishs  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                             $35,272,500  00  $399,581  12 

Expired  and  marked  off  as  terminated                                                     $31,782,640  00  $343,406  88 

In  force  at  the  end  of  the  year                                                          $29  400,576  00  $349,587  87 

Deduct  amount  re-insured                                                                  1,252,000  00  14,417  06 

Net  amount  in  force                                                                      $28,148,576  00  $335,170  81 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,219,451  61 

Total  losses  paid  from  organization  to  date   1,153,250  82 

Total  cash  dividends  declared  since  the  Company  commenced  business   204,000  00 

Total  amount  of  losses  incurred  during  the  year   209,403  85 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $875,000  00 

Amount  of  fire  premiums  received   7,162  23 

Amount  of  losses  incurred   5,257  03 

Amount  of  losses  paid   2,107  21 


NEW  ORLEANS  FIRE  INSURANCE  COMPANY. 


NEW  ORLEANS,  LA. 

Incorporated,  1872.  Commenced  business,  1805. 

Jules  Tuyes,  President.  John  W.  Hincks,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $500,000. 

L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $132,940  00 

Loans  on  bond  and  mortgage  (first  liensj   113,927  66 

Loans  on  bond  and  mortgage  upon  whicn  more  than  one  year's  inter- 
est is  due  (of  which  $6,100  is  in  process  of  foreclosure)   1,100  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $751  ;  inter- 
est accrued  on  bond  and  mortgage  loans,  $5,999.30;  total   6,750  30 

Value  of  lands  mortgaged   $70,875  00 

Buildings  (insured  for  |l03,71»*>)     212,625  00 

Total  value  of  mortgaged  premises   $283,500  00 
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$338,865  GO 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $200,000  00     $239,000  00 

Other  stocks  and  bonds   100,000  00        99,865  00 

Total  par  and  market  value   $300,000  00     $338,865  00 

Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$121,700  00     $129,744  00      $93,450  00 

93,450  00 

Cash  belonging  to  the  Company  deposited  in  bank   90,104  79 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   850  84 

Interest  due  and  accrued  on  collateral  loans   73,407  14 

Premiums  in  due  course  of  collection   13,476  63- 

All  other  property,  viz.,  rents  due  and  accrued,  $164.35;  due  from 
other  companies  for  re-insurance,  $10,000 ;   suspense  account, 

$716.26;  total   10,716  26 

Aggregate  amount  of  all  actual  available  assets   $875,588  62 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $11,834  65 

Losses  unadjusted,  including  all  reported  and  supposed  losses   34,167  61 

Losses  resisted,  including  interest,  costs  and  expenses   10,408  00 

Total   $56,410  26 

Deduct  re-insurance  thereon   10,000  00 

Net  amount  of  all  unpaid  losses  and  claims   $16,110  26 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $179,968  41 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   10,370  21 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks   4,301  11 

Unearned  premiums  on  marine  risks   6,477  29 

Total  unearned  premiums  as  computed  above   201,117  02 

Cash  dividends  to  stockholders  remaining  unpaid   4,215  50' 

All  other  demands  against  the  Company,  viz.,  re-insurance   16,912  01 

Total  liabilities,  except  capital  and  net  surplus   $268,654  79 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities   106,933  83 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $875,588  62 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 

*          Fire.  inland. 
Gross  premiums  and  bills  in  courso  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement            $72,274  35  $11,778  14 

Deduct  amount  of  same  not  collected   356  32 

Net  collected                                                              $72,274  35  $1 1,421  82 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risks  and  premium  exhibit                              519,589  40  $162,266  81 

Total                                                                                   $591,863  75  $I73,6H8  63 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date,     45,853  98  27,553  16 

Entire  premiums  collected  during  the  year                             $516,009  77  $146,135  47 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums,    166,302  74  35,174  27 

$379,707  03  $110,961  20 

Net  cash  actually  received  for  premiums   $490,668  23 
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Interest  received  on  bonds  and  mortgages  

Interest  and  dividends  received  from  all  other  sources. 
Income  from  all  other  sources,  viz.,  rent  


$25,790  47 
10,079  43 
7,055  86 


Aggregate  income  received  during  the  year  in  cash   $533,593 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Fire. 

Gross  amount  paid  for  losses   $188,793  62 

Deduct  salvages  and  re-insurances.....*.  


Marine  and 
inland. 

$63,065  74 
4,662  30 


$188,793  62       $58,403  44 

Net  amount  paid  for  losses  

Cash  dividends  actually  paid  

Paid  for  commission  and  brokerage  

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  

Amount  paid  for  State,  national  and  local  taxes  

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc., 


$247,197  06 
45,784  50 
58,565  60 
36,061  56 
14,814  36 
23,058  25 


Aggregate  expenditures  during  the  year  in  cash   $425,481  33 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $50,065,863  00  $519,589  40 

Expired  and  marked  off  as  terminated  $26,086,245  00  $244,511  21 

In  force  at  the  end  of  the  year  $37,082,795  00  $435,351  50 

Deduct  amount  re-insured                                                               3,279,176  00  61,701  40 

Net  amount  in  force  $33,803,619  00  $373,6  >0  10 

Marine  and 

inland  risks.  Premiums. 

Written  or  renewed  during  the  year                                                            $15,592,702  00  $162,266  81 

Expired  and  marked  off  as  terminated                                                    $14,732,704  00  $140,043  03 

In  force  at  the  end  of  the  year                                                           $1,340,448  00  $28,946  94 

Deduct  amount  re-insured                                                                    486,250  00  7,390  13 

Net  amount  in  force                                                                    $854,198  00  $21,556  81 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $4,485,719  82 

Total  losses  paid  from  organization  to  date   1,957,060  96 

Total  cash  dividend*  declared  since  the  Company  commenced  business   500,000  00 

Total  amount  of  losses  incurred  during  the  year   213,576  12 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $1,341,329  52 

Amount  of  fire  premiums  received   10,736  55 

Amount  of  losses  incurred   650  00 

Amount  of  losses  paid   2,759  94 
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NEW  YORK  BOWERY  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  April,  1833.  Commenced  business  September,  1833. 

John  A.  Delansy,  Jr.,  President.  Henry  Griffin,  Secretary. 

Capital  stock  authorized,  $300,000. 
Capital  actually  paid  in,  $300,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)  

Interest  accrued  on  bond  and  mortgage  loans 

Value  of  lands  mortgaged  

Buildings  (insured  for  $62,100)  

Total  value  of  mortgaged  premises  


$50,000  00 
75,000  00 

$125,000  00 


$19,700  00 
372  75 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $600,000  00  $706,250  00 

Railroad  bonds   90,000  00  100,775  00 

Total  par  and  market  value   $690,000  00     $807,025  00 


807,025  00 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$16,746  30       $26,266  30       $15,796  80 


15,796  30 

Cash  in  the  Company's  principal  office  in  currency   $7,551  07 

Cash  belonging  to  the  Company  deposited  in  bank   734  41 

Total  amount  of  cash  items   8,285  48 

Interest  due  and  accrued  on  collateral  loans   697  88 

Premiums  in  due  course  of  collection   31,000  00 


Aggregate  amount  of  all  actual  available  assets   $912,877  41 


II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due  \    *.()  r<)0  ()0 

Losses  unadjusted,  including  all  reported  and  supposed  losses  /    *  •' 

Losses  resisted,  including  interest,  costs  and  expenses   11,600  (Hi 

Net  amount  of  all  unpaid  losses  and  claims   $52,100  00 
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Unearned  premiums,  at  00  per  cent,  of  premiums  on  fire  risks  under  one 

year   $129,790  63 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          47,414  64 

Total  unearned  premiums  as  computed  above   $177,205  27 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   1,000  00 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   6,200  00 

Total  liabilities,  except  capital  and  net  surplus   $236,505  27 

Joint  stock  capital  paid  up  in  cash   300,000  00 

Surplus  beyond  all  liabilities   376,372  14 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $912,877  41 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statemeut   $26,593  50 

.Deduct  amount  of  same  not  collected   714  22 

Net  collected   $25,879  28 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   357,926  89 

Total   $383,806  17 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   31,000  00 

Entire  premiums  collected  during  the  year   $352,806  17 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   20,562  60 

Net  cash  actually  received  for  premiums   $332,243  57 

Interest  received  on  bonds  and  mortgages   2,982  00 

Interest  and  dividends  received  from  all  other  sources   31,326  23 

Aggregate  income  received  during  the  year  in  cash   $366,551  80 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gr  j*s  amount  paid  for  losses   $223,258  24 

Deduct  salvages  and  re-insurances   6,198  51 

Net  amount  paid  for  losses   $217,059  73 

Cash  dividends  actually  paid   60,000  00 

l  aid  for  commission  and  brokerage   48,452  23 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   33,248  05 

Amount  paid  for  State,  national  and  local  taxes   5,448  67 

All  other  payments,  viz  ,  stationery,  printing,  advertising,  postage,  etc.,  19,552  24 

Aggregate  expenditures  during  the  year  in  cash   $383,760  92 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

W  -iUen  or  renewed  lurim?  the  year                                                               $52,221,328  00  $358,505  23 

Expired  and  marked  off  as  terminated                                                      $V),612,483  00  $283,972  31 

In  force  at  the  end  of  the  year                                                            $50,354,164  00  $348,084  80 

Deduct  amount  re-insured                                                                  1,259,132  00  9,864  12 

Net  amount  in  force                                                                     $49,095,032  00  $338,220  68 
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General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   $5,386,365  23 

Total  losses  paid  from  organization  to  date   2,172,348  09 

Total  cash  dividends  declared  since  the  Company  commenced  business   2,636,500  00 

Total  amount  of  losses  incurred  during  the  year   250,159  23 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $612,441  79 

Amount  of  fire  premiums  received   6,255  78 

Amount  of  losses  incurred   5,314  62 

Amount  of  losses  paid   3,814  62 


NIAGARA  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 
Incorporated  July,  1850.  Commenced  business  August,  1850. 

Peter  Notman,  President.  Thomas  F.  Goodrich,  Secretary. 

Capital  actually  paid  in,  $500,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $22,000  00 

Loans  on  bond  and  mortgage  (first  liens)   105,700  00 

Interest  accrued  on  bond  and  mortgage  loans*.   3,198  57 

Value  of  lands  mortgaged   $143,750  00 

Buildings  (insured  for  $73,250)   73,250  00 

Total  value  of  mortgaged  premises.   $217,000  00 

Stocks,  Bonds,  etc.t  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds  $770,000  00  $921,675  00 

Other  stocks  and  bonds                                                   443.000  00  486,060  00 


Total  par  and  market  value  $1,213,000  00  $1,410,735  00 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$23,700  00      $25,400  00        $9,500  00 


1,410,735  00 


9,500  00 
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Cash  in  the  Company's  principal  office  in  currency   $3,127  49 

Cash  belonging  to  the  Company  deposited  in  bank   39,440  39 


Total  amount  of  cash  items   $42,567  88 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value    13,797  IS 

Interest  due  and  accrued  on  collateral  loans   269  72 

Premiums  in  due  course  of  collection   170,824  07 

All  other  property,  viz.,  due  from  other  Companies  for  re-insurance...  1,897  98 


Aggregate  amount  of  all  actual  available  assets   $1,780,490  35 


XL  LIABILITIES. 

Leases  adjusted  and  unpaid,  due  and  to  become  due  1         7(,„  ™ 

Losses  unadjusted,  including  all  reported  and  supposed  losses  J    '  l*-Vo 

[XMMfl  resisted,  including  interest,  costs  and  expenses   £,237  17 

Net  amount  of  all  unpaid  losses  and  claims   $1 52,000  0O 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $334,340  71 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          256,745  62 

Total  unearned  premiums  as  computed  above   591,086  33 

Cash  dividends  to  stockholders  remaining  unpaid   545  50' 

All  other  demands  against  the  Company   25,000  00 

Total  liabilities,  except  capital  and  net  surplus.   $768,631  83 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities   511,858  52 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $1,780,490  35 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Entire  premiums  collected  during  the  year  $1,168,142  92 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   187,479  86 

Net  cash  actually  received  for  premiums    $980,663  06" 

Interest  received  on  bonds  and  mortgages-.   5,952  49 

Interest  and  dividends  received  from  all  other  sources                     )  g, 

Income  from  all  other  sources,  viz.,  rent                                      j  '  iJ 

Aggregate  income  received  during  the  year  in  cash   $1,048,582  3] 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 
$654, 593  20 
75,156  99 


Net  amount  paid  for  looses   $579,436  21 

Cash  dividends  actually  paid   70,007  00 

Paid  for  commission  and  brokerage   166,155  10 

.Salaries  and  other  charges  of  officers,  clerks  and  other  employes   '    73,323  67 

Amount  paid  for  State,  national  and  local  taxes   23,955  99 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  98,644  35 


Aggregate  expenditures  during  the  year  in  ca«h   $1,011,522  32 


<;rosn  amount  paid  for  losses  

Deduct  salvage*  and  re-insuranceB, 
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V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  ..."  $139,754,195  00  $1,225,171  56 

Expired  and  marked  off  as  terminated  $104,043,022  00  $877,275  01 

In  force  at  the  end  of  the  year  .  $141,445,058  00  $1,246,473  39 

Deduct  amount  re-insured                                                              10,644,792  00  122,977  91 

Net  amount  in  force  $130,800,266  00  $1,123,495  48 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $13,924,980  23 

"Total  losses  paid  from  organization  to  date   7,635,268  70 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,724,000  00 

Total  amount  of  losses  incurred  during  the  year   656,260  53 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $3,589,598  00 

Amount  of  fire  premiums  received   28,097  63 

Amount  of  losses  incurred   14,121  25 

Amount  of  losses  paid   10,223  67 


ORANGE  COUNTY  MUTUAL  INSURANCE  COMPANY. 


GOSHEN,  N.  Y. 

Incorporated  March  15,  1837.  Commenced  business  October  15,  1837. 

Henry  Bacon,  President.  Dudley  Murray,  Secretary. 

I.  ASSETS. 


-Cash  in  the  office  of  the  Company  •   $466  62 

Cash  in  the  Goshen  National  Bank   770  06 

Net  amount  of  cash  (after  deducting  commissions  and  all  other 
charges)  due  the  Company  from  agents  for  premiums  collected 

and  in  course  of  transmission   189  35 

Amount  due  the  Company,  and  not  included  in  the  preceding  items, 

for  office  and  other  premiums  unpaid  and  in  course  of  collection..  24  00 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit 

notes  held  by  the  Company   884  49 

All  other  assets  and  property  owned  by  the  Company,  and  not  in- 
cluding any  of  the  preceding  items,  at  the  actual  cash  value 
thereof   75  00 


Gross  assets  of  the  Company,  except  premium  notes  liable  to 

assessment   $1,859  52 
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Amount  of  premium  or  deposit  notes  hold  by  the  Company  (being  1,388  in 
number)  which  are  liable  to  future  assessment  for  payment  of  claims, 
deducting  the  amount  already  assessed  or  collected  thereon   $98,115  72 


II.  LIABILITIES. 

Losses  reported  in  process  of  adjustment,  or  on  which  no  action  has 

been  taken  ,   $30  00 


Gross  cash  liabilities   $30  00 

Total  amount  of  insurance  by  policies  now  in  force  $2,507,091  52 


III.  INCOME. 

Cash  received  for  premiums,  without  deductions  for  brokerage,  commis- 
sions, return  premiums,  amount  paid  for  re-insurance  or  otherwise   #4,158  66 

Deduct  amount  paid  for  return  premiums  on  canceled  and  surrendered 

policies  and  for  re-insurance   517  78 

Net  cash  premiums   $3,640  88 

("ash  received  for  assessments  or  calls  on  premium  or  deposit  notes   20,283  66 

Cash  received  from  all  other  sources,  viz.,  policy  fees   4  50 

Gross  cash  income   $23,929  04 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment  actually 

received  during  the  year   $15,907  38 


IV.  EXPENDITURES. 


Paid  for  losses   $5,977  86 

Paid  for  brokerage  and  commissions  on  premiums   905  85 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   589  18 

Paid  for  interest   196  97 

*  Paid  for  taxes   74  86 

Cash  deposits  returned  during  the  year...   206  42 

Paid  for  rent   100  00 

All  other  cash  payments  and  expenditures,  viz.,  borrowed  money, 
$11,826.70;    assessment  expenses,  $2,019.40;    legal  expenses, 

$304.56;  office  and  incidental  expenses,  $527.10   14,677  76 


Gross  cash  expenditures   $22,728  90 


V.  GENERAL  ITEMS. 


Whole  amount  of  risks  outstanding  at  the  end  of  the  year,  deducting 

$12,575  re  insured  in  other  companies   $2,494,516  52 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   107,321  43 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   21,880  10 

Whole  amount  of  risks  outstanding  on  property  located  in  the  State 

of  New  Jersey   387,606  19 

Whole  amount  of  risks  written  during  the  year,  of  which  $48,600 

located  in  the  State  of  New  Jersey   371,566  60 

For  a  shorter  term  than  one  year   9,750  00 

For  a  term  of  one  year   75,591  60 

For  a  term  of  more  than  one  year  and  not  more  than  three  years...  216,175  00 

For  a  term  of  more  than  three  years   70,050  00 
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Whole  amount  of  risks  terminated  during  the  year   $1,049,257  50 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company   853  83 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in  the 

State  of  New  Jersey   345  50 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in  the 

State  of  New  Jersey   542  30 

Premium  notes  received  during  the  year  on  risks  in  the  State  of  New 

Jersey  .   2,711  50 

Assessments  made  during  the  year  on  premium  or  deposit  notes...   22,618  15 

Cash  borrowed  during  the  year   11,826  70 


ORIENT  INSURANCE  COMPANY. 


Incorporated  June,  1867.  Commenced  business  January,  1872. 

Selden  C.  Preston.  President.  George  W.  Lester,  Secretary. 

Capital  stock  authorized,  $2,000,000. 
Capital  actually  paid  in,  $1,060,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $29,494  69 

Loans  on  bond  and  mortgage  (first  liens)....   222,870  70 

Interest  accrued  on  bond  and  mortgage  loans   3,452  16 

Value  of  lands  mortgaged.  1  *«o«-,  ofir  IU, 

Buildings  (insured  for  $205,565)  J  I0™**  w 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 


Par 
value. 
662,950  00 


Market 
value. 
$896,039  06 


896,039  00 


Leans  on  Stock  Collaterals. 


Par  Market 
value.  value. 
$107,425  00    $222,318  00     $109,270  00 


Amount 
loaned. 


Clash  In  the  Company's  principal  office  In  currency   $1,034  79 

Cash  belonging  to  the  Company  deposited  in  bank   79,430  36 

Total  amount  of  cash  items  


109,270  00 
80,465  15 
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Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   $9,722  92 

Interest  due  and  accrued  on  collateral  loans   1,948  84 

Premiums  in  due  course  of  collection   42,140  72 

Aggregate  amount  of  all  actual  available  assets   $1,395,404  18 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due  \    *?.  „fi 

Losses  unadjusted,  including  all  reported  and  supposed  losses  )  wi,£do 

Losses  resisted,  including  interest,  costs  and  expenses   2,115  40 

Net  amount  of  all  unpaid  losses  and  claims   $23,370  76 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $165,247  79 
Unearned  premiums, pro  rata,  on  fire  risks  running  more  than  one  year          86,608  90 

Total  unearned  premiums  as  computed  above   251,856  69 

Total  liabilities,  except  capital  and  net  surplus   $275,227  45 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   120,176  73 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $1,395,404  18 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $44,498  37 

Deduct  amount  of  same  not  collected.:   561  95 

Net  collected   $43,936  42 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   466,969  71 

Total   $.510,906  13 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   42,140  72 

Entire  premiums  collected  during  the  year   $468,765  41 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   66,103  55 

Net  cash  actually  received  for  premiums   $402,661  86 

Interest  received  on  bonds  and  mortgages   12,898  73 

Interest  and  dividends  received  from  all  other  sources   55,877  94 

Aggregate  income  received  during  the  year  in  cash   $471,438  53 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 
$294, 9><  1  56 
7,674  79 


Net  amount  paid  for  losses   $287,306  77 

Cash  dividends  actually  paid   80,000  00 

Paid  for  commission  and  brokerage   65,829  51 

.Salaries  and  other  charges  of  officers,  clerks  and  other  employes   26,220  73 

Amount  paid  for  State,  national  and  local  taxes   10,171  81 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  33,704  76 


Gross  amount  paid  for  losses  

Deduct  salvages  and  re-inburances. 


Aggregate  expenditures  during  the  year  in  cash 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $38,575,646  00  $466,969  71 

Expired  and  marked  off  as  terminated                                                $33,621,048  00  $389,596  73 

In  force  at  the  end  of  the  year                                                        $39,882,214  00  $491,194  13 

Deduct  amount  re-insured                                                               581,816  00  9,339  88 

Net  amount  in  force                                                             $39,300,398  00  $481,854  25 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $3,719,213  07 

Total  losses  paid  from  organization  to  date   1,969,094  25 

Total  cash  dividends  declared  since  the  Company  commenced  business   525,000  00 

Total  amount  of  losses  incurred  during  the  year   283,660  75 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  risks  written   $1,309,300  00 

Amount  of  fire  premiums  received.....   11,608  85 

Amount  of  losses  incurred   11,371  46 

Amount  of  losses  paid   14,292  37 


PENNSYLVANIA  FIRE  INSURANCE  COMPANY. 


PHILADELPHIA,  PA. 
Incorporated  March,  1825.  Commenced  business  April,  1825. 

John  Devereux,  President.  John  L.  Thomson,  Secretary. 

Capital  stock  authorized,  $400,000. 
Capital  actually  paid  in,  $400,000. 

L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $115,000  0  ^ 

Loans  on  bond  and  mortgage  (first  liens)   202,570  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   3,764  47 

Valne  of  lands  mortgaged  \         ^  m 

BuildiogB  (insured  for  $l7U,n00)  J   l015-™'  w 
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Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $220,000  00  $226,875  00 

Other  stocks  and  bonds   1,384,721  00  1,517,996  58 

Total  par  and  market  value  $1,604,721  00  $1,744,871  58 

f  1,744,871  58 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$182,350  00     $202,695  00     $161,300  00 


161,300  00 

Cash  in  the  Company's  principal  office  in  currency   $126  09 

Cash  belonging  to  the  Company  deposited  in  bank   18,363  28 


Total  amount  of  cash  items   18,489  37 

Interest  due  and  accrued  on  collateral  loans   680  17 

Premiums  in  due  course  of  collection   55,269  99 


Aggregate  amount  of  all  actual  available  assets   $2, 301, 945  58 


II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due  ") 

Losses  unadjusted,  including  all  reported  and  supposed  losses  >    $68,709  78 

Losses  resisted,  including  interest,  costs  and  expenses  ) 

Net  amount  of  all  unpaid  losses  and  claims   $68,709  78 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $240,697  27 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year....    189,418  60 


Total  unearned  premiums  as  computed  above   430,115  87 

Amount  reclaimable  on  perpetual  fire  policies   440,493  74 


Total  liabilities,  except  capital  and  net  surplus   $939,319  39 

Joint  stock  capital  paid  up  in  cash   400,000  00 

Surplus  beyond  all  liabilities   962,626  19 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $2,301,945  58 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Grow  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $55,871  48 

Net  collected   $55,871  48 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit.   804,909  59 

Total.   $360,781  07 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   55,269  99 

Entire  premiums  collected  during  the  year   $805,511  08 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   83,700  36 

Net  cash  actually  received  for  premiums   $721,810  72 

Interest  received  on  bonds  and  mortgages   12,157  51 

Interest  and  dividends  received  from  all  other  sources   91,061  56 

Income  from  all  other  sources,  viz.,  rent,  f250;  policies,  $650.26   900  26 

Aggregate  income  received  during  the  year  in  cash..   $825,930  05 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  losses   $448,113  02 

Cash  dividends  actually  paid   40,000  00 

Paid  for  commission  and  brokerage   116,711  78 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   115,707  28 

Amount  paid  for  State,  national  and  local  taxes   18,836  33 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  828  83 

Aggregate  expenditures  during  the  year  in  cash   $740,197  24 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year.  $70,122,743  00  $804,909  59 

Expired  and  marked  off  as  terminated  $63,848,052  00  $701,321  46 

In  force  at  the  end  of  the  year  $70,958,664  00  $351,901  94 

Deduct  amount  re-insured                                                              2,108,894  00  25,087  32 

Net  amount  in  force  $68,849,770  00  $326,814  62 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $10,041,114  00 

Total  losses  paid  from  organization  to  date   6,693,420  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   2,099,000  00 

Total  amount  of  losses  incurred  during  the  year   463,494  78 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written  

Amount  of  fire  premiums  received 

Amount  of  losses  incurred  

Amount  of  losses  paid  


$312,245  00 
3,169  18 
404  19 
891  00 
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PEOPLE'S  FIRE  INSURANCE  COMPANY. 


Incorporated,  1851. 
F.  V.  Price,  President. 


NEW  YORK  CITY. 

Commenced  business  April  23,  1851. 

A.  C.  Milne,  Secretary. 


Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 


I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)  

Interest  accrued  on  bond  and  mortgage  loans  

Value  of  lands  mortgaged   $30,000  00 

Buildings  (insured  for  $14,200)   21,500  00 

Total  value  of  mortgaged  premises   $51,500  00 


$16,500  00 
495  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds  ,                                          $179,000  00  $216,205  00 

Other  stocks  and  bonds                                                            95,000  00  107,125  00 

Total  par  and  market  value   $274,000  00     $323,330  00 


323,330  00 


Loans  on  Stock  Collaterals. 


Par 

value. 


Market 
value. 


Amount 
loaned. 


$4,200  00        |3,880  00        $3,125  00 


3,125  00 

Cash  in  the  Company's  principal  office  in  currency   $500  70 

Cash  belonging  to  the  Company  deposited  in  bank   7,611  03 

Total  amount  of  ca?h  item?   8,111  73 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   4,245  00 

In'erest  due  and  accrued  on  collateral  loans   95  65 

Premiums  in  due  course  of  collection   11,833  27 

Aggregate  amount  of  all  actual  available  assets   $367,735  65 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $940  00 

*  unadjiiHted.  including  all  reported  and  supposed  losses   9,7*6  00 

s  resisted,  including  interest,  costs  and  expenses   2,500  00 

Net  amount  of  all  unpaid  los?e3  and  claims   $13,226  00 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $17,544  24 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   6,464  25 

Total  unearned  premiums  as  computed  above   $54,008  49 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   700  00 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 
$500 ;  commissions  and  other  charges  due  and  to  become  due  to 

agents  and  brokers,  $2,011.65;  total   2,511  65 


Total  liabilities,  except  capital  and  net  surplus   $70,446  14 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   97,289  51 


Aggregate  liabilities,  including %paid- up  capital  and  net  surplus...      $367,735  65 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   §11,679  66 

Deduct  amount  of  same  not  collected   1,047  44 


Net  collected   $10,632  22 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit  m   119,955  40 

Total   $130,587  62 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   11,833  27 

Entire  premiums  collected  during  the  year   $118,754  35 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   10,716  63 

Net  cash  actually  received  for  premiums   $108,037  72 

Interest  received  on  bonds  and  mortgages   900  00 

Interest  and  dividends  received  from  all  other  sources   13,783  51 

Income  from  all  other  sources,  viz..  rent   946  44 


Aggregate  income  received  during  the  year  in  cash   $123,667  67 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $51,407  99 


Deduct  salvages  and  re-insurances   1,195  03 


Net  amount  paid  for  losses   $50,212  96 

Cash  dividends  actually  paid   20,000  00 

Paid  for  commission  and  brokerage   20,058  64 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   9,852  61 

Amount  paid  for  State,  national  and  local  taxes   3,391  09 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  10,355  76 


Aggregate'  expenditures  during  the  year  in  cash   $113,871  06 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  ♦16,113,976  00  f  119,955  40 

Expired  and  marked  off  as  terminated                                                  $14,566,027  00  $  102,308  45 

In  force  at  the  end  of  the  year                                                          $13,776,722  00  $107,888  93 

Deduct  amount  re-insured                                                                    312,223  00  2,876  76 


Net  amount  in  force  $13,464,499  00       $105,012  17 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,012,692  89 

Total  losses  paid  from  organization  to  date    994,211  04 

Total  cash  dividends  declared  since  the  Company  commenced  business   458,000  00 

Total  amount  of  losses  incurred  during  the  year   54,836  70 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $552,997  00 

Amount  of  fire  premiums  received   3,936  56 

Amount  of  losses  incurred   657  55 

Amount  of  losses  paid   657  55 


PHENIX  INSURANCE  COMPANY. 


BROOKLYN,  N.  Y. 

Incorporated  September  10,  1853.    Commenced  business  September  10,  1853. 

Stephen  Crowell,  President.  Philander  Shaw,  Secretary. 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $1,000,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $384,750  00 

Loans  on  bond  and  mortgage  (first  liens;   298,000  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $838  39;  in- 
terest accrued  on  bond  and  mortgage  loans,  $4,533.51 ;  total   5,371  90 

Value  of  lands  mortgaged  ,   $225,300  00 

Buildings  (insured  for  $295,900)   345,100  00 

Total  value  of  mortgaged  premises   $570,400  00 

Stocks%  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  State*  bonds                                                              $700,000  00  |BMJM  00 

Other  stocks  and  bonds                                                            6y7,122  33  607,839  50 

Total  par  and  market  value  *  1,397, 122  33  $1,636,069  50 

1,636,089  50 
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Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$383,100  00     $428,200  00     $303,830  00 

=  ~~~    ~  $303,830  00 

Gash  in  the  Company's  principal  office  in  currency   $581  40 

Cash  belonging  to  the  Company  deposited  in  bank   256,042  84 

Total  amount  of  cash  items   256,624  24 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   2,049  99 

Interest  due  and  accrued  on  collateral  loans   2,032  64 

Premiums  in  due  course  of  collection   396,662  06 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   4,815  06 

All  other  property,  viz  ,  rents  accrued,  $3,533.21  ;  due  from  other 

companies  for  re-insurance,  $1,568  ;  total   5,101  21 

Aggregate  amount  of  all  actual  available  assets   $3,295,326  60 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due....   $18,117  90 

Losses  unadjusted,  including  all  reported  and  supposed  losses   158,179  69 

Losses  resisted,  including  interest,  costs  and  expenses   15,393  45 

Net  amount  of  all  unpaid  losses  and  claims   $191,691  04 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year  ,   $626,996  45 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         772,863  44 

Unearned  premiums  on  marine  risks   48,956  00 

Total  unearned  premiums  as  computed  above   1,448,815  89 

Salaries  and  other  miscellaneous  expenses  due  and  accrued.....   2,733  33 

All  other  demands  against  the  Company,  viz.,  return  premiums, 
$110.41;  commissions  and  other  charges  due  and  to  become  due 

to  agents  and  brokers,  $7,501.33;  total   7,611  74 

Total  liabilities,  except  capital  and  net  surplus   $1,650,852  00 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   644,474  60 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $3,295,326  60 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement   $18,318  60      $33,500  96 

Net  collected   $18,318  60      $33,500  96 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risks  and  premium  exhibit   2,478,059  51      464,317  98 

Total  $2,496,378  11     $497,818  94 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date,     21,679  54       47,020  87 

Entire  premiums  collected  during  the  year  $2,474,698  57     $450,798  07 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums,   338,512  87       90,373  17 

$2,136,185  70     $360,424  90 

Net  cash  actually  received  for  premiums   $2,496,610  60 

Interest  received  on  bonds  and  mortgages   11,047  88 

Interest  and  dividends  received  from  all  other  sources   89,583  40 

All  other  property,  viz.,  rent   9,897  34 

Aggregate  income  received  during  the  year  in  cash   $2,607,139  22 
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IV.  EXPENDITURES  DURING  THE  YEAR. 


Fire. 


Marine  and 
inland. 


Gross  amount  paid  for  losses  ,   $937,302  43     $418,090  67 

Deduct  salvages  and  re-insurances   135,853  02 

$937,362  43     $282,237  05 

Net  amount  paid  for  losses   $1,219,599  48 

Cash  dividends  actually  paid   100,000  00 

Paid  for  commission  and  brokerage  ,   436,177  32 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   187,676  70 

Amount  paid  for  State,  national  and  local  taxes   40,003  15 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc..  205,246  94 

Aggregate  expenditures  during  the  year  in  cash   $2,188,703  59 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $259,486,075  00  $2,478,059  51 

Expired  and  marked  off  as  terminated  $208,155,993  00  $1,898,751  30 

In  force  at  the  end  of  the  year  $256,481,233  00  $2,644,833  70 

Deduct  amount  re-insured                                                                  7,123,576  00  72,935  67 

Net  amount  in  force  $249,357,657  00  $2,571,898  03 

Marine  and 

inland  risks.  Premiums. 

Written  or  renewed  during  the  year  $91,828,421  00  $464,317  98 

Expired  and  marked  off  as  terminated   $90,664,465  00  $452,110  35 

In  force  at  the  end  of  the  year                                                         $9,769,211  00  $48,956  00 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $37,268,970  20 

Total  losses  paid  from  organization  to  date   19,271,328  50 

Total  cash  dividends  declared  since  the  Company  commenced  business   2,414,000  00 

Total  amount  of  losses  incurred  during  the  year   1,255,187  59 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $2,786,723  00 

Amount  of  fire  premiums  received   20,691  24 

Amount  of  losses  incurred   6,982  71 

Amount  of  losses  paid   6,649  38 
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PHOENIX  INSUEANCE  COMPANY. 


HARTFORD,  CONN. 

Incorporated  May,  1854.  Commenced  business  June,  1854. 

H.  Kellogg,  President.  D.  W.  C.  Skiltou,  Secretary. 

Capital  stock  authorized,  $5,100,000. 
Capital  actually  paid  in,  $2,000,000. 

I.  ASSETS. 

Heal  estate  owned  by  the  Company,  unincumbered   $178,255  31 

Loans  on  bond  and  mortgage  (first  liens)   161,380  00 

Interest  accrued  on  bond  and  mortgage  loans   4,095  40 

Value  of  lands  mortgaged..  $216,000  00 

iBuildings  (insured  for  $79,000)   148,000  00 

Total  value  of  mortgaged  premises  $364,000  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Market 
value. 

United  States  bonds   $121,856  00 

•Other  stocks  and  bonds   2,903,283  93 

Total  market  value  $3,025,139  93 

3,025,139  93 

Loans  on  Stock  Collaterals. 

Market  Amount 
value.  loaned. 
$655,767  00     $422,672  28 

422,672  28 

Cash  in  the  Company's  principal  office  in  currency   £''7.111  71 

Cash  belonging  to  the  Company  deposited  in  bank   897,939  7f> 

Total  amount  of  cash  items   435,051  47 

Interest  due  and  accrued  on  collateral  loans   7,283  47 

Premiums  in  due  course*  of  collection   211,305  11 

All  other  property,  viz.,  rents  due  and  accrued   1,025  34 

Aggregate  amount  of  all  actual  available  assets   $4,446,208  31 


II.  LIABILITIES. 

Lossos  adjusted  and  unpaid,  due  and  to  become  due  1  g,,,-  4«y  4S 

Losses  unadjusted,  including  all  reported  and  supposed  losses   /  J100**01'  ,0 

Losses  resisted,  including  interest,  costs  and  expenses   5,550  00 

Net  amount  of  all  unpaid  losses  and  claims   $188,989  43 

14 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 


year   $550,848  57 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         579,226  82 


Total  unearned  premiums  as  computed  above   $1,130,075  39 


Total  liabilities,  except  capital  and  net  surplus   $1,319,064  87 

Joint  stock  capital  paid  up  in  cash   2,000,000  00 

Surplus  beyond  all  liabilities   1,127,143  44 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $4,446,208  31 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  cash  premiums  received   $1,941,944  51 

Deduct  re-insurance,  rebate  and  return  premiums   117,094  62 

Net  cash  received  for  premiums   $1,824,849  89' 

Interest  received  on  bonds  and  mortgages   10,071  58 

Interest  and  dividends  received  from  all  other  sources   192,957  02 

Income  from  all  other  sources,  viz.,  rent   3,225  17 

Aggregate  income  received  during  the  year  in  cash   $2,031,103  66 


IV.  EXPENDITURES  DURING  THE  TEAR. 

Net  amount  paid  for  losses  (all  fire)   $1,113,390  4T 

Cash  dividends  actually  paid   280,000  00 

Paid  for  commission  and  brokerage.   291,231  80 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   85,658  25 

Amount  paid  for  State,  national  and  local  taxes   53,288  18 

All  other  payments,  viz  ,  stationery,  printing,  advertising,  postage,  etc.,  142,913  37 

Aggregate  expenditures  during  the  year  in  cash..    $1,966,482  07 


V.  MISCELLANEOUS. 

Itisks  and  Premiums. 

Fire  risks.  Premiums 

Written  or  renewed  during  *he  year  $171,042,778  00  $1,941,944  61 


Risks  expired  and  marked  off  as  terminated  $154,840,628  00     $1,794,946  37 


In  force  at  the  end  of  the  year  $188,849,029  00  $2,119,056  SO 

General  Interrogatories. 

Total  premiums  received  from  the  organisation  of  the  Company  to  date   $27,845,621  15 

Total  losses  paid  from  organization  to  date   16.4S1.334  14 

Total  eoofa  dividend!  declared  since  the  Company  commenced  business   3,045.000  00 

Total  amount  of  losses  Incurred  dOliBg  the  year   1,145,560  I* 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $2,160,276  00 

Amount  of  fire  premiums  received   21,300  50 

Amount  of  losses  incurred   6,773  13 

Amount  of  losses  paid   9,416  01 
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PROVIDENCE  WASHINGTON  INSURANCE  COMPANY. 


PROVIDENCE,  R.  I. 
Incorporated  1799.  Commenced  business  1799. 

J.  H.  De  Wolf,  President.  J.  B.  Branch,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $100,000. 

I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $200,000  00  $247,535  00 

Other  stocks  and  bonds.   451,000  00  528,600  00 


Total  par  and  market  value   $651,000  00     $776,135  00 


Cash  in  the  Company's  principal  office  in  currency   $2,092  2S 

Cash  belonging  to  the  Company  deposited  in  bank   39,687  93 


$776,135  00 


Total  amount  of  cash  items   41,780  21 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   2,149  17 

Premiums  in,  due  course  of  collection   73,414  92 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   112,778  99 

All  other  property,  viz.,  due  from  other  companies  for  re-insurance...  1,105  92 


Aggregate  amount  of  all  actual  available  assets   $1,007,364  21 


II.  LIABILITIES. 

Losses  adjusted  aud  unpaid,  due  and  to  become  due   $2,742  9] 

Losses  unadjusted,  including  all  reported  and  supposed  losses   121,322  65 

Losses  resisted,  including  interest,  costs  and  expenses   8,089  9S 

Total   $182,156  54 

Deduct  re-insurance  thereon   25,731  18 


Net  amount  of  all  unpaid  losses  and  claims   $106,424  36 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year  „   f 145,293  64 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          97,958  03 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks   7,941  89 

Unearned  premiums  on  marine  risks   115,695  07 


Total  unearned  premiums  as  computed  above   366,888  63 

Cash  dividends  to  stockholders  remaining  unpaid   277  90 

Total  liabilities,  except  capital  and  net  surplus   $473,590  89 

Joint  stock  capital  paid  up  in  cash   400,000  00 

Surplusbeyond  all  liabilities   133,773  32 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $1,007,364  21 
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III.  INCOME  DURING  THE  YEAR. 


Gross  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement  

Deduct  amount  of  same  not  collected  


Net  collected  

Gross  premiums  on  risks  written  and  renewed  during  the  year, 


Deduct  premiums  and  bills  in  course  of  collection  at  this  date, 

Entire  premiums  collected  during  the  year  

Deduct  re-insurance,  rebate,  abatement  and  return  premiums, 


Marine  and 

Fire. 

inland. 

128,251  42 

$92,128  73 

841  69 

$28,251  42 

$91,287  04 

470,538  13 

630,632  90 

$498,789  55 

$721,919  94 

35,857  36 

151,050  50 

$462,932  19 

$570,869  44 

75,303  75 

139,903  52 

$387,628  44 

$130,965  92 

Net  cash  actually  received  for  premiums   $818,594  36 

TLterest  and  dividends  received  from  all  other  sources   48,207  16 


Aggregate  income  received  during  the  year  in  cash   $866,801  52 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Marine  and 

inland. 
$367,574  10 
42,265  40 


Fire. 

Gross  amount  paid  for  losses   $268,088  82 

Deduct  salvages  and  re-insurances..,   21,697  16 

$246,391  66     $325,308  70 

Net  amount  paid  for  losses   $571,700  36 

Cash  dividends  actually  paid   32,052  40 

Paid  for  commission  and  brokerage   124,450  73 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes........  19,635  23 

Amount  paid  for  State,  national  and  local  taxes   13,964  92 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  55,474  38 

Aggregate  expenditures  during  the  year  in  cash   $817,278  02 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 


In  force  at  the  end  of  the 


e  re 
ed.. 


Deduct  amount  re-insured. 


Fire  risks. 

Premiums. 

,.  $56,837,387  00 

$470,538  13 

.  $40,445,257  00 

$333,851  99 

,  $49,470,269  00 

$488,789  30 

.     3,925,175  00 

39,384  55 

,  $45,545,094  00 

$449,404  75 

Marine  and 

inland  risks. 

Premiums. 

.  $62^63,915  00 

$630,632  90 

$60,832,671  00 

$591,125  01 

.  $5,419,350  00 

$154,139  10 

978,616  00 

22,560  26 

.    $4,440,734  00 

$131,578  84 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date  ~   $7,797,577  74 

Total  losses  paid  from  organization  to  date   4,219,003  65 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,746,563  39 

Total  amount  of  losses  incurred  during  the  year   579,056  05 


1882.]                Companies  of  Other  States.  213 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $819,367  00 

Amount  of  fire  premiums  received   9,898  15 

Amount  of  losses  incurred   13,455  49 

Amount  of  losses  paid   13,455  49 


ROCHESTER  GERMAN  INSURANCE  COMPANY. 


ROCHESTER,  N.  Y. 
Incorporated  February  16,  1872.      Commenced  business  February  23,  1872. 
Frederick  Cook,  President  Henry  Norden,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $1,904  82 

Loans  on  bond  and  mortgage  (first  liens)   239,085  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   6,296  03 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                           $100,000  00  $1 15,406  25 

Rochester  City  bonds                                                              20,000  00  28,400  00 

Total  par  and  market  value   $120,000  00     $143,806  25 

143,806  25 

Cash  in  the  Company's  principal  office  in  currency   $370  15 

Cash  belonging  to  the  Company  deposited  in  bank   77,508  71 

Total  amount  of  cash  items   77,878  8(> 

Interest  accrued  on  deposits  in  bank   253  12 

Premiums  in  due  course  of  collection  .   35,287  46 

Aggregate  amount  of  all  actual  available  assets   $504,611  54 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   12,802  00 

Losses  unadjusted,  including  all  reported  and  supposed  losses   17,564  00 

Net  amount  of  all  unpaid  losses  and  claims   $20,366  00 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year..  $100,102  77 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   1 7,675  87 

Total  unearned  premiums  as  computed  above   $157,778  64 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   2,270  00 


Total  liabilities,  except  capital  and  net  surplus  $180,414  64 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   124,096  90 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $504,511  54 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement   $32,107  44         $577  50 

Net  collected   $32,107  44  $577  50 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risks  and  premium  exhibit   343,998  45  362  38 

Total   $376,105  89  $939  88 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date,     35,287  46   

Entire  premiums  collected  during  the  year   340,818  43  $939  88 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums,     60,170  12   

$280,648  31  $939  88 

Net  cash  actually  received  for  premiums   $281,588  19 

Interest  received  on  bonds  and  mortgages   16,297  54 

Interest  and  dividends  received  from  all  other  sources   5,010  65 

Income  from  all  other  sources,  viz.,  rent   32  25 


Aggregate  income  received  during  the  year  in  cash   $302,928  63 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  pa;d  for  losses   $185,495  57  $193  00 

Deduct  salvages  and  re-insurances.   1,353  33  

$184,142  24  $193  00 

Net  amount  paid  for  losses   $184,335  24 

Cash  dividends  actually  paid  •   16,000  00 

Paid  for  commission  and  brokerage   56,317  07 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   12,361  45 

Amount  paid  for  State,  national  and  local  taxes   10,040  60 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  16,662  17 


*regate  expenditures  during  the  year  in  cash   $295,716  53 


V.  MISCELLANEOUS. 

Risks  and  Premium.*. 

Fire  risks. 

Written  or  renewed  during  the  year   $33,728,473  00 

Expired  and  marked  off  as  terminated    $30,616,735  00 

In  force  at  the  end  of  the  year   $29,774  696  00 

Deduct  amount  re-insured  ~   563,367  00 

Net  amount  in  force   $29,21 1,: 329  00 


Premiums. 
$343,996  45 

$308,232  64 

$312,132  55 
7,290  09 

$304,842  46 
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Marine  and 

inland  risks.  Premiums. 

Written  or  renewed  during  the  year                                                               $58,985  00  $362  38 


Expired  and  marked  off  as  terminated   $162,085  00  $1,472  50 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,087,854  08 

"Total  losses  paid  from  organization  to  date   1,078,080  45 

"Total  cash  dividends  declared  since  the  Company  commenced  business   167,000  00 

Total  amount  of  losses  incurred  during  the  year   191,063  97 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $158,257  CO 

Amount  of  fire  premiums  received   1,447  60 

Amount  of  losses  incurred   729  30 

Amount  of  losses  paid  \   729  30 


RUTGERS  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  October  3,  1853.  Commenced  business  October  10,  1853. 

E  ward  B.  Fellows,  President.  Joseph  F.  Hanford,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS.  r 

Real  estate  owned  by  the  Company,  unincumbered   $98,000  00 

Loans  on  bond  and  mortgage  (first  liens)   134,900  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   1,699  00 

Value  of  lands  mortgaged   $171,100  00 

Buildings  (insured  for  $124,950)   175,700  00 

Total  value  of  mortgaged  premises   $346,800  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 
yaluo.  value. 
$111,000  00     $128,250  00 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.         value.  loaned. 
$23,450  00      $31,557  75      $22,750  (X) 


128,250  00 


22,750  00 
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Cash  in  the  Company's  principal  office  in  currency   $6,858  15 

Cash  belonging  to  the  Company  deposited  in  bank   3,483  81 

Total  amount  of  cash  items   $10,341  96 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  1,845  63- 

Premiums  in  due  course  of  collection   713  56 

All  other  property,  viz.,  rents  due  and  accrued   287  0O 

Aggregate  amount  of  all  actual  available  assets   $398,787  15 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $1,576  14 

Net  amount  of  all  unpaid  losses  and  claims   $1,576  14 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $33,622  24 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   6,963  38 

Total  unearned  premiums  as  computed  above   40,585  62: 

Total  liabilities,  except  capital  and  net  surplus   $42,161  76 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   156,625  39^ 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $398,787  15- 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $1,333  47 

Deduct  amount  of  same  not  collected   1,040  33 

Net  collected   $293  14 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   86,290  11 

Total   $86,583  25 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   713  56 

Entire  premiums  collected  during  the  year   $85,869  69 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   7,376  94 

Net  cash  actually  received  for  premiums   $78,492  75- 

Interest  received  on  bonds  and  mortgages   10,409  52 

Interest  and  dividends  received  from  all  other  sources   5,523  01 

Income  from  all  other  sources,  viz.,  rent   3,319  12 


Aggregate  income  received  during  the  year  in  cash   $97,744  40' 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $47,837  33 

Deduct  salvages  and  re-insurances   2,938  02 


Net  amount  paid  for  losses   $44,899  31 

Cash  dividends  actually  paid   28,000  00 

Paid  for  commission  and  brokerage   13,492  37 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   16,646  58 

Amount  paid  for  State,  national  and  local  taxes   6,226  20* 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  6,924  80 


Aggregate  expenditures  during  the  year  in  cash   $116,189  26 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $15,134,827  00  $86,290  11 

Expired  and  marked  off  as  terminated  $16,262,593  00  $91,057  74 

In  force  at  the  end  of  the  year  $12,315,628  00  $83,530  74 

Deduct  amount  re-insured  ,                                                     325,954  00  1,975  49 

Net  amount  in  force  $11,989,674  00  $81,555  25 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,418,218  70 

Total  losses  paid  from  organization  to  date   926.298  85 

Total  cash  dividends  declared  since  the  Company  commenced  business   860,000  00 

Total  amount  of  losses  incurred  during  the  year   42,683  71 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $524,056  25 

Amount  of  fire  premiums  received   3,938  67 

Amount  of  losses  incurred   328  00 

Amount  of  losses  paid   328  00 


SECURITY  INSURANCE  COMPANY. 


NEW  HAVEN,  CONN. 
Incorporated,  1841.  Commenced  business  April,  1841. 

Charles  Peterson,  President.  Herbert  Mason,  Secretary. 

Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $52,900  00 

Value  of  lands  mortgaged   $62,400  00 

Buildings   &3, loo  00 

Total  value  of  mortgaged  premises  ..   1113,500  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  vMue. 
$147,050  00      $202,192  00 

202,192  00 
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Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$21,500  00       $25,682  50      $22,000  00 

$22,000  00 

$379  51 
49,557  43 


Total  amount  of  cash  items   49,936  94 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  196  34 

Interest  due  and  accrued  on  collateral  loans   103  12 

Premiums  in  due  course  of  collection   20,697  47 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   3,169  94 


Aggregate  amount  of  all  actual  available  assets   $351,195  81 


Oash  in  the  Company's  principal  office  in  currency. 
Gash  belonging  to  the  Company  deposited  in  bank 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $2,160  36 

Losses  unadjusted,  including  all  reported  and  supposed  losses   14,572  11 

Losses  resisted,  including  interest,  costs  and  expenses   1,925  00 

Total   $18,657  47 

Deduct  re-insurance  thereon   1,000  00 

Net  amount  of  all  unpaid  losses  and  claims   $17,657  47 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $56,314  38 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   19,205  09 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks.    6,350  04 

Unearned  premiums  on  marine  risks   8,242  10 

Total  unearned  premiums  as  computed  above   $90,111  61 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   600  00 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   2,454  65 

Total  liabilites,  except  capital  and  net  surplus   $110,823  73 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   40,372  08 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $351,195  81 


III.  INCOME  DURING  THE  YEAR. 


Deduct  amount  of  same  not  collected  

Net  collected  

Gross  premiums  on  risks  written  and  renewed  during  the  year, 
as  bhown  in  risks  and  premium  exhibit  

Total  

Deduct  premiums  and  bills  in  course  of  collection  at  this  date, 

Entire  premiums  collected  during  the  year  

Deduct  re-insurance,  rebate,  abatement  and  return  premiums, 


Marine  and 

Fire. 

inland. 

r 

.    $17,853  04 

$24,341  75 

130  50 

.    $17,853  04 

$24,211  25 

159,767  35 

$105,111  17 

.  $177,620  39 

$129,322  4  2 

12,787  04 

10,949  87 

$164,833  35 

$118,372  55 

,      12,937  04 

13,433  93 

$151,896  31 

$104,938  62 

Interest  received  on  bonds  and  mortgages   2,539  27 

Interest  and  dividends  received  from  all  other  sources   13,926  90 


Aggregate  income  received  during  the  year  in  cash 


$273,301  10 
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IV.  EXPENDITURES  DURING  THE  YEAR. 


Fire. 


Marine  and 
inland. 


Gross  amount  paid  for  losses   $111,288  33      $87,955  02 

Deduct  salvages  and  re-insurances   12,708  03        4,829  78 

$98,589  30'      $83,125  24 

Net  amount  paid  for  losses   $181,705  54 

Cash  dividends  actually  paid   6,000  00 

Paid  for  commission  and  brokerage   44,344  64 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   15,446  80 

Amount  paid  for  State,  national  and  local  taxes   3,252  01 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  354  42 


Aggregate  expenditures  during  the  year  in  cash   $251,103  41 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks. 

Written  or  renewed  during  the  year  $18,305,607  00 

Expired  and  marked  off  as  terminated  $17,103,425  00 

In  force  at  the  end  of  the  year   $13,905,248  00 

Deduct  amount  re- insured   712,388  00 

Net  amount  in  force  $13,192,860  00 

Marine  and 
inland  risks. 

Written  or  renewed  during  the  year   $17,265,453  00 

Expired  and  marked  off  as  terminated  $17,662,976  00 

In  force  at  the  end  of  the  year   $771,758  00 

Deduct  amount  re-insured   58,521  00 

Net  amount  in  force   $713,237  00 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date  

Total  losses  paid  from  organization  to  date  

Total  cash  dividends  declared  since  the  Company  commenced  business  

Total  amount  of  losses  incurred  during  the  year  


Premiums. 

$159,767  35 

$135,576  12 

$157,691  54 
9,061  18 

$148,630  36 


Premiums. 
$105,111  17 

$111,825  89 

$22,005  47 
1,063  29 

$20,912  18 


$3,225,936  23 
2,317,647  43 
278,281  00 
181,132  36 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $258,186  00 

Amount  of  fire  premiums  received   4,021  86 

Amount  of  losses  incurred   8,461  00 

Amount  of  losses  paid   10,678  06 


» 
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SPRINGFIELD  FIRE  AND  MARINE  INSURANCE 
COMPANY. 


SFRINGFIELD,  MASS. 

Incorporated  1849.  Commenced  business  1851. 

J.  N.  Dunham,  Fresident.  S.  J.  Hall,  Secretary. 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $1,000,000. 


I.  ASSETS. 


Real  estate  owned  by  the  Company,  unincumbered   $110,275  00 

Loans  on  bond  and  mortgage  (first  liens')   336,216  67 

Interest  accrued  on  bond  and  mortgage  loans   8,583  34 

Valne  of  lands  mortgaged   $238,500  00 

Buildings  (insured  for  $ 275,450)   370,500  00 


Total  value  of  mortgaged  premises   $609,000  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds  ~                                     $100,000  00  $130,000  00 

Other  stocks  and  bonds                                                      1,030,000  00  1,404,020  00 

Total  par  and  market  value  $1,130,000  00  $1,534,020  00 

1,534,020  00 


67  575  00 


Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$86,400  00     $109,414  00       $67,575  00 

Ca*h  in  the  Company's  principal  office  in  currency   $7,141  00 

Cash  belonging  to  the  Company  deposited  in  bank   132,948  46 

Total  amount  of  cash  items   140,089  46 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value    20,846  50 

Interest  due  and  accrued  on  collateral  loans   1,500  70 

Premiums  in  due  course  of  collection   175,202  10 

All  other  property,  viz.,  rents  due  and  accrued   979  50 

Aggregate  amount  of  all  actual  available  assets   $2,395,288  27 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $32,572  71 

Losses  unadjusted,  including  all  reported  and  supposed  losses   116,953  00 

Losses  resisted,  including  interest,  costs  and  expenses   14,899  68 

Total   $164,425  39 

Deduct  re-insurances  thereon   3,492  93 

Net  amount  of  all  unpaid  losses  and  claims   $160,932  46 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $467,809  84 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         265,337  41 

Total  unearned  premiums  as  computed  above   833,147  25 

All  other  demands  against  the  Company,  viz  ,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   22,342  81 

Total  liabilities,  except  capital  and  net  surplus   $1,016,422  52 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   378,865  75 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $2,395,288  27 

III.  INCOME  DURING  THE  TEAR. 

Fire. 

<3ross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $138,000  00 

Net  collected   $138,000  00 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   1,419,182  92 

Total  $1,557,182  92 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   175,202  10 

Entire  premiums  collected  during  the  year  $1,381,980  82 

Deduct  re-insurance,  rebate,  abatement,  aDd  return  premiums   159,292  03 

Net  cash  actually  received  for  premiums   $1,222,688  79 

Interest  received  on  bonds  and  mortgages   17,190  84 

Interest  and  dividends  received  from  all  other  sources   80,666  77 

Income  from  all  other  sources,  viz.,  rent   3,678  87 

Aggregate  income  received  during  the  year  in  cash   $1,324,225  27 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $741,704  22 

Deduct  salvages  and  re-insurances   24,838  47 

Net  amount  paid  for  losses   $716,865  75 

Cash  dividends  actually  paid   100,000  00 

Paid  for  commission  and  brokerage   199,887  21 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   46,054  49 

Amount  paid  for  State,  national  and  local  taxes   39,132  23 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  115,189  19 

Aggregate  expenditures  during  the  year  in  cash   $1,217,128  87 

V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $112,427,458  00  $1,419,182  92 

Expired  and  marked  off  as  terminated  $102,738,144  00  $1,223,955  91 

In  force  at  the  end  of  the  year  $126,049,821  00  $1,602,487  89 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $14,407,001  37 

Total  losses  paid  from  organization  to  date   9,265,373  35 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,592,042  00 

Total  amount  of  losses  incurred  dHring  the  year.-   787,724  19 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $2,116,888  00 

Amount  of  fire  premiums  received     23,201  35 

Amount  of  losses  incurred  v   24,705  26 

Amount  of  losses  paid   19,528  74 


STAR  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 


Incorporated  December  2,  1864.        Commenced  business  December  2,  1864. 


Nicholas  C.  Miller,  President.  James  M.  Hodges,  Secretary: 

Capital  actually  paid  in,  $500,000. 


I.  ASSETS. 


Real  estate  owned  by  the  Company,  unincumbered  

Loans  on  bond  and  mortgage  (first  liens)  

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due  

Interest  due  and  unpaid  on  bond  and  mortgage  loans  

Value  of  lands  mortgaged   $160,000  00 

Buildings  (insured  for  S128.S00)  „   150,000  00 

Total  value  of  mortgaged  premises   $310,000  00 


$20,000  00 

120,775  00 

2,500  00 

2,939  63 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  State*  bonds                                                             $305,000  00  $326,525  00 

Other  stocks  and  bonds                                                          100,875  00  103,681  25 

Total  par  and  market  value                                             $105,875  00  $130,206  00 

Loans  on  Stork  Collaterals. 

Par           Market  Amount 

value-          value.  loaned. 

$9,820  00       $12,510  00  $7,500  00 


430,206  '25 


7,500  00 
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Cash  in  the  Company's  principal  office  in  currency   $7,453  57 

Cash  belonging  to  the  Company  deposited  in  bank   24,510  94 

Total  amount  of  cash  items                                                 ...  $31,964  51 

Interest  due  and  accrued  on  collateral  loans   181  26 

Premiums  in  due  course  of  collection   83,407  07 

All  other  property,  viz.,  rents  due  and  accrued,  $4,551.66;  due  from 

other  companies  for  re-insurance,  $55,115.35  ;  total   59,667  01 


Aggregate  amount  of  all  actual  available  assets   $759,140  73 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $55,936  59 

Losses  unadjusted,  including  all  reported  and  supposed  losses   12,005  00 

Losses  resisted,  including  interest,  costs  and  expenses   1,800  00 

Net  amount  of  all  unpaid  losses  and  claims   $69,741  59 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $114,396  65 
Unearned  premiums, pro  rata,  on  fire  risks  running  more  than  one  year....     39,329  13 

Total  unearned  premiums  as  computed  above   153,725  78 

Re-insurance  premiums  unpaid   3,174  65 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   2,500  00 

Due  and  to  become  due  for  borrowed  money   15,000  00 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers,  $2,282  20 ; 

return  premium,  $217.80;  total   2,500  00 

Total  liabilities,  except  capital  and  net  surplus   $246,642  02 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities   12,498  71 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $759,140  73 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement  ;         $76,051  75 

Deduct  amount  of  same  not  collected   1,816  52 

Net  collected   $74,235  23 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   500,664  74 

Total  i   $574,899  97 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   83,407  07 

Entire  premiums  collected  during  the  year   $191,492  90 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   132,282  35 

Net  cash  actually  received  for  premiums   $359,210  55 

Interest  received  on  bonds  and  mortgages   10,750  18 

Interest  and  dividends  received  from  all  other  sources   21,438  68 

Income  from  all  other  sources,  viz.,  rent   1,014  75 

Aggregate  income  received  during  the  year  in  cash   $392,414  16 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $463,174  73 

Deduct  salrages  and  re-insurances  ..   136,635  57 

Net  amount  paid  for  losses   $326,539  16 
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Paid  for  commission  and  brokerage   $ 73,902  09 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   29,352  16 

Amount  paid  for  State,  national  and  local  taxes   13,215  38 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  54,370  48 

Aggregate  expenditures  during  the  year  in  cash   $497,379  27 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                           $53,262,515  00  $500,664  74 


Expired  and  marked  off  as  terminated  $14,411,437  00  $127,486  04 

In  force  at  the  end  of  the  year                                                           $42,302,594  00  $425,349  83 

Deduct  amount  re-insured                                                               12,947,608  00  121,796  87 

Net  amount  in  force                                                                $29,354,986  00  $303,552  96 


General  Interrogatories. 

Total  premiums  receiyed  from  the  organization  of  the  Company  to  date   $3,711,960  94 

Total  losses  paid  from  organization  to  date   2,110,763  30 

Total  cash  dividends  declared  since  the  Company  commenced  business   390,791  77 

Total  amount  of  losses  incurred  during  the  year   268,480  36 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $426,671  49 

Amount  of  fire  premiums  received  s   3,859  39 

Amount  of  losses  incurred   3,292  21 

Amount  of  losses  paid   3,292  21 


ST.  PAUL  FIRE  AND  MARINE  INSURANCE  COMPANY. 


ST.  PAUL,  MINN. 

Incorporated  May,  1865.  Commenced  business  May,  1865. 

C.  II.  Bigelow,  President.  C.  B.  Gilbert,  Secretary. 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $500,000. 

L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $106,564  56 

Loans  on  bond  and  mortgage  (first  liens)   103,716  48 

Interest  accrued  on  bond  and  mortgage  loans   3,167  12 
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Yalue  of  lands  mortgaged   $150,700  00 

•  Buildings  (insured  for  $97,100)   120,000  00 


Total  value  of  mortgaged  premises   $270,700  00 


Stocks,  Bonds,  etc.y  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds   $50,000  00  $59,500  00 

Other  stocks  and  bonds   372,691  23  406,078  53 


Total  par  and  market  value   $122,691  23     $165,578  53 

$465,578  53 

Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.         value.  loaned. 

$452,362  00     $391,592  00     $256,246  44 


256,246  44 

Cash  in  the  Company's  principal  office  in  currency   $1,963  61 

Cash  belonging  to  the  Company  deposited  in  bank   58,064  73 


Total  amount  of  cash  items   60,028  34 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   11,673  16 

Interest  due  and  accrued  on  collateral  loans   4,963  44 

Premiums  in  due  course  of  collection   31,141  12 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   5,237  14 

All  other  property,  viz.,  rents  due  and  accrued   356  73 


Aggregate  amount  of  all  actual  available  assets   $1,048,673  06 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $16,219  10 

Losses  unadjusted,  including  all  reported  and  supposed  losses   14,1 16  00 

Losses  resisted,  including  interest,  costs  and  expenses   2,500  00 

Total   $32,835  10 

Deduct  re-insurance,  thereon   1,666  00 

Net  amount  of  all  unpaid  losses  and  claims   $31,169  10 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $164,160  U 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          130,190  20 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks   2.445  50 

Total  unearned  premiums  as  computed  above   296,795  81 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   3,970  50 


Total  liabilities,  except  capital  and  net  surplus   $331,935  41 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities   216,737  65 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $1,048,673  06 

15 
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III.  INCOME  DURING  TEE  YEAR. 

Marine  and 

Fire.  inland. 

GrOM  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement            $2*,578  68  $1,113  64 

Deduct  amount  of  same  not  collected                                         1,485  23   

Net  collected                                                                  $27,093  45  $4,113  64 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  iu  risks  and  premium  exhibit                               525,963  18  70,254  55 

Total                                                                          |553,056  63  $74,368  19 

Peduct  premiums  and  bills  in  course  of  collection  at  this  date.     27,170  62  5,237  14 


Entire  premiums  collected  during  the  year   $525,886  01      $69,131  05 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums,     82,277  69         7,820  88 

$143,608  32      $61,310  17 

Net  cash  actually  received  for  premiums   $504,918  4# 

Interest  received  on  bonds  and  mortgages   7,310  50 

Interest  and  dividends  received  from  all  other  sources   45,803  98 

Income  from  all  other  sources,  viz.,  rent   8,784  22 


Aggregate  income  received  during  the  year  in  cash   $566,817  19* 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losses   $280,172  67      $39,303  87 

Deduct  salvages  and  re-insurances   5,759  46         4,133  87 


.    $274,413  21       $35,170  00 

Net  amount  paid  for  losses   $309,583  21 

Cash  dividends  actually  paid   40,000  00- 

Paid  for  commission  and  brokerage   72,956  93 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   25,473  01 

Amount  paid  for  State,  national  and  local  taxes   13,478 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc..  34,157  34 

Aggregate  expenditures  during  the  year  in  cash   $195,649  38 


V.  MISCELLANEOUS. 

Jiisks  and  Premium*. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  fear                                                               $40,300,112  00  $525,961  18» 


Expired  and  marked  oft"  as  terminated                                                    §35,205,108  00  $450,475  64 

In  force  at  the  end  of  the  year                                                          $16,716,616  00  $590,131  72 

Deduct  amount  re-insured                                                                    1,705,701  00  31,754  92 

Net  amount  in  force                                                                   $45,010,913  00  $558,370  SO 

Marine  and 

inland  risks.  Premiums. 

"Written  or  renewed  faring  the  year                                                               S12,2ns,l76  00  $70,254  55 

Expired  and  marked  off  as  terminated                                                    $12,351,175  00  $71,663  39 

Net  amount  in  force                                                                                $91,751  00  $4,891  00 

General  Interrogatories. 

Total  premiums  received  fmni  the  organization  of  the  Company  to  date   $5,816,120  14 

Total  losses  paid  from  organization  to  date   3,886,371  32 

Total  cash  dividends  declared  since  the  Company  commenced  business   566,696  47 

Total  amount  of  MMM  incurred  during  the  year   295,586  27 


Business  in  the  State  of  New  Jersey  During  the  Year. 


Amount  of  6re  risks  written  

Amount  of  fare  premiums  received 


$300,100  00 
2,197  36 
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UNION  INSURANCE  COMPANY. 


PHILADELPHIA,  PA. 

Incorporated  February  6,  1804.  Commenced  business  July  5,  1803. 

Colson  Hieskell,  President.  John  B.  Craven,  Secretary, 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $500,000. 

I.  ASSETS. 

Real  estate  Owned  by  the  Company,  unincumbered   $186,000  00 

Loans  on  bond  and  mortgage  (first  liens)   34,000  00 

Interest  accrued  on  bond  and  mortgage  loans   850  00 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $10,000  00  $11,325  00 

Other  stocks  and  bonds   384,710  00  425,518  80 

Total  par  and  market  value   $394,710  00     $436,843  80 


436,843  80 


Loans  on  Stock  Collaterals. 

Par  Market 
value.  value. 
$64,457  26       $68,517  26 


Amount 
loaned. 

$48,446  13 


48,446  13 


Gash  in  the  Company's  principal  office  in  currency   $17,813  08 

Cash  belonging  to  the  Company  deposited  in  bank   3,190  05 

Total  amount  of  cash  items   21,003  1 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   1,370  31 

Interest  due  and  accrued  on  collateral  loans   964  65 

Premiums  in  due  course  of  collection   76,673  83 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   77,088  53 

All  other  property,  viz.,  rents  due  and  accrued   1,058  12 

Aggregate  amount  of  all  actual  available  assets   $884,298  53 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $11,079  71 

Losses  unadjusted,  including  all  reported  and  supposed  losses   65,000  00 

Net  amount  of  all  unpaid  losses  and  claims   $76,079  71 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 


year   $100,990  20 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   83,038  79 

Unearned  premiums  on  marine  risks   f>8,922  30 


Total  unearned  premiums  as  computed  above   $242,951  29 

Amount  reclaimable  on  perpetual  fire  policies   31,634  41 

Cash  dividends  to  stockholders  remaining  unpaid   2,496  27 


Total  liabilities,  except  capital  and  net  surplus   $353,161  68 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities   31,136  85 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $884,298  53 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement   $36,175  23      $72,744  77 


Gross  premiums  on  risks  written  and  renewed  during  the  year, 


Deduct  premiums  and  bills  in  course  of  collection  at  this  date, 

Entire  premiums  collected  during  the  year  

Deduct  re-insurance,  rebate,  abatement  and  return  premiums. 


.    $36,175  23 

$72,744  77 

!    428,956  74 

548,835  92 

,  $465,131  97 

$621,580  69 

,     34,876  36 

118,886  00 

,  $130,255  61 

§502,694  69 

65,822  56 

187,231  94 

$364,433  05 

$315,462  75 

Interest  received  on  bonds  and  mortgages   1,760  00 

Interest  and  dividends  received  from  all  other  sources   29,334  64 

Income  from  all  other  sources,  viz.,  rent   15,261  08 


Aggregate  income  received  during  the  year  in  cash   $726,251  52 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losses   $270,536  96     $290,105  36 

Deduct  salvages  and  re-insurances   11,730  38       74,260  60 


$258,806  58     $221,844  76 

Net  amount  paid  for  losses   $480,651  34 

Cash  dividends  actually  paid   39,924  80 

Paid  for  commission  and  brokerage   103,006  37 

Salaries  and  other  charges  of  officers,  clerks  and  other  emplo3Tes   31,826  00 

Amount  paid  for  State,  national  and  local  taxes   18,184  48 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  57,728  69 

A^regate  expenditures  during  the  year  in  cash   $731,321  68 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  -                                                     $42,3*4,414  00  $  428,956  74 


Expired  and  marked  off  as  terminated   $38,984,501  00       $373,560  11 

In  force  at  the  end  of  the  year   $32,1M.128  00        $360,329  38 

Dfdurt  amount  re-insured   1,*90,139  00  22,840  36 


Net  amount  In  force   $30,290,989  00        $337,489  02 
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Marine  and 

inland  risks.  Premiums. 

Written  or  renewed  during  the  year  $77,991,806  00       $548,835  92 


Expired  and  marked  off  as  terminated   $78,257,044  00 


Deduct  amount  re-insured.. 


Net  amount  in  force   $1,058,647  00 

Perpetual  risks  in  force   $1,053,425  00 


$78,257,044  00 

$551,918  56 

$1,432,292  00 

$63,278  55 

373,645  00 

4,356  25 

$1,058,647  00 

$58,922  30 

$1,053,425  00 

$35,149  34 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date  ....  $16,162,232  00 

Total  losses  paid  from  organization  to  date   11,763,256  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,812,599  00 

Total  amount  of  losses  incurred  during  the  year   568,785  58 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $1,434,290  23 

Amount  of  fire  premiums  received   11,787  31 

Amount  of  losses  incurred.   3,026  88 

Amount  of  losses  paid   1,272  81 


UNITED  FIREMEN'S  INSURANCE  COMPANY. 


PHILADELPHIA,  PA. 

Incorporated  April  2,  1860.  Commenced  business  April  1,  1861. 
Joseph  L.  Caven,  President.                                    Robert  B.  Beath,  Secretary. 

Capital  stock  authorized,  $300,000. 
Capital  actually  paid  in,  $300,000. 

L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $116,763  82 

Loans  on  bond  and  mortgage  (first  liens)   229,127  09 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due  i   8,250  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $920.43;  in- 
terest accrued  on  bond  and  mortgage  loans,  $3,381.65;  total   4,302  08 

Value  of  lands  mortgaged  \   a«uq  noi  on 

Buildings  (insured  for  £1 93,850)  J  w 
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Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

Dnited  Statet  bonds                                                   $S6,soo  oo  $103.367  50 

Other  stocks  and  bonds                                                           148.000  00  167,950  00 

Total  par  and  market  value   $234,000  00     $261,317  50 


Loans  on  Stock  Collaterals. 


$261,317  50 


Par  Market  Amount 

value.  value.  loaned. 

$113,000  00     $125,250  00     $100,000  00 


100,000  00 

Caahlbelonging  to  the  Company  deposited  in  bank   6",430  52 


(  ash. in  the  Company's  principal  office  in  currency   $410  92 

*  3C01 


Total  amount  of  cash  items   6,841  44 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   3,563  33 

Interest  due  and  accrued  on  collateral  loans   461  24 

Premiums  in  due  course  of  collection   4,605  58 

All  other  property,  viz.,  rents  due  and  accrued,  $600;  interest  on  de- 
l-oils, $146.63  ;  sundries,  $273.36;  total   1,019  99 

Aggregate  amount  of  all  actual  available  assets                              $736,252  07 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $1,672  44 

Losses  unadjusted,  including  all  reported  and  supposed  losses   2,173  00 

Losses  resisted,  including  interest,  costs  and  expenses   500  00 

Net  amount  of  all  unpaid  losses  and  claims   $4,315  44 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $11,528  92 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   12,190  29 

Total  unearned  premiums  as  computed  above   53,719  21 

Amount  reclaimable  on  perpetual  fire  policies   306,114  76 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   923  87 

All  other  demands  against  the  Company,  viz  ,  taxes  and  assessments, 

$1,371  44;  re-insurances,  $2,650.10;  total   4,021  54 

Total  liabilities,  except  capital  and  net  surplus   $369,124  82 

Joint  stock  capital  paid  up  in  cash   300,000  00 

Barplui  beyond  all  liabilities   67,127  25 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $736,252  07 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

(»ros*  premium*  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  th.it  yar's  statement   $14,299  88 

Deduct  amount  of  same  not  collected.   881  17 


Net  collected    $13,911  66 

-rh  premiums  on  rinks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   93,9(19  07 


Total   $107/20  73 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   4,605  08 

Entire  premiums  rol'ert^d  during  the  year   $103,215  15 

Deduct  re-insurance,  n-bate.  abatement  and  return  premiums   24,343  15 

Net  cash  actually  received  for  premiums   $78,872  00 
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Interest  received  on  bonds  and  mortgages   $14,855  66 

Interest  and  dividends  received  from  all  other  sources.   10,601  98 

Income  from  all  other  sources,  viz.,  rent,  $2,603.90;   transfers  and 

surveys,  $1,420.50;  total   4,024  40 


Aggregate  income  received  during  the  year  in  cash   $108,354  04 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  losses  (all  fire)  !   $80,692  26 

Paid  for  commission  and  brokerage   16,984  01 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   8,331  61 

Amount  paid  for  State,  national  and  local  taxes   2,425  97 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  13,316  48 


Aggregate  expenditures  during  the  year  in  cash   $121,750  33 


V.  MISCELLANEOUS. 

jRisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                           $9,98S,500  00  $93,909  07 

Expired  and  marked  off  as  terminated  $13,096,083  00  $135,263  13 

In  force  at  the  end  of  the  year                                                          $8,204,676  00  $92,317  85 

Deduct  amount  re-insured                                                                   176,203  00  1,933  90 

Net  amount  in  force                                                                $8,028,473  00  $90,383  95 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $341,535  20 

Total  losses  paid  from  organization  to  date   539,585  95 

Total  cash  dividends  declared  since  the  Company  commenced  business   128,505  86 

Total  amount  of  losses  incurred  during  the  year   61 ,611  77 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $432,346  00 

Amount  of  fire  premiums  received   3,827  89 

Amount  of  losses  incurred    6,522  01 

Amount  of  losses  paid   7,211  01 
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UNITED  STATES  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  April  1,  1824.  Commenced  business  April  9,  1824. 

W.  Wilson  Underhill,  President.  George  E.  Cock,  Secretary. 

Capital  stock  authorized,  $250,000. 
Capital  actually  paid  in,  $250,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)    $159,700  0O 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $582;  interest 

accrued  on  bond  and  mortgage  loans,  $1,274.07;  total   1,856  07 

Value  of  lands  mortgaged   $175,000  00 

Buildings  (insured  for  8189,700)   235,000  00 

Total  value  of  mortgaged  premises   $110,000  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                                $302,000  00  $353,025  00 

Kailroad  stock                                                                            6,100  00  1,220  00 

Total  par  and  market  ralue   $308,100  00     $354,245  00 


354,245  0O 

Cash  in  the  Company's  principal  office  in  currency   $1,270  04 

Cash  belonging  to  the  Company  deposited  in  bank   1,921  74 

Total  amount  of  cash  items   3,191  78 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   2,2C0  00 

Interest  due  and  accrued  on  collateral  loans   82  37 

Premiums  in  due  course  of  collection   6,976  41 

hills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   2,000  59 


Aggregate  amount  of  all  actual  available  assets   $530,252  22 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $2,137  37 

Losses  unadjusted,  including  all  reported  and  supposed  losses   8,929  29 


Net  amount  of  all  unpaid  tosses  and  claims   $11,066  6fr 

med  premiums,  at  M  per  cent,  of  premiums  on  fire  risks  under  one  year,    $22,938  01 

rned  premiums,  jxro  rata,  on  fire  risks  running  more  than  one  year   5,029  80 

rned  premiums,  at  50  per  cent,  on  inland  navigation  risks.   5,779  61 

Total  unearned  premiums  as  computed  above   33,747  42 
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Cash  dividends  to  stockholders  remaining  unpaid   $697  50 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   800  00 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 
$625 ;  commissions  and  other,  charges  due  and  to  become  due  to 
agents  and  brokers,  $1,100 ;  return  premium,  $600 ;  miscellaneous 
items,  $193.41;  total   2,518  41 


Total  liabilities,  except  capital  and  net  surplus   $48,829  99 

Joint  stock  capital  paid  up  in  cash   250,000  00 

Surplus  beyond  all  liabilities  •   231,422  23 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $530,252  22 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year,  as  shown  by  that  year's  statement   $2,063  80         $722  02 

Deduct  amount  of  same  not  collected   1S6  70   


Net  collected   $1,927  10         $722  02 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risks  and  premium  exhibit   60,326  01       46,345  23 

Total   $62,253  11       $47,067  25 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date,      5,303  34        4,413  96 

Entire  premiums  collected  during  the  year   $56,949  77      $42,653  29 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums,      5,044  57        4,113  74 

$51,905  20       $38,539  55 

Net  cash  actually  received  for  premiums   $90,444  75 

Interest  received  on  bonds  and  mortgages   7,100  05 

Interest  and  dividends  received  from  all  other  sources   10,661  58 

Income  from  all  other  sources,  viz.,  rent   5  00 


Aggregate  income  received  during  the  year  in  cash   $108,211  38 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 
$10,967  44       $13,099  78 
155  88   

$10,811  56       $13,0y9  78 


Net  amount  paid  for  losses   $23,911  34 

Cash  dividends  actually  paid   24,492  50 

Paid  for  commission  and  brokerage   17,198  28 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   11,052  63 

Amount  paid  for  State,  national  and  local  taxes   3,248  45 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  10,386  46 


Aggregate  expenditures  during  the  year  in  cash   $90,289  66 


V.  MISCELLANEOUS. 


Risks  and  Premiums 


Written  or  renewed  during  the  year  

Expired  and  marked  off  as  terminated 

In  force  at  the  end  of  the  year  

Deduct  amount  re-insured  

Net  amount  in  force  


Gross  amount  paid  for  losses  

Deduct  salvages  and  re-insurances. 


Fire  risks.  Premiums. 

$13,854,068  00  $60,326  01 

$10,589,759  00  $33,755  40 

$12,702,441  00  $55,580  91 

399,950  00  2,008  60 

$12,302,491  00  $53,578  31 


254 


Fire  and  Fire-Marine  Insurance 


[Dec.  31, 


Marine  and 

inland  risks.  Premiums. 

Written  or  renewed  during  the  year                                                              $3,492,523  00  $46,345  23 

Expired  and  marked  off  as  terminated                                                   $3,209,168  00  $35,776  00 

In  force  at  the  end  of  the  year                                                              $314,855  00  $11,559  23 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,995,648  83 

Total  losses  paid  from  organization  to  date    1,604,056  72 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,454,119  00 

Total  amount  of  losses  incurred  during  the  year   32,699  19 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $275,011  13 

Amount  of  fire  premiums  received   2,900  74 

Amount  of  losses  incurred   80  00 

Amount  of  losses  paid   80  00 


WESTCHESTER  FIRE  INSURANCE  COMPANY. 


NEW  ROCHELLE,  N.  Y. 

Incorporated  as  a  Mutual  Company  March  14,  1837. 
Commenced  business  as  a  Joint  Stock  Company  January  1,  1870. 

George  B.  Crawford,  President.  John  Q.  Underhill,  Secretary. 

Capital  stock  authorized,  $300,000. 
Capital  actually  paid  in,  $300,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $39,800  00 

Loans  on  bond  and  mortgage  (first  liens;   118,050  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due  ,   6,550  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,018.50;  in- 
terest accrued  on  bond  and  mortgage  loans,  $881.25;  total   1,902  75 

Value  of  lands  mortgaged     $144,fiOO  0O 

Buildings  (insured  fur  >12»,3<;0)   138,800  00 

Total  value  of  mortgaged  premises   $283,400  00 
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Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $530,000  00     $632,600  00 

$632,600  00 

Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$6,350  00       $6,600  00        $4,200  00 

4,200  00 

Cash  in  the  Company's  principal  office  in  currency   $5,187  18 

Cash  belonging  to  the  Company  deposited  in  bank   45,891  67 

Total  amount  of  cash  items   51,078  85 

Interest  due  and  accrued  on  collateral  loans   126  00 

Premiums  in  due  course  of  collection   68,722  59 

All  other  property,  viz.,  rents  due  and  accrued  .,   980  00 

Aggregate  amount  of  all  actual  available  assets  !   $924,010  19 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due.   $33,608  76 

Losses  unadjusted,  including  all  reported  and  supposed  losses   15,950  00 

Net  amount  of  all  unpaid  losses  and  claims   $49,558  76 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $175,666  27 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year        205,693  93 

Total  unearned  premiums  as  computed  above   381,360  20 

All  other  demands  against  the  Company,  viz  ,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   9,070  30 

Total  liabilities,  except  capital  and  net  surplus   $139,982  26 

Joint  stock  capital  paid  up  in  cash   300,000  00 

Surplus  beyond  all  liabilities   184,020  93 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $924,010  19 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $52,599  48 

Deduct  amount  of  same  not  collected   060  SO 

Net  collected   $52,039  18 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  In 

risks  and  premium  exhibit   633,293  41 

Total   $685,332  59 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   68,722  59 

Entire  premiums  collected  during  the  year   $616,610  00 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   44,214  44 

Net  cash  actually  received  for  premiums   $572,395  56 

Interest  received  on  bonds  and  mortgages   7,658  08 

Interest  and  dividends  received  from  all  other  sources   22,299  18 

Income  from  all  other  sources,  viz.,  rent   4,C43  96 

Aggregate  income  received  during  the  year  in  cash   $606,396  78 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $332,703  09 

Deduct  salvages  and  re-insurances   11,745  54 


Net  amount  paid  for  lopses   $320,957  55 

Cash  dividends  actually  paid   30,000  00 

Paid  for  commission  and  brokerage   108,819  01 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   16,367  52 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  78,670  61 


Aggregate  expenditures  during  the  year  in  cash   $581,097  14 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 


Fire  risks. 

Premiums. 

..  $71,879,901  00 

$633,293  41 

$599,524  11 

,.  3ti2.973.904  00 

$746,164  77 

,     1,540,044  00 

18,038  86 

.  $81,433,260  00 

$728,125  91 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $8,283,555  2S 

Total  losses  paid  from  organization  to  date   4,626,804  59 

Total  cash  dividends  declared  since  the  Company  commenced  business   318,000  00 

Total  amount  of  losses  incurred  during  the  year   316,411  42 

Total  dividends  declared  payable  In  stock  from  organization   100,000  00 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $3,624,863  00 

Amount  of  fire  premiums  received   27,837  24 

Amount  of  losses  incurred   11,979  55 

Amount  of  losses  paid   10,0S3  40 
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WILLIAMSBURGH  CITY  FIRE  INSURANCE  COMPANY. 


BROOKLYN,  N.  Y. 

Incorporated  March,  1853.  Commenced  business  March,  1853. 

Edmund  Dbiggs,  President  N.  W.  Meserole,  Secretary. 

Capital  stock  authorized,  $250,000. 
Capital  actually  paid  in,  $250,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  less  $181,337.50  incumbrance 

thereon   $276,187  84 

Loans  on  bond  and  mortgage  (first  liens)   122,750  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  inter- 
est is  due  ,   5,000  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,017.93; 

interest  accrued  on  bond  and  mortgage  loans,  $638.75;  total   1,656  68 

Value  of  lands  mortgaged   $119,000  00 

Buildings  (insured  for  $117,500)  /   136,500  00 

Total  value  of  mortgaged  premises   $255,500  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $274,000  00  $293,755  00 

Other  stocks  and  bonds   195,920  00      249,080  20 


Total  par  and  market  value   $469,920  00     $542,835  20 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$27,080  00      $32,213  50      $23,470  00 


542,835  20 


23,470  00 

Cash  in  the  Company's  principal  office  in  currency   $590  81 

Cash  belonging  to  the  Company  deposited  in  bank   22,384  07 

Total  amount  of  cash  items   22,974  88 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   7,292  33 

Interest  due  and  accrued  on  collateral  loans   168  L0 

Premiums  in  due  course  of  collection   71,527  89 

All  other  property,  viz.,  rents  due  and  accrued   3,018  85 

Total..   $1,076,881  77 

Deposit  in  Georgia  over  liabilities   8,234  24 

Aggregate  amount  of  all  actual  available  assets   $1,068,647  53 
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II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due     S10.509  35 

Losses  unadjusted,  including  all  reported  and  supposed  losses   26,792  05 

Losses  resisted,  including  interest,  costs  and  expenses   5,150  00 


Total   ^42,  i.r>l  40 

Deduct  re-insurance  thereon   1,492  94 

Net  amount  of  all  unpaid  losses  and  claims   J  10,958  46 

Unearned  premiums,  at  SO  per  cent,  of  premiums  on  fire  risks  under  one  year,  $206,321  22 
Unearned  premiums,  pro  rata,  on  lire  risks  running  more  than  one  year....    128,458  48 


Total  unearned  premiums  as  computed  above   334,779  70 

Cash  dividends  to  stockholders  remaining  unpaid   45  00 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   2,500  00 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 
$3,879.26 ;  commissions  and  other  charges  due  and  to  become  due 

to  agents  and  brokers,  $12,881.75;  total   16,761  01 


Total  liabilities,  except  capital  and  net  surplus   $395,044  17 

Joint  stock  capital  paid  up  in  cash   250,000  00 

Surplus  beyond  all  liabilities   423,603  36 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...    $1,068,647  53 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $50,456  09 

Deduct  amount  of  6ame  not  collected   839  65 

Net  collected   $49,616  44 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   574.330  86 

Total   $623,947  30 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   72,716  91 

Entire  premiums  collected  during  the  year   $551,230  39 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   44,459  16 

Net  cash  actually  received  for  premiums   $506,771  23 

Interest  received  on  bonds  and  mortgages   11,982  10 

Interest  and  dividends  received  from  all  other  sources     27,986  69 

Income  from  all  other  sources,  viz.,  rent   11,899  92 

Aggregate  income  received  during  the  year  in  cash   $558,639  94 


IV.   EXPENDITURE?  DURING  THE  TEAR. 

Fire. 
$320,044  25 
21,007  98 


Net  amount  paid  for  losses   $299,036  27 

Cash  dividends  actually  paid   50,260  00 

Taid  for  commission  and  brokerage   122,556  84 

Salaries  and  other  charges  of  officers,  clerk?  and  other  employes   52,503  72 

Amount  paid  for  State,  national  and  local  taxep   10,122  50 

All  other  payments,  viz.,  stationery,  printing,  advertiaing,  postage,  etc.,  51,108  30 


Aggregate  expenditures  during  the  year  in  cash   $585,587  63 


Gross  amount  paid  for  losses  

Deduct  salvages  and  re-insurancea, 
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V.  MISCELLANEOUS. 

Hisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  ,  $84,470,580  00  $574,330  86 


Expired  and  marked  off  as  terminated   $70,658,518  00       $441,787  78 

In  force  at  the  end  of  the  year  $86,372,228  00       $663,978  70 

Deduct  amount  re-insured   2,489,596  00  28,754  71 


Net  amount  in  force  $83,882,632  00       $635,223  99 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $7,399,040  55 

Total  losses  paid  from  organization  to  date   3,875,443  93 

Total  cash  dividends  declared  since  the  Company  commenced  business   802,500  00 

Total  amount  of  losses  incurred  during  the  year   309,746  05 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $2,260,020  76 

Amount  of  fire  premiums  received   15,782  48 

Amount  of  losses  incurred   8,860  09 

Amount  of  losses  paid   8,860  09 


FOREIGN 
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ACCIDENT  INSURANCE  COMPANY  OF  NORTH  AMERICA. 


MONTREAL,  CANADA. 

Incorporated  June,  1872.  Commenced  business  June,  1874. 

Sir  Alexander  T.  Galt,  President.  Edward  Rawlings,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $157,000. 

I.  ASSETS. 

Stocks,  Bonds,  etc.,  Ovmed  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                           $100,000  00  $103,000  00 

Other  stocks  and  bonds                                                       63,283  00  66,453  00 

Total  par  and  market  value  $163,283  00     $169,453  00 

$169,453  00 

Cash  in  the  Company's  principal  office  in  currency   18.526  31 

Gash  belonging  to  the  Company  deposited  in  bank   13,164  87 


Total  amount  of  cash  items   21,691  18 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  983  36 

Premiums  in  due  course  of  collection   45,590  66 

Aggregate  amount  >of  all  actual  available  assets   $237,718  20 


II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses   $1,000  00 

Net  amount  of  all  unpaid  losses  and  claims   $1,000  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  accident  risks  under 

one  year   $50,259  07 

Total  unearned  premiums  as  computed  above   56,259  07 

(243) 
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Salaries  and  other  miscellaneous  expenses  due  and  accrued   $1,500  00 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   9,118  14 

Total  liabilities,  except  capital  and  net  surplus   $67,877  21 

Joint  stock  capital  paid  up  in  cash   157,000  00 

Surplus  beyond  all  liabilities   12,840  99 

Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...  $237,718  20 

III.  INCOME  DURING  THE  YEAR. 

Accident. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $13,198  46 

Net  collected   $13,198  46 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   160.696  39 

Total   $173,894  85 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   45,590  66 

Entire  premiums  collected  during  the  year   f  128,304  19 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   13,968  79 

Net  cash  actually  received  for  premiums   $114,335  40 

Interest  and  dividends  received  from  all  other  sources   5,754  36 

Income  from  all  other  sources   129  58 

Aggregate  income  received  during  the  year  in  cash   $120,219  34 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  losses  (accident)   $27,588  40 

Cash  dividends  actually  paid   7,158  32 

Paid  for  commission  and  brokerage   39,858  89 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   11,401  84 

Amount  paid  for  State,  national  and  local  taxes   2,256  59 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  17,456  56 


Aggregate  expenditures  during  the  year  in  cash   $105,720  60 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Accident 
risks. 

Written  or  renewed  during  the  year   $19,049,700  00 

Expired  and  marl.ed  off  as  terminated  $10,428,870  00 

In  force  at  the  end  of  the  year  $14,287,200  00 

Deduct  amount  re-insured   657,500  00 

Net  amount  in  force   $13,629,700  00 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date  

Total  losaes  paid  from  organization  to  date  ~  M  

Total  cash  dividends  declared  since  the  Company  commenced  business  

Total  amount  of  losses  incurred  during  the  year  


Premiums. 

$160,696  39 

$34,6)2  64 

$114,638  85 
2,120  71 

$112,518  14 


$381,130  10 
74,583  93 
23,359  V» 
27,588  44 


Business  in  the  State  of  New  Jersey  During  the  Year. 
Amount  of  accident  premiums  received    


$313  75 
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UNITED  STATES  BRANCH  OF  THE  BRITISH  AMERICA 
ASSURANCE  COMPANY. 


TORONTO,  CANADA. 
John  Morison,  Governor.  Silas  P.  Wood,  Secretary. 

I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                           $I8:>,000  00  §602  635  00 

Deposited  with  trustees  in  New  York                                      15o,ot>0  00  150.000  (X) 

Deposit  in  Mississippi                                                           15,000  00  15,000  00 

Total  par  and  market  value   $650,000  00     $767,635  00 


$767,635  00 

Cash  in  the  Company's  principal  .office  in  currency   $22,875  92 

Cash  belonging  to  the  Company  deposited  in  bank   1 ,239  20 

Total  amount  of  cash  items.   24,115  12 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value    600  00 

Premiums  in  due  course  of  collection   31,227  88 


Aggregate  amount  of  all  actual  available  assets   $823,578  00 


Items  not  Admitted  as  Assets. 

Office  furniture   $1,401  98 

Premiums  more  than  three  months  due   1,626  96 

$6,028  94 

IX.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses   $31,228  05 

Losses  resisted,  including  interest,  costs  and  expenses   '.'.'>'  u  00 

Net  amount  of  all  unpaid  losses  and  claims   $86,728  05 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $205,533  00 

Unearned  premiums,  pro  rata,  on  fire  rinks  running  more  than  one  year   83.9W  97 

Unearned  premiums,  at  50  per  cent,  on  inlaud  navigation  risks  •  • . ..      5,532  88 

Total  unearned  premiums  as  computed  above   295,056  85 

Salaries  and  other  miscellaneous  expenses  duo  and  accrued   728  01 

All  other  demands  against  the  Company,  viz.,  re  assurances   2,407  83 

Total  liabilities   $384,920  74 

Surplus   438,657  26 

Aggregate  liabilities,  including  surplus   $823,578  00 
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III.  INCOME  DURING  THE  YEAR. 


Marine  and 
Fire.  inland. 


Peduct  amount  of  same  not  collected  

Net  collected  

Gross  premiums  on  risks  written  and  renewed  during  the  year, 
as  shown  in  risks  and  premium  exhibit  

Total  

Deduct  premiums  and  bills  in  course  of  collection  at  this  date, 

Entire  premiums  collected  during  the  year  

Peduct  re-insurance,  rebate,  abatement  and  return  premiums, 


.    $37,009  07 

$1,176  25 

128  57 

2.').')  61 

.    $37,480  50 

$920  04 

!    613,065  39 

38,087  65 

.  $6.50,545  89 

$39,008  29 

,      31,169  26 

58  62 

,  |619,376  03 

$38,919  67 

1,     98,990  14 

5,145  74 

$520,386  49 

$33,803  93 

Interest  and  dividends  received  from  all  other  sources   44,924  40 

Aggregate  income  received  during  the  year  in  cash   $599,114  82 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Marine  and 
inland 
9,641  51 
140  92 


Fire. 

Gross  amount  paid  for  losses   $425,874  60 

Peduct  salvages  and  re-insurances   31,325  39 

$394,549  21        $9,500  59 

Net  amount  paid  for  losses   $104,049  80 

Paid  for  commission  and  brokerage    109,933  19 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   18,060  52 

Amount  paid  for  State,  national  and  local  taxes   11,324  79 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  56,276  10 

Aggregate  expenditures  during  the  year  in  cash   $599,644  40 


V.  MISCELLANEOUS.  1 

Hisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                          $50,596,346  00  $613,065  39 

Expired  and  marked  off  as  terminated  $58,166,555  00  $628  356  20 

In  force  at  the  end  of  the  year                                                             $17,254,674  00  $599,268  00 

Peduct  amount  re-insured                                                                    1,613  670  00  22,864  00 

Net  amount  in  force                                                                   $16,641,004  00  $576,404  00 

Marine  and 

inland  risks.  Premiums. 

Written  or  renewed  during  the  year                                                              $5,886,882  00  $38,087  65 

Expired  and  marked  off  as  terminated                                                     $5,091,697  00  $38,836  34 

In  force  at  the  end  of  the  year                                                              1308,385  00  $11,094  92 

Deduct  amount  re-insured                                                                          2.500  00  29  16 

Net  amount  in  force                                                                       $306,885  00  $11,065  76 


General  Interrogatories. 

T  tal  premiums  reoaiTed  from  the  organization  of  the  Company  to  date   $3,961,238  99 

Total  losses  paid  Bran  organization  to  date   2,335,355  57 

Total  amount  ot  losses  incurred  during  the  year   353.919  39 
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Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written  ,   $723,001  00 

Amount  of  fire  premiums  received   7,012  00 

Amount  of  losses  incurred   4,939  58 

Amount  of  losses  paid   1,762  67 


UNITED  STATES  BRANCH  CITY  OF  LONDON  FIRE  IN- 
SURANCE COMPANY— (Limited.) 


LONDON,  ENGLAND.  / 
John  C.  Paige,  Resident  Manager. 
No.  20  KILBY  STREET,  BOSTON,  MASS. 

I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 
value.  value. 

United  States  bonds   $570,000  00     $666,400  00 

$666,400  00 

Cash  in  the  Company's  principal  office  in  currency   $12,269  55 

Cash  belonging  to  the  Company  deposited  in  bank   11,685  6S 

Total  amount  of  cash  items   23,955  23 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   4,800  00 

Premiums  in  due  course  of  collection   66,979  26 

All  other  property,  viz.,  due  from  other  companies  for  re-insurance...  5,702  38 

Aggregate  amount  of  all  actual  available  assets   $767,836  87 


II.  LIABILITIES. 

(Losses  adjusted  and  unpaid,  due  and  to  become  due   $12,258  32 

Losses  unadjusted,  including  all  reported  and  supposed  losses   37,166  80 

Total   $«9,425  J 2 

Deduct  re-insurance  thereon.   3,104  75 

Net  amount  of  all  unpaid  losses  and  claims   $46,320  37 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   f 188,492  62 

Unearned  premiums,  pro  rata,  on  Are  risks  running  more  than  one  year          37,025  54 

Total  unearned  premiums  as  computed  above   225,518  16 
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Salaries  and  other  miscellaneous  expenses  due  and  accrued   $5,049  39 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   6,438  80 


Total  liabilities   $283,326  72 

Surplus   484,510  15 


Aggregate  liabilities,  including  surplus   $767,836  87" 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $7,738  86 

Net  collected   $7,73S  86 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   628,267  50 

Total   $636,006  36 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   66,979  26 

Entire  premiums  collected  during  the  year   $569,027  10 

Deduct  re-insurance,  rebate,  abatement,  and  return  premiums   139,919  60 

Net  cash  actually  received  for  premiums   $429,107  50 

Interest  and  dividends  received  from  all  other  sources   18,613  65- 

Received  from  home  office   $604,606  03 


Aggregate  income  received  during  the  year  in  cash   $447,721  15- 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $205,818  87 

Deduct  salvages  and  re-insurances   15,239  87 

Net  amount  paid  for  losses   $190,579  00- 

Paid  for  commission  and  brokerage   99,829  95 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   36,318  50 

Amount  paid  for  State,  national  and  local  taxes   12,610  50- 

Aggregate  expenditures  during  the  year  in  cash   $339,337  95 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $52,667,712  00  $628,267  50- 

Expired  and  marked  off  as  terminated                                                     $9,592,672  00  $90,605  20 

In  force  at  the  end  of  the  year  $14,163,921  00  $.561,116  9* 

Deduct  amount  re-insured                                                                11,363,381  00  140,918  94 

Net  amount  in  force  $32,800,-539  00  $120,198  00 


General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Branch  to  date. 

Total  losses  paid  from  organization  to  date   

Total  amount  of  losses  incurred  during  the  year  »■»■■  


$494,823  75- 
190,579  00- 
236,899  3T 
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Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $788,770  00 

Amount  of  fire  premiums  received   9,788  38 

Amount  of  losses  incurred   4,810  98 

Amount  of  losses  paid   2,504  6£ 


UNITED  STATES  BRANCH  OP  THE  COMMERCIAL 
UNION  ASSURANCE  COMPANY. 


LONDON,  ENGLAND. 
Alfred  Pell,  Manager. 
Nos.  37  AND  39  WALL  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $130,736  96 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds  $1,293,600  00  $15493,3S5  00 

~  1,493,385  0O 

Gash  in  the  Company's  principal  office  in  currency   $f>98  76 

Cash  belonging  to  the  Company  deposited  in  bank   207.523  38 


Total  amount  of  cash  items   268,222  14 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  7,851  00 

Interest  due  and  accrued  on  deposits   332  2& 

Premiums  in  due  course  of  collection   257,707  91 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks..    28  62 

All  other  property,  viz.,  rents  due  and  accrued,  $1,545.66;  due  from 

other  companies  for  re-insurance,  $448.60 ;  total   1,994  2fr 


Aggregate  amount  of  all  actual  available  assets   $2,160,258  17 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due  \         ,03  75 

Losses  unadjusted,  including  all  reported  and  supposed  losses  / 

Losses  resisted,  including  interest,  costs  and  expenses   16,21 1  62 

Net  amount  of  all  unpaid  losses  and  claims   $179,745  37 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $694,204  20 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  ono  year....    367,574  93 

Total  unearned  premiums  as  computed  above..   $1,061,779  13 

All  other  demands  against  the  Company   37,543  67 

Total  liabilities   $1,279,068  17 

Surplus   881,190  00 

Aggregate  liabilities,  including  surplus   $2,160,258  17 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year.  M  shown  by  that  year's  statement   $249,588  80 

Deduct  amount  of  same  not  collected   85  18 

Net  collected   $249,503  62 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   2,084,427  46 

Total  $2,333,931  08 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   257,707  91 

Entire  premiums  collected  during  the  year  $2,076,223  17 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   482,279  54 

Net  cash  actually  received  for  premiums   $1,593,943  63 

Interest  and  dividends  received  from  all  other  sources   55,443  77 

Income  from  all  other  sources,  viz.,  rent   6,294  24 

Aggregate  income  received  during  the  year  in  cash   $1,655,681  64 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses  $1,158,318  80 

Deduct  salvages  and  re-insurances   147,783  48 


Net  amount  paid  for  losses   $1,010,535  32 

Paid  for  commission  and  brokerage   275,012  46 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   91,781  31 

Amount  paid  for  State,  national  and  local  taxes   31,356  55 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  106,733  42 


Aggregate  expenditures  during  the  year  in  cash   $1,515,419  06 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $269,597,720  00  $2,084,427  46 

Expired  and  marked  ofT  as  terminated   $233,533,810  00  $1,654,430  83 

Jn  force  at  the  end  of  the  year  $237,325,990  00  $2,238,54  9  84 

Deduct  amount  re-insured                                                                    17.9.50,103  00  194,742  67 


Net  amount  in  force  $219,375,8h7  00     $2,043,807  17 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $10,524,392  42 

Total  losses  paid  from  organization  to  date  -   5,994,558  83 

Total  amount  of  losses  incurred  during  the  year..   1,012,554  57 
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Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $6,281,059  00 

Amount  of  fire  premiums  received   41,096  19 

Amount  of  losses  incurred....   8,633  01 

Amount  of  losses  paid   10,230  14 


UNITED  STATES  BRANCH  OF  THE  COMPAGNIE  DE 
RE-ASSURANCES  GENERALES. 


PARIS,  FRANCE. 


John  C.  Paige,  Resident  Manager. 
No  20  KILBY  STREET,  BOSTON,  MASS. 


I.  ASSETS. 


Stocks,  Bonds,  etc.,  Owned  by  the  Company, 

Par  Market 
value.  vcdue. 

United  States  bonds   $327,500  00     §390,737  50 

~  $390,737  50 

Casn  in  the  Company's principal  office  in  currency   $692  48 

Cash  belonging  to  the  Company  deposited  in  bank   163  83 


Total  amount  of  cash  items   856  31 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value     3,287  50 

Premiums  in  due  course  of  collection   49,075  05 

All  other  property,  viz.,  due  from  other  Companies  for  re-insurance...  3,769  81 


Aggregate  amount  of  all  actual  available  assets..!   $147,726  17 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $5,418  87 

Losses  unadjusted,  including  all  reported  and  supposed  losses   45,748  60 

Total   $51,167  72 

Deduct  re-insurances  thereon   4,712  65 

Net  amount  of  all  unpaid  losses  and  claims   $46,455  07 


\ 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 


year   $163,421  79 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   28,587  52 

Total  unearned  premiums  as  computed  above   $192,009  31 

All  other  demands  against  the  Company,  viz.,  re-insurances   6,307  52 

Total  liabilities   $244,771  90 

Surplus   202,954  27 

Aggregate  liabilities,  including  surplus   $447,726  17 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $35,896  96 

Net  collected   $35,896  96 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   701,953  30 

Total   $737,850  26 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   49,075  05 

Entire  premiums  collected  during  the  year   $688,775  21 

Deduct  re-iusurance,  rebate,  abatement  and  return  premiums   199,484  71 

Net  cash  actually  received  for  premiums  ,   $489,290  50 

Interest  and  dividends  received  from  all  other  sources   9,813  75 

Aggregate  income  received  during  the  year  in  cash   $499,104  25 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $393,906  08 

Deduct  salvages  and  re-insurances   40,427  93 

Net  amount  paid  for  losses   $353,478  15 

Paid  for  commission  and  brokerage   112,930  70 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   42,400  82 

Amount  paid  for  State,  national  and  local  taxes   14,311  21 

Aggregate  expenditures  during  the  year  in  cash   $523,120  88 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                             $60,208,824  00  $701,953  30 

Expired  and  marked  off  as  terniinated                                                     §50,801,979  00  $579,985  82 

In  force  at  tho  end  of  the  year                                                          $38,374,787  00  $161,362  36 

Deduct  amount  re  insured                                                                 8,332,264  00  87,527  61 


Net  amount  in  force   $30,042,523  00       $373,834  75 


General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Branch  to  date. 

Total  losses  paid  from  organization  to  date  .... 

Total  amount  of  losses  incurred  during  the  year  


$1,163,167  57 
788.686  17 
360,010  »5 
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Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $ 58, 250  00 

Amount  of  fire  premiums  received   581  49 

Amount  of  losses  incurred   7,480  96 

Amount  of  losses  paid   5,722  60 


UNITED  STATES  BRANCH  OF  THE  FIRE  INSURANCE 
ASSOCIATION— (Limited). 


LONDON,  ENGLAND. 
Joseph  H.  Wellman,  Manager. 
No.  52  WILLIAM  STREET,  NEW  YORK. 

I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                          $640,200  00  $724,465  50 

Georgia  State  bonds                                                           24,800  00  27,795  00 

Total  par  and  market  value   $665,000  00     $752,260  50 


$752,260  50 

Cash  in  the  Company's  principal  office  in  currency  ✓   $15,149  00 

Cash  belonging  to  the  Company  deposited  in  bank   115,736  49 

Total  amount  of  cash  items   130,885  49' 

Premiums  in  due  course  of  collection   63,749  35 


Aggregate  amount  of  all  actual  available  assets   $946,895  34 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $33,487  35 

Losses  unadjusted,  including  all  reported  and  supposed  losses   48,299  65 

Losses  resisted,  including  interest,  costs  and  expenses  m   11,350  00 

Total   $93,137  no 

Deduct  re-insurance  thereon   9,244  64 


Net  amount  of  all  unpaid  losses  and  claims   $83,892  36 

rned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  tender  one  year..  $300,515  17 
rned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   94,922  97 

Total  unearned  premiums  as  computed  above   395,438  14 
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Salaries  and  other  miscellaneous  expenses  due  and  accrued....,   $ 3,021  40 

All  other  demands  against  the  Company,  viz  ,  taxes  and  assessments, 
$709.37;  commissions  and  other  charges  due  and  to  become  due 
to  agents  and  brokers,  $12,370.33;  return  premium,  $1,553.10; 

miscellaneous,  $175.01  ;  total   14,807  81 

Total  liabilities  '  $497,159  71 

Surplus     449,735  63 

Aggregate  liabilities,  including  surplus  ,   $946,895  34 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  preTious 

year,  as  shown  by  that  year's  statement   $77,660  68 

Net  collected  -   $77,660  68 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   949,406  08 

Total  $1,027,066  76 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   63,749  35 

Entire  premiums  collected  during  the  year   $963,317  41 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   159,161  77 

Net  cash  actually  received  for  premiums   $804,155  64 

Interest  and  dividends  received  from  all  other  sources   23,796  52 

Aggregate  income  received  during  the  year  in  cash   $827,952  16 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $312,169  57 

Deduct  salvages  and  re-insurances...   38,177  45 

Net  amount  paid  for  ksses   $503,992  12 

Paid  for  commission  and  brokerage   106,922  65 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes........  55,253  72 

Amount  paid  for  State,  national  and  local  taxes   11,227  87 

All  other  payments,  viz  ,  stationery,  printing,  advertising,  postage,  etc.,  63,942  56 

Aggregate  expenditures  during  the  year  in  cash   $741,338  92 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                            $90,458,871  00  $949,406  08 


Expired  and  marked  oft  as  terminated   $64,966,220  00       $603,416  29 


In  force  at  the  end  of  the  year  $60,272,407  00        $784,874  29 

Deduct  amount  re-insured   2,520,064  00  40,181  22 


Net  amount  in  force  $57,752,342  00        $744,693  07 


General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Blanch  to  date 

Total  losses  paid  from  organization  to  date  , 

Total  amount  of  losses  incurred  during  the  year  , 


$1,384,144  7* 

682.323  92 
564,250  39 
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Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $2,244,947  00 

Amount  of  fire  premiums  received   17,281  71 

Amount  of  losses  incurred.   16,927  54 

Amount  of  losses  paid   10,319  40 


GUARANTEE  COMPANY  OF  NORTH  AMERICA. 


MONTREAL,  CANADA. 

Incorporated  August  2,  1851.  Commenced  business  April,  1872. 

Sir  Alexander  T.  Galt,  President.  James  Grant,  Secretary. 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $300,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $1,600  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                          $214,000  00  $220,420  00 

Other  stocks  and  bonds                                                          104,366  34  112,778  34 

Total  par  and  market  value   $318,366  34     $333,198  34 

333,198  34 

Cash  in  the  Company's  principal  office  in  currency   $9,883  23 

Cash  belonging  to  the  Company  deposited  in  bank   27,624  64 

Total  amount  of  cash  items     37,507  87 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   1,928  99 

Premiums  in  due  course  of  collection   16,435  41 

Bills  receivable,  not  matured,  for  risks   1,379  22 

All  other  property,  viz  ,  loan  on  life  insurance  policy   400  00 

Aggregate  amount  of  all  actual  available  assets   $392,449  83 

XL  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses   $4,283  17 

Net  amount  of  all  unpaid  losses  and  claims   $4,283  17 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  risks  under  one  year ...   $55,256  06 

Total  unearned  premiums  as  computed  above   55,256  06 
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Salaries  and  other  miscellaneous  expenses  due  and  accrued   $2,236  83 

All  other  demands  against  the  Company,  viz  ,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   2,614  60 


Total  liabilities,  except  capital  and  net  surplus  $64,390  66 

Joint  stock  capital  paid  up  in  cash   300,000  00 

Surplus  beyond  all  liabilities   28,059  17 


Aggregate  liabilities,  including  paid-up  capital  and  net  surplus...      $392,449  83 


III.  INCOME  DURING  THE  YEAR. 

Fidelity. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $5,879  65 

Net  collected   $5,879  65 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   129,084  91 

Total   $134,964  56 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   16,435  41 

Entire  premiums  collected  during  the  year   $118,529  15 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   397  30 

Net  cash  actually  received  for  premiums   $118,131  85 

Interest  received  on  bonds  and  mortgages   10,437  10 

Income  from  all  other  sources,  viz.,  claims  recovered   3,738  05 


Aggregate  income  received  during  the  year  in  cash   $132,307  00 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  losses  (fidelity)   $26,316  65 

Cash  dividends  actually  paid   14,378  95 

Paid  for  commission  and  brokerage   9,497  21 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   25,399  00 

Amount  paid  for  State,  national  and  local  taxes   2,754  09 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  28,536  51 

Paid  for  Citizens'  guarantee  business   3,000  00 


Aggregate  expenditures  during  the  year  in  cash   $109,882  41 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fidelity 

risks.  Premiums. 

Written  or  renewed  during  the  year  $  15,080,610  00  $129k03i  91 

Expired  and  marked  off  as  terminated                                                   $9,864,135  00  $£8,597  53 

In  force  at  the  end  of  the  year                                                          $13,623,100  00  $110,512  12 

Deduct  amount  re-insured                                                                     87,125  00  369  80 

Net  amount  in  force  $13,535,975  00  $110,142  32 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $513,617  06 

Total  losses  paid  from  organization  to  date   175,519  84 

Total  amount  of  losses  incurred  during  the  year   30,599  82 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fidelity  risks  written   $25,300  00 

Amount  of  premiums  received   252  24 
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UNITED  STATES  BRANCH  OF  THE  GUARDIAN  FIRE  AND 
LIFE  ASSURANCE  COMPANY. 


LONDON,  ENGLAND. 
H.  E.  Bowers,  Manager. 
No.  54  WILLIAM  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $800,000  00     $938,750  00 

Cash  in  the  Company's  principal  office  in  currency.     $31 ,825  35 

Cash  belonging  to  the  Company  deposited  in  bank   54,120  53 

Total  amount  of  cash  items..   85,945  88 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value    6,833  33 

Premiums  in  due  course  of  collection   65,384  93 

Aggregate  amount  of  all  actual  available  assets   $1,096,914  14 


$938,750  00 


II.  LIABILITIES. . 

Losses  unadjusted,  including  all  reported  and  supposed  losses   $33,975  78 

Net  amount  of  all  unpaid  losses  and  claims   $33,975  78 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year  $204,601  42 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         111,765  23 

Total  unearned  premiums  as  computed  above   316,366  65 

Salaries  and  other  miscellaneous  expenses  duo  and  accrued   1,305  2i) 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 
$501.52 ;  commissions  and  other  charges  due  and  to  become  due  to 

agents  and  brokers,  $9,960.30 ;  return  premium,  $1,002.74  ;  total  .  14,464  56 

Total  liabilities   $366,112  80 

Surplus   730,801  W 

Aggregate  liabilities,  including  surplus   $1,096,914  14 

17 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $19,764  93 

Deduct  amount  of  same  not  collected   290  03 

Net  collected   $49,474  90 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   576,667  92 

Total   $626,042  32 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   65,384  93 

Entire  premiums  collected  during  the  year   $560,657  89 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   55,946  67 

Net  cash  actually  received  for  premiums   $504,711  22 

Interest  and  dividends  received  from  all  other  sources   34,566  82 

Aggregate  income  received  during  the  year  in  cash  ■     $539,278  04 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $297,627  90 

Deduct  salvages  and  re-insurances   8,380  64 

Net  amount  paid  for  loeses   $289,247  26 

Paid  for  commission  and  brokerage   102,017  55 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   40,038  43 

Amount  paid  for  State,  national  and  local  taxes   13,650  54 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  32,819  78 

Aggregate  expenditures  during  the  year  in  cash   $477,773  56 


V.  MISCELLANEOUS. 

Risks  and  Premiums] 

Written  or  renewed  during  the  year  

Expired  and  marked  off  as  terminated  

In  force  at  the  end  of  tbe  year  

Deduct  amount  re-insured  


Fire  risks. 

Premiums. 

.  $69,161,328  00 

$576,567  92 

.  $61,196,689  00 

$482,841  60 

,  f60,560.482  00 

$595,511  32 

782,483  00 

5,670  20 

,  $59,777,999  00 

$589,841  62 

General  Interrogatories. 

Tutal  premiums  received  from  the  organization  of  the  Branch  to  date   $2,620,134  17 

Total  losses  paid  from  organization  to  date   987,694  12 

T  tal  amount  of  losses  incurred  during  tbe  year   272,110  91 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $2,082,741  53 

Amount  of  fire  premiums  received   16,136  33 

Amount  of  losses  incurred   11,219  41 

Amount  of  losses  paid   9,644  41 
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UNITED  STATES  BRANCH  OF  THE  HAMBURG-BREMEN 
FIRE  INSURANCE  COMPANY. 


HAMBURG,  GERMANY. 
F.  0.  Affeld,  Manager. 
No.  62  CEDAR  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $23,000  00 

Value  of  lands  mortgaged   $30,000  no 

Buildings  (insured  for  $20,000)   50,000  00 

Total  value  of  mortgaged  premises   $30,000  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $547,000  00  $632,667  50 

Other  stocks  and  bonds   168,000  00  201,875  00 


Total  par  and  market  value   $715,000  00  $834,540  50 

Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$60,000  00       $60,840  03  $50,000  00 


834,540  50 


50,000  00 

Cash  belonging  to  the  Company  deposited  in  bank   41,933  55 

Premiums  in  due  course  of  collection   27,182  77 

Bills  receivable,  not  matured,  for  fire  risks   1,940  69 

Aggregate  amount  of  all  actual  available  assets   $978,599  51 

II.  LIABILITIES. 

Losses  adjusted  and  uDpaid,  due  and  to  become  due  -   $17,690  on 

Losses  unadjusted,  including  all  reported  and  supposed  losses   24,502  on 

Losses  resisted,  including  interest,  costs  and  expenses   9,061  on 

Total   $51,253  00 

Deduct  re-insurance  thereon   1,000  00 

Net  amount  of  all  unpaid  losses  and  claims   $50,253  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  flro  risks  under  one  year,  $272,773  81 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year....     82,977  81 

Total  unearned  premiums  as  computed  above   355,751  65 

Total  liabilities   $406,004  65 

•Surplus   572,594  86 

Aggregate  liabilities,  including  surplus...,   $978,599  51 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $32,535  42 

Deduct  amount  of  same  not  collected   184  2V 


Net  collected   $32,351  13 

Gross  premiums  on  risks  written  and  renewed  during  the  year, as  shown  in 

risks  and  premium  exhibit   775,968  32 

Total   1806.319  46 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   29,307  75 


Entire  premiums  collected  during  the  year   $779,011  70 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   123,655  70 

Net  cash  actually  received  for  premiums    $655,356^00 

Interest  received  on  bonds  and  mortgages   1,160,00 

Interest  and  dividends  received  from  all  other  sources   35,665^75- 

Aggregate  income  received  during  the  year  in  cash   $692,171  75- 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  losses   $453,197  04 

Paid  for  commission  and  brokerage   142,936  14 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   25,530  16- 

A mount  paid  for  State,  national  and  local  taxes   14,891  10 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  32,378  70 


Aggregate  expenditures  during  the  year  in  cash   $668,933  14 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  tbe  year                                                               $71,260,800  00  $775,968  32- 

Expired  end  marked  off  as  terminated                                                      $64,749,577  00  $685,531  17 

In  force  at  the  end  of  the  year                                                            |57 ,860,404  00  $689,849  66- 

DedOCt  amount  re-insured                                                                       565,859  00  5,543  10 

Net  amount  in  force                                                                      $57,294,545  00  $684,306  56 


General  Interrogatories. 

Totnl  1  onsen  paid  from  organization  of  Brand)  to  date   $2,500,000  00 

Total  amount  «.f  louei  incurred  during  the  year   457,769  M 


Buiineti  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $1,435,446  73 

Amount  ot  fire  premiums  received   14,134  42 

Amount  of  losses  incurred   12,941  73 

Amount  of  losses  pai<3   1 2;44 1  73- 


1882.] 


Foreign  Insurance  Companies. 


261 


UNITED  STATES  BRANCH  OF  THE  IMPERIAL  FIRE 
INSURANCE  COMPANY. 


LONDON,  ENGLAND. 
R.  D.  Alliger,  Resident  Manager. 
No.  33  PINE  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Stocks,  Bends,  etc.,  Owned  by  the  Company. 


Par  Market 

value.  value. 

Cnited  States  bonds                                                           $634,300  00  $759,851  12 

Other  stocks  and  bonds                                                         170,267  00  83,21$  .68 


Total  par  and  market  value   $304,567  00     $853,066  80 


?853,066  80 

•Cash  in  the  Company's  principal  office  in  currency   $183  73 

•Cash  belonging  to  the  Company  deposited  in  bank   2,253  39 

Total  amount  of  cash  items   2,437  12 

Premiums  in  due  course  of  collection   120,374  89 

All  other  property,  viz.,  rents  due  and  accrued   3,741  67 


Aggregate  amount  of  all  actual  available  assets   $1,229,620  48 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $3.:>l<»  69 

bosses  unadjusted,  including  all  reported  and  supposed  losses   32,487  18 

Losses  resisted,  including  interest,  costs  and  expenses   8,933  88 

Total   $44,961  71 

Deduct  re-insurance  thereon   2,600  00 


Net  amount  of  all  unpaid  losses  and  claims   $42,361  71 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  flro  risks  under  one 

year   $300,875  75 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          107,090  :tf 


Total  unearned  premiums  as  computed  above   407,966  10 

All  other  demands  against  the  Company,  viz  ,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   19,000  33 


Total  liabilities   $469,328  14 

Surplus   760,292  34 


Aggregate  liabilities,  including  surplus   $1,229,620  48 
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III.  INCOME  DURING  THE  YEAR. 


Fire. 

Entire  premium!  collected  during  the  year  $743,591  36 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums..   96,313  10 


Net  cash  actually  received  for  premiums   $647,278  2(> 

Interest  and  dividends  received  from  all  other  sources   29,366  30 

Income  from  all  other  sources,  viz.,  rent   21,275  00 


Aggregate  income  received  during  the  year  in  cash   $697,919  56 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $423,608  75 

Deduct  salvages  and  re-insurancea   4,970  35 

Net  amount  paid  for  losses   $418,638  40 

Taid  for  commission  and  brokerage   113,561  92 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   57,377  64 

Amount  paid  for  State,  national  and  local  taxes   17,842  60 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  9,135  53 

Aggregate  expenditures  during  the  year  in  cash   $616,556  09 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 


Deduct  amount  re-insured., 


Fire  risks. 

Premiums. 

.  $75,045,429  00 

$803,485  12' 

.  $57,064,441  00 

$572,626  37 

$67,299,204  00 

$788,71 6  07 

517,445  00 

6,776  53 

.  ^66,781,769  00 

$781,939  54- 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $9,082,518  24- 

Total  losses  paid  from  organization  to  date   6,184,374  25 

Total  amount  of  losses  incurred  during  the  year  .   407,371  60 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $546,443  38- 

Amount  of  fire  premiums  received   5,377  01 

Amount  of  losses  incurred   13,104  05 

Amount  of  losses  paid   7,604  05- 
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UNITED  STATES  BRANCH  OF  THE  LA  CONFIANCE 
FIRE  INSURANCE  COMPANY. 


PARIS,  FRANCE. 
Monrose  &  Mulville,  General  Agents. 
No.  59  LIBERTY  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $450,000  00     $537,750  00 

$537,750  00 

Cash  belonging  to  the  Company  deposited  in  bank   133,621  58 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   13  04 

Premiums  in  due  course  of  collection   43,674  92 


Aggregate  amount  of  all  actual  available  assets   $715,059  54 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $36,848  36 

Losses  unadjusted,  including  all  reported  and  supposed  losses   50,022  16 

Losses  resisted,  including  interest,  costs  and  expenses   4,150  00 

Total   |91,020  52 

Deduct  re-insurances  thereon   V>53  75 

Net  amount  of  all  unpaid  losses  and  claims   $85,466  77 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $237,192  28 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          1 10,648  69 

Total  unearned  premiums  as  computed  above   347,840  97 

Total  liabilities   $433,307  74 

Surplus  (   281,751  80 

Aggregate  liabilities,  including  surplus   $715,059  54 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  eollection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $102,933  07 


Net  collected   $102,933  07 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   942,388  76 

Total  «  $1,045,321  83 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   43,674  92 

Entire  premiums  collected  during  the  year  $1,001,646  91 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   315,332  83 

Net  cash  actually  received  for  premiums   $686,314  08 
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Interest  and  dividends  received  from  all  sources   $28,220  47 

iteccived  from  Home  office   $70,933  51 

Aggregate  income  received  during  the  year  in  cash   $714,534  55 


[V.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Utors  amount  paid  for  losses   $608,848  42 

Deduct  salvages  aud  re-insurances   45,331  90 

Net  amount  paid  for  losses   $563,516  46 

Taid  for  commission  and  brokerage   197,682  17 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   18,940  68 

Amount  paid  for  State,  national  and  local  taxes   7,101  75 

Remitted  to  Home  office   $>15,908  37 

Aggregate  expenditures  during  the  year  in  cash   $787,241  06 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $96,926,064  00  $942,388  70 

Expired  and  marked  off  as  terminated  $74,033,876  00  $884,442  21 

In  force  at  the  end  of  the  year  $90,009,383  00  $825,180  11 

Deduct  amount  re-insured                                                                14,878,445  00  155,672  35 

Net  amount  in  force  $75,130,937  00  $669,507  76 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $2,187,435  50 

Total  losses  paid  from  organization  to  date   1,347,884  38 

Total  amount  of  losses  incurred  during  the  year   556,934  14 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  lire  risks  written   $2,502,664  07 

Amount  of  fire  premiums  received   19,347  60 

Amount  of  losses  incurred.   31,203  51 

Amount  of  losses  paid   31,203  51 
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UNITED  STATES  BRANCH  OF  THE  LANCASHIRE 
INSURANCE  COMPANY. 


MANCHESTER,  ENGLAND. 
Henry  Robertson,  Manager. 
No.  40  PINE  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds  $1,261,050  00  $1,362,441  75 


fl.3H2.441  75 

Cash  in  the  Company's  principal  office  in  currency   $213  69 

Cash  belonging  to  the  Company  deposited  in  bank   32,509  66 

Total  amount  of  cash  items   '    32,723  35 

Premiums  in  due  course  of  collection   52,327  48 


Aggregate  amount  of  all  actual  available  assets   .    $1,447,492  58 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $30,816  08 

Losses  unadjusted,  including  all  reported  and  supposed  losses   48,197  1 1 

Losses  resisted,  including  interest,  costs  and  expenses   38,211  01 

Total   $117,221  20 

Scottish  Commercial  unpaid  losses   391  66 

Net  amount  of  all  unpaid  losses  and  claims   $117,615  36 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $457,687  35 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         175,644  02 

Total  unearned  premiums  as  computed  above   63.3,331  37 

Unearned  premiums  Scottish  Commercial  Insurance  Company   2,013  03 

Unearned  premiums  Lancashire  consideration  policies  issued  to  re- 
place Scottish  Commercial  policies   7,673  33 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 
$8,000 ;  commissions  and  other  charges  duo  and  to  become  due 

to  agents  and  brokers,  $8,000;  total   16,000  00 

Total  liabilities   $776,633  59 

Surplus   670,858  99 

Aggregate  liabilities,  including  Rurplus   $1,447,492  58 


266 


Foreign  Insurance  Companies. 


[Dec.  31, 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year, afi  shown  by  that  year's  statement   $36,127  39 

Net  collected   £36,127  39 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown 

iu  risks  and  premium  exhibit   1,240.385  17 

Total  $1,276,512  56 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   52,327  4S 

Entire  premiums  collected  during  the  year  (1,224,185  08 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   175,721  68 

Net  cash  actually  received  for  premiums   $1,048,463  40 

Interest  and  dividends  received  from  all  other  sources   50,819  23 

Aggregate  income  received  during  the  year  in  cash   $1,099,282  63 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  losses  (all  fire)   $723,450  76 

Paid  for  commission  and  brokerage   171,180  37 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   140,360  57 

Amount  paid  for  State,  national  and  local  taxes   27,540  09 

Aggregate  expenditures  during  the  year  in  cash   $1,062,531  79 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  ,  $121,872,382  00  $1,240,385  17 


Expired  and  marked  off  as  terminated  $105,211,697  00      $1,065,201  90 

In  force  at  the  end  of  the  year  $116,161,618  00     $1,282,838  03 

Deduct  amount  re-insured   2,520,989  00  28,802  69 


Net  amount  in  force  $113,630,529  00     $1,254,035  34 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $7,270,156  00 

Total  losses  paid  from  organization  to  date   4,239,581  (10 

Total  amount  of  losses  incurred  during  the  year...„   759,016  87 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $2,580,605  00 

Amount  of  fire  premiums  received   22,258  26 

Amount  of  losses  incurred   4,624  48 

Amount  of  loflMI  paid   6,096  88 
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UNITED  STATES  BRANCH  OF  THE  LION  FIRE 
INSURANCE  COMPANY. 


LONDON,  ENGLAND. 
M.  Bennett,  Jb.,  Manager. 
No.  223  ASYLUM  STREET,  HARTFORD,  CONN. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens;   $62, ICO  00 

Value  of  lands  mortgaged   $48,000  00 

Buildings  (insured  for  $73,000)   74,500  00 

Total  value  of  mortgaged  premises   $122,500  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                          $400,000  00  $480,000  00 

Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$118,620  00    $135,180  00       $86,400  00 


480,000  00 


86,400  00 


Cash  in  the  Company's  principal  office  in  currency   $98  76 

Cash  belonging  to  the  Company  deposited  in  bank   58,376  48 

Total  amount  of  cash  items   58,475  24 

Premiums  in  due  course  of  collection   61,785  69 

Aggregate  amount  of  all  actual  available  assets   $748,760  93 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $9,861  46 

Losses  unadjusted,  including  all  reported  and  supposed  losses   10,(NK)  00 

Net  amount  of  all  unpaid  losses  and  claims   $19,861  46 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  Are  risks  under  one  year,  $159,496  36 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          20,823  22 

Total  unearned  premiums  as  computed  above   180,319  58 

Total  liabilities   $200,181  04 

Surplus   548,579  89 

Aggregate  liabilities,  including  surplus   $748,760  93 
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III.  INCOiME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  ami  bills  lu  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $54,920  19 

Net  collected   $54,920  19 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   586,172  84 

Total   $641,093  03 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   61,785  69 

Entire  premiums  collected  during  the  year   $579,307  34 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   177,223  46 

Net  cash  actually  received  for  premiums   $402,083  88 

Interest  reoeived  on  bonds  and  mortgages   710  79 

Interest  and  dividends  received  from  all  other  sources   20,464  25 

Income  from  all  other  sources,  viz.,  rent   87,102  27 

Aggregate  income  received  during  the  year  in  cash   $510,361  19 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  losses  (all  fire)   $286,661  55 

Paid  for  commission  and  brokerage   58,066  79 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   30,035  29 

Amount  paid  for  State,  national  and  local  taxes   12,919  36 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  41,736  69 

Aggregate  expenditures  during  the  year  in  cash   $429,419  68 


V.  MISCELLANEOUS. 

Itisks  and  Premiums. 


Fire  risks. 

Premiums. 

$60,916,853  00 

$586,172  84 

$17,589,680  00 

$168,232  63 

$J4,53o,s74  00 

$143,572  57 

9.S92.992  00 

95,225  11 

$31,637.tS2  00 

$348,347  46 

General  Interrogatories. 

Total  premium*  NOtfTtd  from  the  organization  of  the  Branch  to  date   $836,655  38 

Total  losses  paid  from  organization  to  date   391,608  84 

Total  amount  of  losses  incurred  during  the  year   272,359  90 


Business  in  the  State  of  New  Jersey  during  the  Year. 

Amount  of  fire  risks  written   $294,650  00 

Amount  of  fire  premionu  received   2,468  32 

Amount  of  losses  incurred   11  82 

Amount  of  lossc.-  paid   11  82 
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UNITED  STATES  BRANCH  OF  THE  LIVERPOOL  AND 
LONDON  AND  GLOBE  INSURANCE  COMPANY. 


LIVERPOOL,  ENGLAND. 
James  E.  Pulsford,  Resident  Manager. 
No.  45  WILLIAM  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $1,047,741  92 

Loans  on  bond  and  mortgage  (first  liens)   1,115,843  57 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $11,135 ;  inter- 
est accrued  on  bond  and  mortgage  loans,  $14,674.55;  total   25,809  55 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds  $1,510,000  00  $1,800,52')  on 

Other  stocks  and  bonds   328.000  00      384,640  00 

Total  par  and  market  value  $1,838,000  00  $2,185,165  00 

2,185,165  00 

Cash  in  the  Company's  principal  office  in  currency   $343  38 

Cash  belonging  to  the  Company  deposited  in  bank   784,303  39 

Total  amount  of  cash  items   784,646  77 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value    3,537  50 

Interest  due  and  accrued  on  collateral  loans   335  57 

Premiums  in  due  course  of  collection   322,394  43 

All  other  property,  viz,  rents  due  and  accrued,  $11,533.9(3;  due 

from  other  companies  for  re-insurance,  $684.17;  loans  on  life 

policies,  $13,468.20;  sundries,  $3,802.17 ;  total   29,488  50 

Aggregate  amount  of  all  actual  available  assets   $5,514,962  81 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due  m   #10,212  70 

Losses  unadjusted,  ioclading  all  reported  and  supposed  losses..   339.41 1  Ml 

Losses  resisted,  including  interest,  costs  and  expenses   00,014  1<» 

Total   $115,041  01 

Deduct  re-insurance  thereon   58,207  58 

Net  amount  of  all  unpaid  losses  and  claims   $357,134  03 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  tinder  one 

year  $1,232,913  97 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          888,887  63 

Total  unearned  premiums  as  computed  above   $2,121,831  60 

Amount  reclaimable  on  perpetual  fire  policies   311,191  24 

Re-insurance  fund  and  other  liabilities  under  the  life  insurance  depart- 
ment  117,730  36 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 
charges  due  and  to  become  due  to  agents  and  brokers,  $50,390.46  ; 

due  for  re  insurance,  $10,000  ;  total   60,390  46. 


Total  liabilities   $2,968,577  69 

Surplus   2,546,385  12 


Aggregate  liabilities,  including  surplus   $5,514,962  81 


III.  INCOME  DURING  THE  YEAE. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $344,446  94 

Deduct  amount  of  same  not  collected   1,910  y3 

Net  collected   $342,536  01 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown 

in  risks  and  premium  exhibit   3,778,298  44 

Total  §1,120,834  45 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   326,823  08 

Entire  premiums  collected  during  the  year  $3,794,001  37 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   678,835  91 

Net  cash  actually  received  for  premiums   $3,115,165  46 

Interest  received  on  bonds  and  mortgages   75,684  75 

Interest  and  dividends  received  from  all  other  sources   58,612  08 

Income  from  all  other  sources,  viz.,  rent   61,343  7C 

Aggregate  income  received  during  the  year  in  cash   $3,310,805  99 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses  $2,234,426  50 

Deduct  salvages  and  re-insurances   203,662  11 

Net  amount  paid  for  losses   $2,030,764  39 

Paid  for  commission  and  brokerage   551,487  60 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   155,839  01 

Amount  paid  for  State,  national  and  local  taxes   58,031  02 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  165,665  42 

Aggregate  expenditures  during  the  year  in  cash   $2,961,787  44 


V.  MISCELLANEOUS. 
Jxisks  and  Premiums. 

Fire  risks. 

Written  or  renewed  during  the  year  $475,919,435  00 

Expired  and  marked  off  as  terminated  $429,654,497  00 

In  force  at  the  end  of  the  year  $496,161,827  00 

Deduct  amount  re-insured   24,338,775  00 

Net  amount  in  force  $471,823,052  00 


Premiums. 
$3,778,298  44 

$3,316,040  98 

$4,393,134  69 

209,833  93 

$4,183,300  76 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $52,190,895  16 

Total  losses  paid  from  organization  to  date   31,228,927  44 

Total  amount  of  losses  incurred  during  the  year   1.932,851  09 


Business  in  the  State  of  New  Jersey  During  the  Year. 

$15,893,313  00 
125,862  35 
77,805  31 
64,575  55 


Amount  of  fire  risks  written  

Amount  of  fire  premiums  received, 

Amount  of  losses  incurred  

Amount  of  losses  paid  


UNITED  STATES  BRANCH  OF  THE  LONDON  AND 
LANCASHIRE  FIRE  INSURANCE  COMPANY. 


LIVERPOOL,  ENGLAND. 
James  Yereance,  Manager. 
No.  46  PINE  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds  $1,009,500  00  $1,177,767  00 


Gash  in  the  Company's  principal  office  in  currency   $7,340  20 

"  3  Co 


$1,177,787  00 

Cash  belonging  to  ttie  Company  deposited  in  bank  •  •   15^027  97 

Total  amount  of  cash  items   22,368  17 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   140  59 

Premiums  in  due  course  of  collection   84,757  77 

All  other  property,  viz.,  rents  due  and  accrued   433  33 

Aggregate  amount  of  all  actual  available  assets   $1,285,495  86 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  doe   Irt,602  15 

Losses  unadjusted,  including  all  reported  and  supposed  losses   66,863  33 

Losses  resisted,  including  interest,  costs  and  expenses   18,250  oo 

Net  amount  of  all  unpaid  losses  and  claims   $91,715  48 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $383,109  15 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year. ...    194,227  89 

Total  unearned  premiums  as  computed  above   $577,337  04 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   6,389  28 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 

$3,487.60;  commissions  and  other  charges  due  and  to  become  due 

to  agents  and  brokers,  $15,156.09 ;  return  premium,  $825.67 ; 

other  items,  $1,250;  total   20,719  36 

Total  liabilities   $696,661  16 

Surplus   588,834  70 

Aggregate  liabilities,  including  surplus   $1,285,495  86 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Oroei  premiums  aDd  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $66,724  22 

Net  collected   $86,724  22 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   1,182,888  22 

Total  $1,269,612  44 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   87,461  44 

Premiums  collected  during  the  year   $1,182,151  00 

Add  premiums  more  than  three  months  due,  collected  in  1882   470  40 

Entire  premiums  collected  during  the  year  $1,182,621  40 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   158,766  16 

Net  cash  actually  received  for  premiums   $1,023,855  24 

Interest  and  dividends  received  from  all  other  sources   37,299  58 

Income  from  all  other  sources,  viz.,  rent   2,662  52 

Aggregate  income  received  during  the  year  in  cash   $1,063,817  34 


IV.  EXPENDITURES  DURING  Til E  YEAR. 

Fire. 

$685,777  83 
51,589  5y 


Net  amount  paid  for  losses   $634,188  24 

I'aid  tor  commission  and  brokerage   186,351  66 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   45,909  45 

Amount  paid  for  State,  national  and  local  taxes   22,651  77 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  63,178  04 


Aggregate  expenditures  during  the  year  in  cash   $952,279  16 


Gross  amount  paid  for  losses  

Deduct  salvages  and  re-iubiiranccs. 


V.  MISCELLANEOUS. 

ffiiki  and  Premiums. 

Fire  risks.  Premium*. 

Written  or  IWMIWifl  during  the  year  $17,6,392,269  00  $1,182,888  2> 

Expired  and  marked  off  a*  terminated  $1 13,349,516  00  $955,795  17 

Id  force  at  the  end  of  the  year  *117. 1*7,150  00  $1,131,652  97 

Deduct  amount  re-insured                                                                    4,316,027  00  39,174  8T- 

Net  amount  in  fore*  >112,811,123  00  |1,()92,478  U 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $3,113,812  33 

Total  losses  paid  from  organization  to  date   1,868,067  08 

Total  amount  of  losses  incurred  during  the  year   626,554  14 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount.of  fire  risks  written......   $4,533,835  00 

Amount  of  fire  premiums  received   34,857  06 

Amount  of  losses  incurred   12,876  90 

Amount  of  losses  paid   12,569  82 


UNITED  STATES  BRANCH  OF  THE  LONDON  AND  PRO- 
VINCIAL FIRE  INSURANCE  COMPANY— (Limited.) 


LONDON,  ENGLAND. 
John  C.  Mills,  Resident  Manager. 
No.  33  PINE  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 
value.  value. 

United  States  bonds   $330,000  00    $338,950  00 

$338,950  00 

Loans  on  stock  collaterals   66,567  35 

•Cash  in  the  Company's  principal  office  in  currency   $118  05 

Cash  belonging  to  the  Company  deposited  in  bank   2,914  24 

Total  amount  of  cash  items   3,032  29 

Premiums  in  due  course  of  collection   27,143  67 

Aggregate  amount  of  all  actual  available  assets   $435,693  31 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due  „   $ft,368  ft7 

Losses  unadjusted,  including  all  reported  and  supposed  losses  N   16,010  00 

Net  amount  of  all  unpaid  losses  and  claims.   $22,378  57 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $154,758  51 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   30,524  51 

Total  unearned  premiums  as  computed  above   $185,283  02 

Total  liabilities   $207,661  59 

Surplus   228,031  72 

Aggregate  liabilities,  including  surplus   $435,693  31 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   $432,184  56 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   27,143  67 

Entire  premiums  collected  during  the  year   $405,040  89 

Deduct  re-insurance,  rebate,  abatement,  and  return  premiums   65,956  39 

Net  cash  actually  received  for  premiums   $339,084  50 

Interest  and  dividends  received  from  all  other  sources   6,994  98 

Aggregate  income  received  during  the  year  in  cash   $346,079  48 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $96,822  96 

Deduct  salvages  and  re-insurances   1,070  42 

Net  amount  paid  for  losses   $95,752  54 

Paid  for  commission  and  brokerage   49,879  89 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   25,050  50 

Amount  paid  for  State,  national  and  local  taxes   t  6,039  16 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  '36,445  34 

Aggregate  expenditures  during  the  year  in  cash   $213,167  43 


V.  MISCELLANEOUS. 

Jiisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $11,664,057  00  $132,184  56 

Expired  and  marked  off  as  terminated  $10,119,263  00  $79,361  00 

In  force  at  the  end  of  the  year  $31,544,794  00  $352,823  56 

Deduct  amount  re-insured                                                                    796.734  00  7,719  96 

Net  amount  in  force  $39,748,060  00  $345,103  60 


General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Branch  to  date. 

Total  losses  paid  from  organization  to  date  , 

Total  amount  of  losses  incurred  during  the  year  


$432,184  56 
95,752  54 
118,131  11 
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Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $709,035  74 

Amount  of  fire  premiums  received   7,628  64 

Amount  of  losses  incurred   11,001  28 

Amount  of  losses  paid   7,997  04 


UNITED  STATES  BRANCH  OF  THE  LONDON 
ASSURANCE  CORPORATION. 


LONDON,  ENGLAND. 
Benoni  Lockwood,  Manager. 
No.  88  WALL  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 
value.  value. 

United  States  bonds  $1,160,000  00   $1,314,125  00 

$1,314,125  00 

Cash  in  the  Company's  principal  office  in  currency   $183  73 

Cash  belonging  to  the  Company  deposited  in  bank   90,379  08 

Total  amount  of  cash  items   90,562  81 

Premiums  in  due  course  of  collection   37,888  06 

Aggregate  amount  of  all  actual  available  assets   $1,442,575  87 


II.  LIABILITIES. 

Net  amount  of  all  unpaid  losses  and  claims   $78,000  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year..  $338,881  14 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         233,544  42 

Total  unearned  premiums  as  computed  above   692,425  56 

Amount  reclaimable  on  perpetual  fire  policies   1,856  30 

Total  liabilities   $672,281  86 

Surplus   770,294  01 

Aggregate  liabilities,  including  surplus   $1,4*2,575  87 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $36,452  08 

Net  collected   $36,452  OS 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   1,064,817  53 

Total  $1,101,269  61 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   37,888  06 

Entire  premiums  collected  during  the  year  $1,063,381  55  * 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   180,046  03 

Net  cash  actually  received  for  premiums   $883,335  52 

Interest  and  dividends  received  from  all  other  sources   33,451  48 

Aggregate  income  received  during  the  year  in  cash   $916,787  00 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Paid  for  losses  (all  fire)   $560,716  00 

Paid  for  commission  and  brokerage   162,069  97 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   39,233  40 

Amount  paid  for  State,  national  and  local  taxes   27,994  78 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  59,100  02 


Aggregate  expenditures  during  the  year  in  cash   $849,114  17 


V.  MISCELLANEOUS. 

JRisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $100,576,026  00  $884,771  50 

Expired  and  marked  off  as  terminated  $.37,932,044  00  $713,604  98 

Net  amount  in  force  $112,829,136  00  $1,144,271  70 


Business  in  the  State  of  New  Jersey  During  the  Year. 


Amount  of  fire  risks  written  

Amount  of  fire  premiums  received 
Amount  of  losses  incurred   


$4,535,191  00 
37,621  19 
20,428  00 
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UNITED  STATES  BRANCH  OF  THE  METROPOLE 
INSURANCE  COMPANY. 


PARIS,  FRANCE. 
John  C.  Paige,  Resident  Manager. 
No.  20  KILBY  STREET,  BOSTON,  MASS. 


I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  vMue. 

United  States  bonds   $411,000  00     $483,957  50 

$483,957  50 

Cash  in  the  Company's  principal  office  in  currency   |378  80 

Cash  belonging  to  the  Company  deposited  in  bank   183  45 


Total  amount  of  cash  items   562  25 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   4,253  75 

Premiums  in  due  course  of  collection   54,112  89 

All  other  property,  viz.,  due  from  other  Companies  for  re-insurance...  993  92 


Aggregate  amount  of  all  actual  available  assets   $543,880  31 


II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   $20,430  73 

Losses  unadjusted,  including  all  reported  and  supposed  losses   62,498  37 

Total   $82,929  10 

Deduct  re-insurance  thereon   12,074  89 

Net  amount  of  all  unpaid  losses  and  claims   $70,854  21 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $165,494  51 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   55,041  28 

Total  unearned  premiums  as  computed  above   220,535  79 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   7,998  10 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers,  $8,001.90; 

re  insurance,  $8,453.39;  total   16,455  29 


Total  liabilities   $315,843  39 

Surplus   228,036  92 


Aggregate  liabilities,  including  surplus  ;   $543,880  31 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $65,448  39 

Net  collected   $65,448  39 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   676,255  57 

Total   $741,703  96 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   54,112  89 

Entire  premiums  collected  during  the  year   $687,591  07 

Peduct  re-insurance,  rebate,  abatement  and  return  premiums   206,397  41 

Net  cash  actually  received  for  premiums   $481,193  66 

Interest  and  dividends  received  from  all  other  sources   16,744  90 

Aggregate  income  received  during  the  year  in  cash   $497,938  56 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $'.20,838  96 

Peduct  salvages  and  re-insurances   66,454  78 


Net  amount  paid  for  losses   $354,384  18 

Paid  for  commission  and  brokerage   95,690  83 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes,  etc....  35,927  98 

Amount  paid  for  State,  national  and  local  taxes   17,359  98 


Aggregate  expenditures  during  the  year  in  cash   $503,362  97 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $^3,631,337  00  $676,255  00 


Expired  and  marked  off  as  terminated                                                   #13,981,779  00  $£83,036  83 

In  force  at  the  end  of  the  year                                                          $19,259,092  00  $682,147  76 

Deduct  amount  re-ineured                                                                   18,001,992  00  257,278  45 

Net  amount  in  force  $31,257,100  00  $124,869  31 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $1,135,508  10 

Total  losses  paid  from  organization  to  date   725.988  18 

Total  amount  of  losses  incurred  during  the  year   394,680  11 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $924,155  00 

Amount  of  fire  premiums  received   12,233  44 

Amount  of  losses  incurred   16,837  89 

Amount  of  losses  paid   5,497  35 
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UNITED  STATES  BRANCH  OF  THE  NORTH  BRITISH 
AND  MERCANTILE  INSURANCE  COMPANY. 


LONDON,  ENGLAND. 


Charles  E.  White  and  Samuel  P.  Blagden,  Managers. 


Nos.  54  WILLIAM  STREET,  NEW  YORK  CITY. 


I.  ASSETS. 


Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds  .?  $1,793,000  00  $2,108,711  25 

Other  stocks  and  bonds                                                     711,466  67  836,849  75 


Total  par  and  market  value    $2,504,466  67  $2,945,56  1  00 


$2,945,561  00 

Cash  in  the  Company's  principal  office  in  currency   $360  75 

Cash  belonging  to  the  Company  deposited  in  bank   193,863  94 


Total  amount  of  cash  items   194,244  69 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   14,706  10 

Premiums  in  due  course  of  collection   110,490  94 

All  other  property,  viz.,  due  from  other  Companies  for  re-insurance....  871  94 


Aggregate  amount  of  all  actual  available  assets   $3,265,874  67 


II.  LIABILITIES. 

Looses  adjusted  and  unpaid,  due  and  to  become  due   $62,148  59 

Losses  unadjusted,  including  all  reported  and  supposed  losses   51,976  08 

Losses  resisted,  including  interest,  costs  and  expenses  m   38,182  23 

Net  amount  of  all  unpaid  losses  and  claims   $152,306  90 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $601,257  22 
Unearned  premiums, pro  rata,  on  fire  risks  running  more  than  one  year....    497,260  46 

Total  unearned  premiums  as  computed  above   1,098,517  68 

Total  liabilities   $1,260,824  58 

Surplus   2,015,050  09 

Aggregate  liabilities,  including  surplus   $3,265,874  67 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   f 185,360  02 

Deduct  amount  of  same  not  collected   2,122  54 

Net  collected  \   $183,237  48 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   2,108,936  26 

Total  $2,292,173  74 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   110,490  94 

Entire  premiums  collected  during  the  year  $2,181,682  80 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   271,199  84 

Net  cash  actually  received  for  premiums   $1,910,482  96 

Interest  and  dividends  received  from  all  other  sources   70,983  47 

Aggregate  income  received  during  the  year  in  cash   $1,981,466  43 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  losses   $1,061,761  62 

Paid  for  commission  and  brokerage   240,615  80 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   109,059  83 

Amount  paid  for  State,  national  and  local  taxes   34,888  65 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  137,693  99 


Aggregate  expenditures  during  the  year  in  cash   $1,584,019  89 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $292,412,583  00  $2,108,936  26- 

Expired  and  marked  off  as  terminated  $254^74,017  00  $1,776,850  97 

Net  amount  in  force  $234,960,356  00  $2,040,053  71 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Bianch  to  date   $19,737,965  00 

Total  losses  paid  from  organization  to  date   12,981,867  00 

Total  amount  of  losses  incurred  during  the  year  ~   1,112,593  12 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $3,183,715  00 

Amount  of  fire  premiums  received   27,091  17 

Amount  of  losses  incurred   9,644  40 

Amount  of  losses  paid   9,644  40 
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UNITED  STATES  BRANCH  OF  THE  NORTHERN  ASSUR- 
ANCE COMPANY. 


LONDON,  ENGLAND. 


Heney  H.  Hall,  Manager, 
No.  153  BROADWAY,  NEW  YORK  CITY. 


I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $687,150  00  $812,095  00 

Other  stocks  and  bonds   273,540  00  295,970  00 

Total  par  and  market  value   $960,690  00  $1,108,065  00 

$1,108,065  00 

Cash  in  the  Company's  principal  office  in  currency  $793  27 

Cash  belonging  to  the  Company  deposited  in  bank   52,910  04 

Total  amount  of  cash  items   53,708  31 

Premiums  in  due  course  of  collection   59,827  83 

Aggregate  amount  of  all  actual  available  assets   $1,221,601  14 


II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses   $28,730  51 

Losses  resisted,  including  interest,  costs  and  expenses   8,933  88 

Net  amount  of  all  unpaid  losses  and  claims   $37,664  39 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   |239,724  74 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   88,831  95 

Total  unearned  premiums  as  computed  above   328,556  69 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   3,061  05 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   11,810  88 

Total  liabilities   $381,093  01 

Surplus   840,508  13 

Aggregate  liabilities,  including  surplus   $1,221,601  14 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Entire  premiums  collected  during  the  year   $640,149  48 

Deduct  re-insurance,  rebate,  abatemont  and  return  premiums   93,811  97 

Net  cash  actually  received  for  premiums   $546,337  51 

Interest  and  dividends  received  from  all  other  sources   35,229  00 


Aggregate  income  received  during  the  year  in  cash   $581,566  51 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $395,676  76 

Deduct  salvages  and  re-insurances   3,342  79 

Net  amount  paid  for  losses   $392,333  97 

Paid  for  commission  and  brokerage   105,840  45 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   39,445  27 

Amount  paid  for  State,  national  and  local  taxes   17,303  31 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  15,756  01 

Aggregate  expenditures  during  the  year  in  cash   $570,679  01 


V.  MISCELLANEOUS. 

JRisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $60,930,584  00  $639,496  18 

Expired  and  marked  off  as  terminated  $53,562,712  00  $558,562  50 

Net  amount  in  force                                                                        $56,686,089  00  $638,791  00 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $3,080,027  27 

Total  losses  paid  from  organization  to  date   1,708,925  03 

Total  amount  of  losses  incurred  during  the  year...   384,372  90 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $708,485  62 

Amount  of  fire  premiums  received  ■   6,218  60 

Amount  of  losses  incurred   9,005  05 

Amount  of  losses  paid   9,005  05 
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UNITED  STATES  BRANCH  OF  THE  NORTH  GERMAN 
FIRE  INSURANCE  COMPANY. 


HAMBURG,  GERMANY. 
J.  Claussen.  Manager. 
No.  202  BROADWAY,  NEW  YORK  CITY. 

I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $375,500  00     $192,323  75 

$392,323  75 

Cash  in  the  Company's  principal  office  and  in  bank   26,013  85 

Premiums  in  due  course  of  collection   17,772  91 


Aggregate  amount  of  all  actual  available  assets   $136,110  51 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $3,683  00 

Losses  unadjusted,  including  all  reported  and  supposed  losses   10,815  00 

Total   $14,498  00 

Deduct  re-insurance  thereon   2G0  00 


Net  amount  of  all  unpaid  losses  and  claims   $14,238  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $1 10,484  29 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year   22,913  33 

Total  unearned  premiums  as  computed  above   133,397  62 

Total  liabilities   $147,635  62 

Surplus   288,474  89 

Aggregate  liabilities,  including  surplus   $436,110  51 

III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement  .'.   $25,673  69 

_i  

Net  collected   $25,673  69 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   331,439  60 

Total   $357,113  29 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   17,772  91 

Entire  premiums  collected  during  the  year...   $339,440  38 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   83,009  24 

Net  cash  actually  received  for  premiums   $256,331  14 

Interest  received  on  bonds   14,402  61 


Aggregate  income  received  during  the  year  in  cash   $270,733  75 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $253,759  01 

Deduct  salvages  and  re-insurances   25,702  42 

Net  amount  paid  for  losses   $228,056  59 

Paid  for  commission  and  brokerage   50,919  58 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   15,402  40 

Amount  paid  for  State,  national  and  local  taxes  .   8,583  71 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  23,263  09 

Aggregate  expenditures  during  the  year  in  cash   $326,225  37 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                          $27,088,610  00  $331,439  60 

Expired  and  marked  off  as  terminated                                                  §26,079,815  00  $294,450  62 

In  force  at  the  end  of  the  year  $23,787,037  00  $304,984  39 

Deduct  amount  re-insured                                                                  2,928,470  00  37,317  30 


Net  amount  in  force  $20,858,567  00       $267,667  09 


Business  in  the  State  of  New  Jersey  During  the  Year, 

Amount  of  fire  risks  written   $263,989  82 

Amount  of  fire  premiums  received   2,436  39 

Amount  of  losses  incurred   3,779  54 

Amount  of  losses  paid   3,779  54 


UNITED  STATES  BRANCH  OF  THE  NORWICH  UNION 
FIRE  INSURANCE  SOCIETY. 


NORWICH,  ENGLAND. 
Charles  P.  Frame  and  J.  Montgomery  Hare,  Managers. 
No.  67  WALL  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  State*,  bonds   $.515,000  00  $651,275  00 

New  York  City  bonds   J62.000  00       200.0W  00 

Total  par  and  market  value   $707,<>00  00     $851,365  60 

$851,365  00 
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Cash  in  the  Company's  principal  office  in  currency   $536  14 

Cash  belonging  to  the  Company  deposited  in  bank   139,468  84 

Total  amount  of  cash  items   $140,004  98 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market  value,  1,481  67 

Premiums  in  due  course  of  collection   17,755  95 

Aggregate  amount  of  all  actual  available  assets   $1,010,607  60 


II.  LIABILITIES. 

Net  amount  of  all  unpaid  losses  and  claims   $61,666  66 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $209,323  10 

Unearned  premiums, pro  rata,  on  fire  risks  running  more  than  one  year          84,012  70 

Total  unearned  premiums  as  computed  above   293,335  80 

Salaries  and  other  miscellaneous  expenses  due  and  accrued  ,  1,000  00 

Total  liabilities   $356,002  46 

Surplus   654,605  14 

Aggregate  liabilities,  including  surplus   $1,010,607  60 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $14,882  40 

Net  collected   $14,882  40 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   626,896  29 

Total   $641,778  69 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   17,755  95 

Entire  premiums  collected  during  the  year   $624,022  74 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   117,817  21 

Net  cash  actually  received  for  premiums   $506,205  53 

Interest  and  dividends  received  from  all  other  sources   22,850  00 

Received  from  Home  office   #200,382  24 

Aggregate  income  received  during'  the  year  in  cash   $529,055  53 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $288,062  06 

Deduct  salvages  and  re-insurances   16,078  60 

Net  amount  paid  for  losses   $271,983  46 

Paid  for  commission  and  brokerage    79,172  58 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   45,833  19 

Amount  paid  for  State,  national  and  local  taxes   9,248  29 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  35,542  28 


4 

Aggregate  expenditures  during  the  year  in  cash 


$441,779  80 
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V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums- 
Written  or  renewed  during  the  year                                                             $79,977,543  00  $626,896  29 

Expired  and  marked  off  as  terminated  $62,755,139  00  $452,995  51 

In  force  at  the  end  of  the  year                                                         $68,974,585  00  $594,943  09 

Deduct  amount  re-insured                                                                  6,222,844  00  38,403  67 

Net  amount  in  force                                                                      $62,751,741  00  $556,539  42 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $1,435,138  68 

Total  losses  paid  from  organization  to  date   664,938  54 

Total  amount  of  losses  incurred  during  the  year   287,628  64 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $1,734,631  00 

Amount  of  fire  premiums  received   12,793  59 

Amount  of  losses  incurred   8,969  91 

Amount  of  losses  paid   2,963  11 


UNITED  STATES  BRANCH  OF  THE  PHCENIX  ASSUR- 
ANCE COMPANY. 


LONDON,  ENGLAND. 
A.  D.  Irving,  Manager. 
No.  67  WALL  STREET,  NEW  YORK  CITY. 

L  ASSETS. 

Stocks,  Bonds,  etr.t  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   |9S6,000  00  $1,167,162  50 

f  1,187,162  50 

Cash  belonging  to  the  Company  deposited  in  bank   75,511  83 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value    8,280  00 

Premiums  in  due  course  of  collection   73,099  33 

All  other  property,  viz.,  cash  deposited  with  U.  S.  trustees  for  invest- 
ment  28,892  39 

Aggregate  amount  of  all  actual  available  assets   $1,352,946  05 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due  «   $15,042  00 

Losses  unadjusted,  including  all  reported  and  supposed  losses   71,280  00 

Losses  resisted,  including  interest,  costs  and  expenses   4,157  00 

Total   $120,479  00 

Deduct  re-insurance  thereon   8,233  00 

Net  amount  of  all  unpaid  losses  and  claims   $112,246  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $393,181  05 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year....    205,543  41 

Total  unearned  premiums  as  computed  above   598,724  46 

Total  liabilities   $710,970  46 

Surplus   641,975  59 

Aggregate  liabilities,  including  surplus   $1,352,946  05 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $40,018  41 

Net  collected  ,   $40,018  41 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown 

in  risks  and  premium  exhibit   1,172,650  98 

Total  $1,212,669  39 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   73,099  33 

Entire  premiums  collected  during  the  year  $1,139,570  06 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   223,969  04 

Net  cash  actually  received  for  premiums   $915,601  02 

Interest  and  dividends  received  from  all  other  sources   29,109  71 

Aggregate  income  received  during  the  year  in  cash   $944,710  73 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $663,928  57 

Deduct  salvages  and  re-insurances   60,262  26 


Net  amount  paid  for  losses   $60,666  31 

Paid  for  commission  and  brokerage   127,568  24 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   45,463  36 

Amount  paid  for  State,  national  and  local  taxes   26,012  95 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  79,675  75 


Aggregate  expenditures  during  the  year  in  cash   $882,386  61 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

"Written  or  renewed  during  the  year  $138,715,018  00  $1,172,650  98 


$721,220  69 

$1,204,678  96 

88,634  31 

$1,116,044  65 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $2,117,272  02 

Total  losses  raid  from  organization  to  date   1,191,332  31 

Total  amount  of  losses  incurred  during  the  year   603,003  22 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $2,090,742  37 

Amount  of  fire  premiums  received   16,482  98 

Amount  of  losses  incurred   11,616  67 

Amount  of  losses  paid   11,616  67 


UNITED  STATES  BRANCH  OF  THE  QUEEN  INSURANCE 

COMPANY. 


LIVERPOOL,  ENGLAND. 
James  A.  MacDonald,  Manager. 
Nos.  37  AND  39  WALL  STREET,  NEW  YORK  CITY. 

L  ASSETS. 

Real  estate  owned  by  the  Compan}^,  unincumbered   $352,590  18 

Stocks,  Bonds,  etc.t  Owned  by  the  Company. 

Par  Market 
value.  value. 

Cnited  States  bonds   $856,300  00  $1,016,853  11 

Other  stocks  and  bonds   130,000  00      169,139  39 

Total  par  and  market  value   $986,300  00  $1,185,992  50 

~  ===     1,185,992  5P 

Cash  in  the  Company's  principal  office  in  currency   $12,644  45 

Cash  belonging  to  the  Company  deposited  in  bank   176,339  21 

Total  amount  of  cash  itemfl   188,983  66 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   733  33 

Premiums  in  due  course  of  collection   17,545  54 

All  other  property,  viz.,  rents  accrued,  $5,415;  due  from  other  com- 
panies for  re-insurance,  $947.68;  total   6,362  68 


Aggregate  amount  of  all  actual  available  assets. 


$1,752,207  89 
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II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses......   $130,436  57 

Losses  resisted,  including  interest,  costs  and  expenses   16,232  06 

Total   §146,668  63 

Deduct  re-insurance  thereon   7,734  43 

Net  amount  of  all  unpaid  losses  and  claims   $138,934  20 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $476,040  64 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         300,031  78 

Total  unearned  premiums  as  computed  above   776,072  42 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   4,076  75 

Total  liabilities   $919,083  37 

Surplus   833,124  52 

Aggregate  liabilities,  including  surplus   $1,752,207  89 


III.  INCOME  DURING-  THE  YEAR. 

Fire. 

Gross  premiums  and  hills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $19,712  51 

Net  collected   $19,712  51 

Gross  premiums  on  risks  writ  ten  and  renewed  during  the  year,  as  shown 

in  risks  and  premium  exhibit   1,493.724  73 

Total  $1,513,437  24 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   17,545  54 

Entire  premiums  collected  during  the  year  $1,495,891  70 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   305,800  12 

Net  cash  actually  received  for  premiums   $1,190,091  58 

Interest  and  dividends  received  from  all  other  sources   33,193  97 

Income  from  all  other  sources,  viz.,  rent  ,   31,500  89 

Aggregate  income  received  during  the  year  in  cash   $1,254,786  44 


IV.  EXPENDITURES  DURING-  THE  YEAR. 

Fire. 

Grose  amount  paid  for  losses   $957,304  10 

Deduct  salvages  and  re-insurances   25.556  89 

Net  amount  paid  for  losses   $931,747  21 

Paid  for  commission  and  brokerage   199,008  35 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   95,950  35 

Amount  paid  for  State,  national  and  local  taxes   34,810  61 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  91,748  39 

Aggregate  expenditures  during  the  year  in  cash   $1,353,264  91 


V.  MISCELLANEOUS. 

Ri&ks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $149,851,007  00  $1, 493,724  73 

Expired  and  marked  off  as  terminated  $142,611,499  00  $1,343,928  83 

In  force  at  the  end  of  the  year  $145,045,294  00  $1,572,728  83 

Deduct  amount  re-insured                                                               9,534, lfi9  (;0  98,780  93 

Net  amount  in  force  $135,511,125  00  $1,473,947  90 
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General  Interrogatories. 

Total  premium!  received  from  the  organization  of  the  Branch  to  date   $12,842,424  00 

Total  losses  paid  from  organisation  to  date   8,075,851  00 

Total  amount  of  losses  incurred  during  the  year   900,436  74 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $5,455,347  00 

Amount  of  fire  premiums  received   37,367  25 

Amount  of  losses  incurred   12,992  25 

Amount  of  losses  paid   12,717  05 


UNITED  STATES  BRANCH  OF  THE  ROYAL  INSURANCE 

COMPANY. 


LIVERPOOL,  ENGLAND. 
E.  F.  Beddall,  Manager. 
No.  43  WALL  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

fLited  BUtei  bonds  $1,760,000  00  $2,298,926  25 

$2,298,926  25 

Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$540,000  00     $626,700  0 )     $560,000  00 

560,000  00 

"uf-h  in  the  Company's  principal  office  in  currency   $2,947  13 

.jifh  belonging  to  the  Company  deposited  in  bank   267,082  54 

Total  amount  of  cash  items   270,029  67 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   48,100  00 

I  merest  due  and  accrued  on  collateral  loans   6,313  03 

1  remiums  in  due  course  of  collection   227,945  48 

All  other  property,  viz.,  due  from  other  companies  for  re-insurance, 

f98  61 ;  other  assets,  $2,630.87  ;  total   2,729  48 

Aggregate  amount  of  all  actual  availahle  assets   $3,541,646  96 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $8,118  70 

Losses  unadjusted,  including  all  reported  and  supposed  losses   214,354  13 

Losses  resisted,  including  interest,  costs  and  expenses   12,800  00 

Total   $235,272  83 

Deduct  re-insurance  thereon   27  27 

Net  amount  of  all  unpaid  losses  and  claims   $235,245  56 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $821,995  85 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year         759,913  85 

Total  unearned  premiums  as  computed  above  .'   1,581,909  70 

Amount  reclaimable  on  perpetual  fire  policies   53,798  69 

Premium  reserve  and  all  other  liabilities  under  the  life  insurance  depart- 
ment  135,600  00 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 
$9,852.34 ;  commissions  and  other  charges  due  and  to  become  due 
to  agents  and  brokers,  $41,596.03;  return  premium,  $1,226.95; 

re-insurance  due,  $33,184.16;  miscellaneous,  $4,199.59  ;  total....'..  90,059  07 

Total  liabilities   $2,096,613  02 

Surplus     1,445,033  94 

Aggregate  liabilities,  including  surplus   $3,541,646  96 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $193,505  58 

Net  collected   $193,505  58 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   2,674,931  40 

Total  $2,S6*,436  98 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   233,111  96 

Entire  premiums  collected  during  the  year  $2,635,325  02 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   453,720  19 

Net  cash  actually  received  for  premiums   $2,181,604  83 

Interest  and  dividends  received  from  all  other  sources   104,221  39 

Income  from  all  other  sources,  viz.,  rent   '    1,114  53 

Aggregate  income  received  during  the  year  in  cash   $2,286,940  75 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  loBseii  $1,377,188  50 

Deduct  salvages  and  re-insurances   148,785  74 


Net  amount  paid  for  losses   $1,228,402  76 

Paid  for  commission  and  brokerage   417,738  11 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   123,734  44 

Amount  paid  for  State,  national  and  local  taxes   43,704  91 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  102,814  12 


Aggregate  expenditures  during  the  year  in  cash   $1,916,394  34 
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V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $325,053,659  00  $2,674,931  40 

Expired  and  marked  off  as  terminated  $263,439,209  00  $2,149,105  54 

In  force  at  the  end  of  the  year  $341,286,143  00  $3,212,989  71 

Deduct  amount  re-insured                                                               22,108,955  00  175,809  65 

Net  amount  in  force  ^»177^Lh7  00  13,037,180  06 

General  Interrogatories. 

Total  amount  of  losses  incurred  during  the  year   $1,295,626  80 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $3,730,006  00 

Amount  of  fire  premiums  received   41,284  40 

Amount  of  losses  incurred   26,053  42 

Amount  of  losses  paid   26,311  82 


UNITED  STATES  BRANCH  OF  THE  SCOTTISH  UNION 
AND  NATIONAL  INSURANCE  COMPANY. 


EDINBURGH,  SCOTLAND. 
M.  Bennett,  Jr.,  Manager. 
No.  223  ASYLUM  STREET,  HARTFORD,  CONN. 

I.  AS3ET3. 


Loans  on  bond  and  mortgage  (first  liens; 

Value  of  lands  mortgaged  

Buildings  (insured  fur  |39£300)  

Total  value  of  mortgaged  premises  


  ?286,500  0O 

|319,000  00 
32<»,0O0  00 

$639,000  00 


Stocks,  Bandit  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                                0890,000  00  $174. 000  00 

Other  bonds                                                                            111.100  00  122,673  00 


Total  par  and  market  value   0000,195  00     $396,673  00 


596,673  00 
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Cash  in  the  Company's  principal  office  in  currency   $75  00 

Cash  belonging  to  the  Company  deposited  in  bank   102,576  06 

Total  amount  of  cash  items   $102,651  06 

Premiums  in  due  course  of  collection   45,386  40 

Aggregate  amount  of  all  actual  available  assets   $1,031,210  46 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $7,820  43 

Losses  unadjusted,  including  all  reported  and  supposed  losses   28,000  00 

Net  amount  of  all  unpaid  losses  and  claims   $35,820  43 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one  year,  $151,646  94 
Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          35,290  86 

Total  unearned  premiums  as  computed  above   186,937  80 

Total  liabilities   $222,758  23 

Surplus   808,452  23 

Aggregate  liabilities,  including  surplus   $1,031,210  46 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $46,968  70 

Net  collected   $46,968  70 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   629,055  57 

Total   $676,024  27 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   45,386  40 

Entire  premiums  collected  during  the  year   $630,637  87 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   241,596  81 

Net  cash  actually  received  for  premiums   $389,041  06 

Interest  received  on  bonds  and  mortgages   14,746  55 

Interest  and  dividends  received  from  all  other  sources  ,   20,725  05 

Aggregate  income  received  during  the  year  in  cash   $424,512  66 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  losses  (all  fire)   $259,826  64 

Paid  for  commission  and  brokerage   45,930  66 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   21,035  32 

Amount  paid  for  State,  national  and  local  taxes   9,549  34 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  27,006  39 


Aggregate  expenditures  during  the  year  in  cash   $363,348  35 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks. 

Written  or  renewed  during  the  year   164,281,665  00 

Expired  and  marked  off  as  terminated   112,975,308  00 

In  force  at  the  end  of  the  year  $17,446,738  00 

Deduct  amount  re-insured   12,666,482  00 


Premiums. 
$629,056  57 

♦134,163  13 

$481,800  34 
128,912  43 


Net  amount  in  force  $34,790,756  00       $352,887  91 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $777,186  66 

Total  losses  paid  from  organization  to  date   355,343  18 

Total  amount  of  lotses  incurred  during  the  year   258,621  32 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $85,810  00 

Amount  of  fire  premiums  received   847  95 


UNITED  STATES  BRANCH  OF  THE  STANDARD  FIRE 
OFFICE— (Limited). 


LONDON,  ENGLAND. 
T.  Y.  Brown,  Resident  Manager. 
No.  151  BROADWAY,  NEW  YORK  CITY. 

I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                             $440,000  00  $466,106  25 

Other  stocks  and  bonds                                                            80,000  00  98,937  50 

Total  par  and  market  value   $520,000  00     $565,043  75 

$565,043  75 

Cash  in  the  Company's  principal  office  in  currency   $2,447  09 

Cash  belonging  to  the  Company  deposited  in  bank   47,818  20 

Total  amount  of  cash  items   50,265  29 

Premiums  in  due  course  of  collection   65,056  91 

Aggregate  amount  of  all  actual  available  assets   $680,365  95 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $10,418  69 

Losses  unadjUHted,  including  all  reported  and  Hupposed  losses   39,401  57 

Losses  resisted,  including  interest,  costs  and  expenses   6.500  00 

Total   $56,320  26 

Deduct  re-insurance  thereon   5,409  57 

Net  amount  of  all  unpaid  losses  and  claims   $50,910  69 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $266,915  35 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          80,497  56 

$347,412  91 

Less  Georgia  premiums   9,523  47 

Total  unearned  premiums  as  computed  above   $337,889  44 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   3,108  25 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   13,011  38 

Total  liabilities   $404,919  76 

Surplus   275,446  19 

Aggregate  liabilities,  including  surplus   $680,365  95 


III.  INCOME  DURING  THE  YEAE. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $77,781  37 

Net  collected   $77,781  37 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   742,015  82 

Total   $819,797  19 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   65,056  91 


Entire  premiums  collected  during  the  year  ..   $754,740  28 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums   130,147  64 

Net  cash  actually  received  for  premiums   $624,592  64 

Interest  and  dividends  received  from  all  other  sources   12,536  85 

Received  from  Home  office   $209,556  75 


Aggregate  income  received  during  the  year  in  cash   $637,129  49 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $310,479  42 

Deduct  salvages  and  re-insurancee..   8,516  94 

Net  amount  paid  for  losses   $301,962  48 

Paid  for  commission  and  brokerage   128,333  51 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   21,775  42 

Amount  paid  for  State,  national  and  local  taxes...,   15,866  81 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  46,550  62 

Aggregate  expenditures  during  the  year  in  cash   $514,488  84 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $84,971,659  00  $742,015  82 

Expired  and  marked  off  as  terminated  $41,296,305  00  $229,561  57 

In  force  at  the  end  of  the  year  $72.44fi,740  00  $719,305  70 

Deduct  amount  re-insured                                                               2,244,959  00  29,149  93 


Net  amount  in  force  $70,201,780  00       $690,155  77 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $960,357  04 

Total  losses  paid  from  organization  to  date    314,964  72 

Total  amount  of  losses  incurred  during  the  year   319,913  82 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $2,997,300  00 

Amount  of  fire  premiums  received   22,300  94 

Amount  of  losses  incurred   9,725  69 

Amount  of  losses  paid   3,649  40 


UNITED  STATES  BRANCH  OF  THE  TRANSATLANTIC 
FIRE  INSURANCE  COMPANY. 


HAMBURG,  GERMANY. 
E.  Harbers,  Manager. 
No.  62  LIBERTY  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Slocks,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 
value.  value. 

United  States  bonds   $395,000  00     $402,213  75 

$462,218  75 

Cash  belonging  to  the  Company  deposited  in  bank   9,543  74 

Premiums  in  due  course  of  collection   18,239  34 


Aggregate  amount  of  all  actual  available  assets   $490,001  83 


II.  LIABILITIES. 

LoRses  adjusted  and  unpaid,  due  and  to  become  due   $6,755  63 

LoeaeB  uuadjusted,  including  all  reported  and  supposed  losses   20.300  00 

Net  amount  of  all  unpaid  losses  and  claims   $27,055  68 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year   $iny,462  67 

Unearned  premiums, pro  rata,  on  fire  risks  running  more  than  one  year....     16,301  29 

Total  unearned  premiums  as  computed  above   125,823  96 


Total  liabilities   $152,879  64 

Surplus   337,122  19 


Aggregate  liabilities,  including  surplus   $490,001  83 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  previous 

year,  as  shown  by  that  year's  statement   $18,776  73 

Net  collected   $18,776  73 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as  shown  in 

risks  and  premium  exhibit   272,471  41 

Total   $291,248  14 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date  .   19,194  09 

Entire  premiums  collected  during  the  year  ,   $272,054  05 

Deduct  re-insurance,  rebate,  abatement  and  return  premiums....   32,484  20 

Net  cash  actually  received  for  premiums   $239,569  85 

Interest  and  dividends  received  from  all  other  sources   15,000  87 

Aggregate  income  received  during  the  year  in  cash   $254,570  72 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Paid  for  losses  (all  fire)   $165,996  90 

Paid  for  commission  and  brokerage   49,829  32 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   13,128  27 

Amount  paid  for  State,  national  and  local  taxes   6,527  72 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  14,323  85 


Aggregate  expenditures  during  the  year  in  cash   $249,806  06 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year                                                        $23,788,023  00  $272,471  41 

Expired  and  marked  off  as  terminated                                                $23,427,373  00  $272,404  04 

Net  amount  in  force                                                                   $21,679,530  00  $249,080  11 

General  Interrogatories. 

Total  amount  of  losses  incurred  during  the  year   $161,455  29 


Business  in  the  State  of  New  Jersey  during  the  Year. 

Amount  of  fire  risks  written   $1,414,614  00 

Amount  of  fire  premiums  received   11,866  09 

Amount  of  losses  incurred   9,159  55 

Amount  of  lossee  paid   7,159  55 
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UNITED  STATES  BRANCH  OF  THE  WESTERN 
ASSURANCE  COMPANY. 


TORONTO,  CANADA. 
J.  J.  Kenny,  Managing  Director. 

I.  ASSETS. 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                           $176,000  00  $549,320  00 

Other  stocks  and  bonds                                                        225,350  00  277,885  00 

Total  par  and  market  value   $701,350  00      $827,205  00 

$827,205  00 

Cash  belonging  to  the  Company  deposited  in  bank   26,566  15 

Premiums  in  due  course  of  collection   61,922  25 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   3,936  93 

Aggregate  amount  of  all  actual  available  assets   $919,630  33 


II.  LIABILITIES. 

Net  amount  of  all  unpaid  losses  and  claims   $62,989  39 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under  one 

year.   $324,646  78 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one  year          78,429  56 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks   6,124  31 

Total  unearned  premiums  as  computed  above   409,200  65 

All  other  demands  against  the  Company,  viz.,  commissions  and  other 

charges  due  and  to  become  due  to  agents  and  brokers   12,278  61 

Total  liabilities   $484,468  65 

Surplus   435,161  68 

Aggregate  liabilities,  including  surplus   $919,630  33 

III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  hills  in  course  of  collection  at  close  of 

last  previous  yeiir,  as  shown  by  that  year's  statement   $91,029  73        $5,165  43 

Net  collected   $91,029  73       $5,165  43 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risks  and  premium  exhibit   937,380  89       110,478  85 

Total  11,028,410  51     $115,044  28 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date,     61,393  05         4,466  13 

Entire  premiums  collected  during  the  year   $967,0] 7  57     $111,178  15 

Deduct  re-insurancf,  rebate,  abatement  and  return  premiums,    185,031  69         9,379  11 

1781*986  68      $101,799  04 

Net  cash  actually  received  for  premiums   $583,784  72 

Interest  and  dividends  received  from  all  other  sources.. *   33,294  05 


Aggregate  income  received  during  the  year  in  cash, 


$917,078  77 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losse9   $671,593  72      $58,937  97 

Deduct  salvages  and  re-insurances   30,447  52   

$641,146  20      $58,937  97 

Net  amount  paid  for  losses   $700,084  17 

Paid  for  commission  and  brokerage   159,580  60 

Amount  paid  for  State,  national  and  local  taxes   16,947  03 

All  other  payments,  viz.,  stationery,  printing,  advertising,  postage,  etc.,  91,129  10 

Aggregate  expenditures  during  the  year  in  cash   $967,740  90 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

Written  or  renewed  during  the  year  $67,435,143  00  $937,380  89 

Expired  and  marked  off  as  terminated                                                $59,370,930  00  $847,619  80 

In  force  at  the  end  of  the  year                                                      $61,250,403  00  $848,675  78 

Deduct  amount  re-insured                                                             2,662,762  00  54,364  71 

Net  amount  in  force                                                                $58,587,641  00  $794,311  07 

Marine  and 

inland  risks.  Premiums. 

Written  or  renewed  during  the  year  $20,805,677  00  $110,478  85 

Expired  and  marked  off  as  terminated                                                $20,321,398  00  $101,599  41 

In  force  at  the  end  of  the  year                                                           $559,147  00  $13,681  07 

Deduct  amount  re-insured                                                                   17,234  00  1,432  45 

Net  amount  in  force                                                                 $541,913  00  $12,248  62 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $4,400,176  07 

Total  losses  paid  from  organization  to  date   2,775,052  16 

Total  amount  of  losses  incurred  during  the  year   682,202  35 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $183,976  00 

Amount  of  fire  premiums  received   1,906  58 

Amount  of  losses  incurred   456  10 


PROCEEDINGS  IN  CHANCERY. 


REPORT  OF  RECEIVER. 


Report  of  Receiver. 


PATERSON  FIRE  INSURANCE  COMPANY. 


PATERSON,  N.  J. 

Pateeson,  N.  J.,  January  1st,  1883. 

The  Paterson  Fire  Insurance  Company,  by  James  Jackson,  Receiver,  would  respect- 
fully report : 


Balance  of  amount  received  from  all  sources  from  January  1st,  1882, 

to  January  1st,  1883,  and  in  hand   $300  37 

January  28th,  1882,  paid  for  clerk  hire,  one  month   20  00 

February  10th,  1882,  paid  for  rent  to  Februarv  1st,  1882   37  50 

February  25th,  1882,  paid  for  clerk  hire,  one  month   20  00 

June  10th,  1882,  paid  balance  of  amount  due  on  lease  for  desk  room, 

closing  all  expenses  for  rent   62  50 


$440  37 


Cash  on  hand  January  1st,  1882,  as  heretofore  reported   $380  37 

Received  for  interest   60  00 


?140  37 


Thirty-five  lots  of  ground  at  Lake  View,  unsold,  were  valued  at  $750 ;  office 
furniture,  $75 ;  three  notes  of  one  Dennison,  face  value,  $2,525,  have  been  put  in 
hands  of  attorney  for  collection. 

Dividends  to  creditors,  under  order  of  court,  as  heretofore  reported,  sixty  per  cent. 

The  condition  of  the  trust  is  the  same  for  1883  as  for  the  year  1882,  the  only 
change  being  the  items  of  expenses  and  interest  as  above  reported.  There  can  be  no 
further  dividends  to  creditors,  as  the  trust  is  practically  closed,  and  remains  open 
pending  the  settlement  of  some  disallowed  unjust  claims  and  awaiting  settlement  of 
suits  in  other  States. 

State  of  New  Jersey,  county  of  Passaic,  88. — James  Jackson,  being  duly  sworn,  on 
his  oath  says  that  the  above  statement  is  true  to  the  best  of  his  knowledge,  informa- 
tion and  belief. 

JAMES  JACKSON. 

Sworn  to  before  me  this  13th  day  of  April,  1883. 

GARRET  A.  HOBART, 

Master  in  Chancery  of  New  Jersey. 
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PART  I. 


INSURANCE  COMPANIES  OTHER  THAN  LIFE. 


To  the  Honorable  the  Senate  and  General  Assembly ; 

The  Secretary  of  State,  acting  as  Commissioner  of  Insurance, 
has  the  honor  to  submit  the  following  report,  embracing  full  ab- 
stracts of  the  statements  made  to  this  Department,  as  required 
by  law,  by  Insurance  Companies  other  than  Life  Companies, 
authorized  to  transact  business  in  this  State  during  the  current 
year,  as  of  December  31st,  1883. 

The  total  number  of  such  companies  was  one  hundred  and 
forty  (140),  classified  as  follows  :  Companies  organized  under 
the  laws  of  New  Jersey,  44,  viz.,  Joint  Stock  Fire  and  Fire 
Marine  Companies  (including  one  Plate  Glass  Insurance  Com- 
pany), 15;  purely  Mutual  Companies  (including  companies  hav- 
ing no  capita]  or  scrip  liability  rated  as  capital  2!)  j  Companies 
of  other  States,  70;  Companies  of  Foreign  Governments,  20. 

The  New  Jersey  Companies  are  located  as  follows:  in  the 
county  of  Bergen,  1;  Burlington,  2;  Camden,  2;  Cumberland, 

2;  Kssex,  7;  Hudson,  2)  Hunterdon,  2)  Mercer,  4;  Middlesex,  3 ; 
Monmouth,  »5  ;  Morris,  1  ;  Salem,  2  :  Somerset,  4  :  Sussex,  I  : 
Union,  5  ;  Warren,  3a 
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Companies  of  other  States  us  follows:  California,  1 ;  Connecti- 
cut, 8 ;  Louisiana,  lj  Massachusetts,  3;  Minnesota,  1;  New 
Hampshire,  Lj  New  fork,  40;  Pennsylvania,  14;  Rhode  Is- 
land, 1. 

Companies  of  other  countries  as  follows:  Canada,  4;  England, 
18;  < Germany,  3  ;  Scotlan  !,  1 . 

The  tables  compiled  from  the  statements,  and  which  are  print- 
ed on  the  pages  immediately  following  the  abstracts,  contain  very 
full  summaries  of  the  reports.     Condensed,  they  areas  follows: 

TABLE  No.  I.,  page  328,  shows  the  location,  date  of  organiza- 
tion, amount  of  capital  stock,  gross  assets,  gross  liabilities  and 
net  surplus  over  all  liabilities,  including  capital  stock. 

The  total  amount  of  capital  stock  of  New  Jersey  Stock  Com- 
panies was  $3,005,970;  total  assets,  $0,807,105.45;  total  liabili- 
ties, including  capital  stock,  $4,288,251.97;  total  net  surplus 
was  $2,578,853.48. 

Now  Jersey  Mutual  Companies  had  premium  notes  amounting 
to  $4,884,811.30;  cash  assets,  $504,493.28;  and  liabilities, 
$104,526.97. 

Table  No.  II.,  page  330,  is  a  Classification  ok  Assets,  and 
shows  that  the  New  Jersey  Stock  Companies  had,  in  real  estate, 
$1,034,332.26;  bonds  and  mortgages,  $2,956,436.91;  interest 
thereon,  $67,926.62;  United  States  bonds,  $1,285,789  ;  other 
stocks  and  bonds,  $934,283.07;  call  loans  on  collaterals,  $187,- 
570.12  ;  cash  on  hand  and  in  bank,  $211,585.64  ;  premiums  in 
course  of  collection,  $140,273.55  ;  all  other  assets,  $48,908.28. 
Total  assets,  $6,867,105.45. 

The  Mutual  Companies  of  New  Jersey  had — Real  estate, 
$13,000;  bonds  and  mortgages,  $178,004.49  ;  United  Staes 
bonds,  $79,075.38  ;  other  stocks  and  bonds,  $90,445.24  ;  call 
loans  on  collaterals,  $24,883.32 ;  cash  on  hand  and  in  bank, 
$37,883.24  ;  premiums  in  course  of  collection,  $27,677.48;  all 
other  assets,  $52,924.13.    Total,  $504,493.28. 

Table  No.  III.,  payc  332,  is  a  Classification  of  Liabilities, 
and  shows  the  liabilities  of  the  New  Jersey  Stock  Companies  to 
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be — Unpaid  losses  and  claims  $146,807.68 ;  unearned  pre- 
miums, $965,937.43  ;  all  other  liabilities,  $169,536.86  ;  capital 
stock,  $3,005,970.    Total,  $4,288,251.97. 

Mutual  Companies  of  New  Jersey — Unpaid  losses  and  claims, 
$41,677.97;  unearned  premiums,  $32,556.34 ;  all  other  liabili- 
ties, $30,292.66.    Total,  $104,526.97. 

Table  No.  IV.,  page  334,  is  a  Classification  of  Income, 
and  shows  the  income  of  New  Jersey  Stock  Companies  to  have 
been — Premiums,  $1,512,985.27  ;  marine  and  inland,  $467.50  ; 
interest  on  bonds  and  mortgages,  $180,707.51 ;  interest  and  divi- 
dends from  other  sources,  $113,466.74  ;  rents,  $35,535.54;  all 
other  sources,  $38,626.89.    Total,  $1,881,789.45. 

Mutual  Companies  of  New  Jersey — Premiums  (cash),  $114,- 
106.70;  interest  on  bonds  and  mortgages,  $11,160.83;  interest 
and  dividends  from  other  sources,  $13,798.55  ;  all  other  sources, 
$104,934.16.    Total,  $244,000.24. 

Table  No.  V.,  page  336,  is  a  Classification  of  Expendi- 
tures, and  shows  the  expenditures  of  the  New  Jersey  Stock 
Companies  to  be — Fire  losses,  $796,835.69  ;  plate  glass, 
$4,792.86;  dividends,  $255,398.60;  commissions,  $277,061.71  ; 
salaries  and  fees,  $137,940.77;  taxes,  $55,718.59;  all  other 
expenditures,  $149,120.62.    Total,  $1,677,048.84. 

Mutual  Companies  of  New  Jersey — Losses,  $130,459.32  ;  com- 
missions, $8,634.34  ;  salaries  and  fees,  $27,178.09;  taxes,  $1,- 
841.63  ;  all  other  expenditures,  $98,892.10.    Total,  $267,005.48, 

Table  No.  VI.,  page  338,  is  a  Summary  of  Risks,  Premiums 
AND  Losses,  and  shows  that  the  risks  written  during  the  year  by 
New  Jersey  Stock  Companies  amounted  to  $191/236,771;  pre- 
miums thereon,  $1,702,590.40;  losses  incurred,  $820,014.60; 
Total  risks  in  force,  $199,479,468  ;  premiums  thereon,  $1,881,- 
767.72. 

Mutual  Companies  of  New  Jersey — Risks  written  during  the 
year,  $9,707,559;  premiums  thereon,  cash,  $116,359.15;  notes, 
$378,837.30  ;  losses  incurred,  $1 45, 1 28.52.  Total  risks  in  forco, 
$79,024,910;  premiums  thereon,  cash.  $801,958.63;  notes, 
$4,882,487.40. 
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Table  No.  VII.,  page  339,  is  an  Exhibit  of  Business  in  New 
JERSEY.  By  New  Jersey  Stock  Companies — Risks  written, 
$70,971), 430  ;  premiums  received,  $475,477.08  ;  losses  incurred, 
$126,407.94;  losses  paid,  $151,427.54,  showing  an  excess  of 
premiums  over  losses  of  $349,069.14. 

Mutual  ( Jompanies  of  New  Jersey — Risks  written,  $9,685,834  ; 
premiums  received,  cash,  $116,359.15;  notes,  $378,837.30; 
losses  incurred,  $145,128.52. 

Companies  of  other  States — Risks  written,  $122,228,089  ;  pre- 
miums received,  $983,322.83;  losses  incurred,  $491,698.53. 
Fifty-six  companies  show  an  excess  of  premiums  over  losses  of 
$538,740.18,  while  fourteen  companies  show  an  excess  of  losses 
over  premiums  of  $47,1 15.88  ;  losses  paid,  $453,193.82. 

Foreign  Companies  (United  States  branches) — Risks  written, 
$7:^,579,766  ;  premiums  received,  $677,276.32  ;  losses  incurred, 
$372,428.90.  Twenty-four  companies  show  an  excess  of  pre- 
miums over  losses  of  $312,845.18,  while  two  companies  show  an 
excess  of  losses  over  premiums  of  $7,997.76  ;  losses  paid  $352,- 
203.14. 

:  ven  companies  of  other  States  and  nations  were  admitted 
during  the  year  1883,  as  follows:  American  Steam  Boiler,  of 
N(  w  York  City;  German  Fire,  of  Pittsburgh,  Pa.;  Mechanics' 
Fire  AND  Montauk  Fire,  of  Brooklyn,  N.  Y.;  STATE  [NVEST- 
mei  r,  oi  San  Francisco,  Cal.;  Sun  Fire  Office,  of  London,  Eng- 
land, and  the  Washington  Fire  and  Marine,  of  Boston,  Mass. 

The  following  companies  have  been  admitted  during  the  pres- 
ent year,  and  are  now  duly  authorized  to  transact  business  in 
this  State:  Citizens,  of  Pittsburgh,  Pa.,  and  the  [rving,  of 
New  fork  City. 

Six  companies,  authorized  in  1883,  have  not  had  their  cer- 
tificates of  authority  renewed  for  the  present  year,  and,  there- 
fore, are  not  now  authorized  to  transact  business  in  this  State. 
They  are  as  follows:  COMPAGNIE  DE  keassurences,  of  Paris, 
EVance,  re-insured  in  the  CRESCENT  FlRE,  of  New  Orleans,  La.; 
First  National,  of  Worcester,  Mass.;  La  CONFIANCE,  of  Paris, 
France  ;  Metropole,  of  Paris,  France,  re-insured  in  the  NIAGARA 
Fire,  of  New  York  ;  Orange  County  Mutual,  of  Goshen,  N.  Y., 

re-insured  in  the  Srx  FlRE  Office  (Limited),  of  London,  Eng- 
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land ;  Standard  Fire  Office  (Limited),  of  London,  re-insured 
in  the  Phenix,  of  Brooklyn,  N.  Y. 

The  laws,  enacted  by  the  Legislature  at  its  late  session,  rela- 
tive to  insurance  matters,  are  printed  immediately  after  this 
report,  and  preceding  the  statements. 

Respectfully  submitted, 

HENRY  C.  KELSEY, 

Secretary  of  State, 


ACTS  RELATIVE  TO  INSURANCE. 

PASSED  1884 


CHAPTER  XCIII. 
An  act  to  facilitate  the  giving  of  security  on  official  and  other 
bonds. 

1.  Be  it  enacted  by  the  Senate  and  General  Assembly  of  the 
State  of  New  Jersey,  That  whenever  any  person  who  now  or 
hereafter  may  be  required  by  law  or  otherwise,  to  make,  execute 
and  give  a  bond  or  undertaking,  with  security,  conditioned  for 
the  faithful  performance  of  any  duty,  or  for  the  doing  or  not 
doing  of  anything  in  said  bond  or  undertaking  specified,  any 
head  of  department,  surrogate,  judge,  sheriff,  prosecutor  of  the 
pleas,  or  any  other  officer  who  is  now  or  shall  hereafter  be  re- 
quired to  approve  the  sufficiency  of  any  such  bond  or  undertak- 
ing, may,  in  the  discretion  of  such  officer,  accept  such  bond  or 
undertaking  and  approve  the  same,  whenever  the  conditions  ol 
such  bond  or  undertaking  are  guaranteed  by  any  sale  deposit  or 
trust  company,  duly  organized  or  authorized,  or  to  be  organized 
or  authorized  to  do  business  under  the  laws  ol'  tins  State,  and  all 
such  corporations  are  hereby  vested  with  fall  power  and  au- 
thority to  guarantee  such  bonds  and  undertakings;  but  this  act 
shall  not  prevent  a  justification  on  the  part  of  such  company, 
through  its  officers,  as  required  by  law  of  other  securities. 

2.  And  be  it  enacted,  That  the  guaranty  of  any  such  company 
shall  not  be  accepted  by  heads  of  departments  or  other  public 
officers,  as  provided  in  section  one  of  this  act,  whenever  its  lia- 
bilities shall  exceed  its  assets,  as  ascertained  in  the  manner  pro- 
vided in  section  three  of  this  net. 
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3.  And  be  it  enacted.  That  whenever  the  liabilities  of  any  such 
compan  y  shall  exceed  its  assets,  the  Secretary  of  State  shall  require 
the  deficiency  to  be  paid  up  within  sixty  days,  and  if  it  is  not  so 
paid  up  then  he  shall  issue  a  certificate,  showing  the  extent  of 
such  deficiency,  and  he  shall  publish  the  same  once  a  week  for 
three  weeks, in  one  or  more  of  the  newspapers  authorized  bylaw 
to  publish  the  laws  of  this  state,  not  to  exceed  three  in  number, 
and  thenceforth  and  until  such  deficiency  is  paid  up  such  com- 
pany shall  not  do  business  under  the  provisions  of  this  act;  and 
in  estimating  the  conditions  of  any  such  company  under  the  pro- 
visions of  this  act,  the  Secretary  of  State  shall  allow  as  assets,  only 
such  as  are  authorized  under  existing  laws  at  the  time,  and  shall 
charge,  as  liabilities,  the  full  penalty  of  all  bonds,  the  condition 
of  which  are  in  anywise  ascertained  to  be  broken  and  impaired, 
together  with  all  outstanding  indebtedness  of  the  company,  and  a 
premium  reserved  equal  to  fifty  per  centum  of  the  premiums 
charged  by  said  company  on  all  risks  then  in  force ;  nothing 
herein  contained  shall  apply  to  bonds  given  in  criminal  cases. 

4.  Be  it  enacted,  That  no  company  shall  be  permitted  to  do 
business  under  this  act  unless  it  shall  file  on  the  first  day  of  Feb- 
ruary, in  each  year,  a  statement  of  its  capital  stock,  the  amount 
of  its  cash  assets  and  how  invested,  together  with  a  detailed 
statement  of  each  bond  guaranteed  by  it,  and  its  other  liabilities, 
which  said  statement  shall  be  sworn  to  by  the  president  and  sec- 
retary and  treasurer  of  any  such  company,  shall  be  filed  with  and 
examined  by  the  Secretary  of  State,  and  remain  in  his  office  of 
record.  Any  person  interested  in  such  company  may  apply  to 
a  Justice  of  the  Supreme  Court  by  petition,  alleging  cause,  for 
an  examination  thereof,  and  such  justice  shall,  if  he  deem  it  a 
proper  case,  after  hearing,  order  an  examination  of  its  affairs  by 
any  Supreme  Court  Commissioner ;  and  any  person  swearing 
falsely  to  any  statement  herein  required  to  be  made  and  filed,  or  in 
any  examination  had  before  any  commissioner  under  this  act, 
shall  be  deemed  guilty  of  perjury  and  punishable  accordingly. 

Approved  April  4,  1884. 
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CHAPTER  CLIX. 

An  act  to  provide  for  the  imposition  of  State  taxes  upon  certain 
corporations,  and  for  the  collection  thereof. 

1 .  Be  it  enacted  by  the  Senate  and  General  Assembly  of  the 
State  of 'New  Jersey ,  That  every  telegraph,  telephone,  cable  or 
electric  light  company,  every  express  company,  not  owned  by  a 
railroad  company  and  otherwise  taxed,  every  gas  company,  pal- 
ace or  parlor  or  sleeping  car  company,  every  oil  or  pipe  line 
company,  and  every  fire,  life,  marine,  or  accident  insurance  com- 
pany, doing  business  in  this  State,  except  mutual  fire  insurance 
companies,  which  do  not  issue  policies  on  the  stock  plan,  shall 
pay  an  annual  tax,  for  the  use  of  the  State,  by  way  of  a  license 
for  its  corporate  franchise,  as  hereinafter  mentioned ;  provided, 
however,  that  no  company  or  society  shall  be  construed  to  be  a 
life  insurance  company  doing  business  in  this  State,  within  the 
purview  of  this  act  which  by  its  act  or  certificate  of  incorporation 
shall  have  for  its  object  the  assistance  of  sick,  needy  or  disabled 
members,  the  defraying  of  funeral  expenses  of  deceased  members, 
and  to  provide  for  the  wants  of  the  widows  and  families  of  mem- 
bers after  death. 

2.  And  be  it  enacted,  That  on  or  before  the  first  Tuesday  of 
May  next,  and  annually  thereafter,  it  shall  be  the  duty  of  tin' 
president,  treasurer  or  other  proper  officer  of  every  corporation 
of  the  character  specified  in  the  preceding  section,  to  make  re- 
port to  the  State  Board  of  Assessors,  appointed  and  to  be  ap- 
pointed under  the  act  entitled  "An  act  for  the  taxation  of  rail- 
road and  canal  property,"  stating  specifically  the  following  par- 
ticulars, namely :  Each  telegraph,  telephone,  cable,  and  express 
company,  not  owned  by  a  railroad  company  and  otherwise  taxed, 
shall  state  the  gross  amount  of  its  receipts  from  business  done  in 
this  State  for  the  year  preceding  the  first  day  of  January  prior  to 
the  making  of  such  report ;  each  electric  light  company  shall 
state  the  gross  amount  of  its  receipts  for  light  or  power  supplied 
within  this  State  for  the  year  preceding  the  first  day  of  February 
prior  to  the  making  of  such  report;  each  gas  company  shall  state 
the  gross  amount  of  its  receipts  for  business  done  in  this  State  dur- 
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ing  the  same  time,  and  the  amount  of  dividends  earned  or  declared 
for  the  same  period  ;  each  parlor,  palace  or  sleeping  car  company 
shall  state  the  gross  amount  of  its  receipts  for  fare  or  tolls  for 
transportation  of  passengers  within  this  State  during  the  same 
time ;  each  oil  or  pipe  line  company  engaged  in  the  transporta- 
tion of  oil  or  crude  petroleum  shall  state  the  gross  amount  of  its 
receipts  from  the  transportation  of  oil  or  petroleum  through  its 
pipes  or  in  and  by  its  tanks  or  cars  in  this  State  during  the  same 
time;  each  tiro,  marine  or  accident  insurance  company  shall 
state  the  total  amount  of  premiums  received  by  it  for  insurance 
upon  the  lives  of  persons  resident  or  property  located  within  this 
State  during  the  same  time. 

3.  And  be  if  enacted.  That  if  any  officer  of  any  company  re- 
quired by  this  act  to  make  a  return  as  aforesaid,  shall,  in  such 
return,  make  a  false  statement,  he  shall  be  deemed  guilty  of  per- 
jury ;  if  any  such  company  shall  neglect  or  refuse  to  make  such 
return  within  the  time  limited  as  aforesaid,  the  State  Board  of  As- 
sessors shall  ascertain  and  fix  the  amount  of  such  receipts  in  such 
manner  as  may  be  deemed  by  them  most  practicable,  and  the 
amount  fixed  by  them  shall  stand  as  the  basis  of  taxation  of  such 
company  under  this  act. 

4.  And  be  it  enacted,  That  each  telegraph,  telephone,  cable 
and  express  company  shall  pay  to  the  State  a  tax  at  the  rate  of 
two  per  centum  upon  the  gross  amount  of  its  receipts  so  returned 
or  ascertained ;  that  each  gas  company  and  electric  light  com- 
pany shall  pay  to  the  State  a  tax  at  the  rate  of  one-half  of  one 
per  centum  upon  the  gross  amount  of  its  receipts  so  returned  or 
ascertained,  and  five  per  centum  upon  the  dividends  of  said  com- 
pany in  excess  of  four  per  centum  so  earned  or  declared;  that 
Bach  oil  or  pipe  line  company  shall  pay  to  the  State  a  tax  at  the 
rate  of  eight-tenths  of  one  per  centum  upon  the  gross  amount  of  its 
receipts  so  returned  or  ascertained  ;  that  each  insurance  company 
other  than  life  shall  pay  to  the  State  a  tax  at  the  rate  of  one  per 
centum  upon  the  gross  amount  of  its  premiums  so  returned  or  as- 
certained :  that  each  life  insurance  company  incorporated  under 
the  laws  of  this  State  shall  pay  to  the  State  an  annual  franchise 
tax  of  one   per  centum  upon   the  amount  of  its  surplus  on  the 
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thirty-first  day  of  December  next  preceding  the  time  of  such  pay- 
ment as  fixed  in  section  five,  as  the  same  shall  be  ascertained  by 
the  Commissioner  of  Insurance  in  this  State,  according  to  the  actu- 
aries table  of  mortality  j  and  four  per  centum  interest ;  that  each 
life  insurance  company  not  incorporated  under  the  laws  of  this 
State,  but  doing  business  therein,  shall  pay  to  the  State  an  annual 
tax  of  two  per  centum  on  the  amount  of  premiums  collected  dur- 
ing the  year  ending  December  thirty-first  as  aforesaid,  from  res- 
idents of  this  State,  except  on  the  amount  of  premiums  collected 
from  industrial  insurance,  on  which  amount  each  company  shall 
pay  to  the  State  an  annual  tax  of  one  per  centum  per  annum,  de- 
ducting from  said  premiums  the  amount  of  dividends  actually  al- 
lowed in  rebate  of  the  same,  and  the  amount  paid  during  said 
year  to  residents  of  this  State  for  claims  under  matured  policies  ; 
the  Secretary  of  State,  acting  as  the  Commissioner  of  Insurance, 
shall  ascertain  and  report  to  the  State  Board  of  Assessors  all  the 
facts  necessary  to  enable  the  Board  to  ascertain  and  fix  the 
amount  of  tax  to  be  paid  by  life  insurance  companies  under  this 
act ;  that  each  parlor,  palace  or  sleeping  car  company  shall  pay 
to  the  State  Treasurer  a  tax  at  the  rate  of  two  per  centum  upon 
the  gross  amount  of  its  receipts  so  returned  or  ascertained  ;  if 
any  oil  or  pipe  line  company  has  part  of  its  transportation  line  in 
this  State  and  part  thereof  in  another  State  or  States,  such 
company  shall  return  a  statement  of  its  gross  receipts  for  trans- 
portation of  oil  or  petroleum  over  its  whole  line,  together  with  a 
statement  of  the  whole  length  of  its  line  and  the  length  of  its 
line  in  this  State;  such  company  shall  pay  tax  to  the  Stale  at 
the  aforesaid  rate  upon  such  proportion  of  its  said  gross  receipts 
as  the  length  of  its  line  in  this  State  hoars  to  the  whole  length 
of  its  line;  that  all  other  corporations  incorporated  under  the 
laws  of  this  State,  and  not  hereinbefore  provided  for,  shall  pay 
a  yearly  license  fee  or  tax  of  one-tenth  of  one  per  cent,  on  the 
amount  of  the  capital  stock  of  such  corporations ;  provided,  that 
this  act  shall  not  apply  to  railway,  canal  or  banking  corporations, 
or  to  savings  banks,  cemeteries  or  religious  corporations,  or 
purely  charitable  or  educational  associations,  or  manufacturing 
companies  or  mining  companies  carrying  on  business  in  this  State. 
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5.  And  be  it  enacted.  That  the  State  Board  of  Assessors  shall 
certify  and  report  to  the  Comptroller  of  the  State,  on  or  before  the 
first  Monday  of  June  in  each  year,  a  statement  of  the  amount  of 
gross  receipts  as  returned  by  each  company  to,  or  ascertained  by 
the  said  Board,  and  the  amount  of  tax  cfue  thereon  respectively, 
at  the  rate  fixed  by  this  act ;  such  tax  shall  thereupon  become  due 
and  payable,  and  it  shall  be  the  duty  of  the  State  Treasurer  to 
recei  ve  the  same  ;  if  the  taxes  of  any  company  remain  unpaid  on 
the  first  day  of  July,  after  the  same  become  due,  they  shall  thence- 
forth bear  interest  at  the  rate  of  one  per  centum  for  each  month 
until  paid  ;  the  State  Board  of  Assessors  shall  ha  ve  power  to  require 
of  any  corporation  subject  to  tax  under  this  act  such  information 
or  reports  touching*  the  affairs  of  such  company  as  may  be  neces- 
sary to  carry  out  the  provisions  of  this  act ;  and  may  require  the 
production  of  abstracts  of  the  books  of  such  companies,  and  may 
swear  and  examine  witnesses  in  relation  thereto ;  the  Comptroller 
shall  receive  as  compensation  for  his  services  under  this  act  and 
under  the  act  entitled  "An  act  for  the  taxation  of  railroad  and 
canal  property,"  approved  April  tenth,  eighteen  hundred  and 
eighty-four,  the  sum  of  five  hundred  dollars  annually. 

6.  And  be  it  enacted.  That  such  tax,  when  determined,  shall 
be  a  debt  due  from  such  a  company  to  the  State,  for  which  an  ac- 
tion at  law  may  be  maintained  after  the  same  shall  have  been  in 
arrears  for  the  period  of  one  month;  such  tax  shall  also  be  a 
preferred  debt  in  case  of  insolvency. 

7.  And  be  it  enacted.  That  in  addition  to  other  remedies  for 
the  collection  of  such  tax,  it  shall  be  lawful  for  the  Attorney  Gen- 
eral, either  of  his  own  motion,  or  upon  the  request  of  the  State 
Comptroller,  whenever  any  tax  due  under  this  act,from  any  company , 
shall  have  remained  in  arrears  for  a  period  of  three  months  after 
the  same  shall  have  become  payable,  to  apply  to  the  Court  of 
(  hancery,  by  petition  in  the  name  of  the  State,  on  five  days'  no- 
tice tO  BUch  corporation,  which  notice  may  he  served  in  such 
manner  as  the  Chancellor  may  direct,  for  an  injunction  to  restrain 
such  corporation  from  the  exercise  of  any  franchise,  or  the  trans- 
action of  any  business  within  this  State  until  the  payment  of  such 
tax  and  interest  due  thereon,  and  the  costs  of  such  application,  to 
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be  fixed  by  the  Chancellor ;  the  said  Court  is  hereby  authorized 
to  grant  such  injunction,  if  a  proper  case  appear  ;  and  upon 
the  granting  and  service  of  such  injunction,  it  shall  not  be  lawful 
for  such  company  thereafter  to  exercise  any  franchise  or  transact 
any  business  in  this  State  until  such  injunction  be  dissolved. 

8.  And  be  it  enacted.  That  this  act  shall  not  apply  to  or  in  any 
manner  affect  the  tax  upon  the  premiums  obtained  in  this  State 
by  foreign  fire  insurance  companies  and  their  agents,  which  tax 
shall  be  in  lieu  of  the  tax  herein  provided,  and  shall  be  collected 
and  distributed  as  is  specially  provided  by  law  in  relation  thereto. 

9.  And  be  it  enacted,  That  all  acts  and  parts  of  acts  inconsist- 
ent herewith  be  and  the  same  are  hereby  repealed  in  so  far  as  the 
same  are  inconsistent  herewith. 

10.  And  be  it  enacted,  That  this  act  shall  take  effect  imme- 
diately. 

Approved  April  18,  1884. 


CHAPTER  CLXXXIX. 

An  act  entitled  an  act  in  relation  to  statements  by  foreign  fire  in- 
surance companies. 

1.  Be  it  enacted,  by  the  Senate  and  General  Assembly  of  the 
State  of  New  Jersey,  That  any  foreign  fire  insurance  company 
doing  business  within  this  State  may,  at  its  option,  include  in  its 
statements  to  the  Secretary  of  State  its  foreign  business  and 
assets,  but  shall  be  required  to  return  only  the  business  done  in 
the  United  States,  and  the  assets  held  by  or  for  it  within  the 
United  States  for  the  protection  of  policy  holders  therein. 

2.  And  be  it  enacted,  That  a  company  which  <l<>rs  not  make  a 
return  to  the  Secretary  of  State  of  its  foreign  business  and  assets 
shall  not  make  any  publication,  announcement  or  advertisement 

of  the  same  within  this  State 

And  be  it  enacted,  That  this  ad  shall  t .m k  *  effeel  immedi- 
ately . 

Approved  April  30,  1884, 
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AMERICAN  INSURANCE  COMPANY. 


NEWAKK,  N.  J. 

Incorporated  February  20,  1846.  Commenced  business  April  1,  1846. 

F.  H.  Harris,  President.  J.  H,  Worden,  Seen  t  /. 

Capital  stock  authorized,  $600,000. 
Capital  actually  paid  in,  $600,000. 


Real  estate  owned  by  the  Company,  unincumbered   $398,860  57 

Loans  on  bond  and  mortgage  (first  liens)   595,096  75 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's 

interest  is  due  (of  which  $8,000  is  in  process  of  foreclosure)--  14,000  00 
Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $4,376.75 ; 

interest  accrued  on  bond  and  mortgage  loans,  $8,569.02;  total  13,300  77 

Value  of  lands  and  buildings  mortgaged  (insured  for  $740,225)  $l,f>f>5,600"00 

Stock,  Bowls,  etc.,  owned  by  the  Company. 

Par  Market 
value.  value. 
United  States  Bonds   $475,000  00        £5H7,S12  50 


587,812  SO 

Cash  in  the  Company's  principal  office  in  currency    8H,142  0.1 

Cash  belonging  to  the  Company  <l«|><>  i t « •« !  in  kink  22,l»sil  1)7 

Total  amount  of  cash  items     30,828  70 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value    4,r>00  00 

Premiums  in  due  course  of  collection     14,988  73 

All  other  property,  viz.,  rents  due  and  accrued    4, 147  0($ 

Aggregate  amount  of  all  actual  available  assets    $1,(HW,S40  08 
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Itam  Not  Admit  ted  as  Assets. 

/ 

Company's  own  stock   $70,000  00 

Premiums  more  than  three  months  due   1,360  05 

Special  expenses  on  foreclosure   214  29 

$71,674  34 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $11,885  03 

Losses  unadjusted,  including  all  reported  and  supposed  losses   21,807  97 

Total   833,693  00 

Deduct  reinsurance  thereon   1,800  00 

Net  amount  of  all  unpaid  losses  and  claims  ,   $31,893  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $109,903  23 

Unearned  premiums, pro  rata  on  fire  risks  running  more  than  one 

year   68,487  65 

Total  unearned  premiums  as  computed  above   178,450  88 

Cash  dividends  to  stockholders  remaining  unpaid   6,437  45 

Gash  dividends  to  policy  holders  unpaid   11,028  00 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers--  2,625  03 

Total  liabilities,  except  capital  and  net  surplus   $230,434  36 

Joint  stock  capital  paid  tip  in  cash   600,000  00 

Surplus  beyond  all  liabilities   833,405  72 

Aggregate  liabilities,  including  paid  up  capital  and  net  surplus    $1,663,840  08 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  show  by  that  year's  statement   $18,295  83 

Deduct  amount  Oi  same  not  collected   516  83 

Net  collected   $17,779  00 

Gross  premiums  OH  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   303,845  18 

Total   $321,624  18 

Deduct  premiums  and  bills  In  course  of  collection  at  this  date   16,348  78 

Entire  premiums  collected  during  the  year  9305,275  10 

Deduct  r» .•insurance,  rebate,  abatement  and  return  premiums   21,766  33 

1283*509  07 

Net  cash  actually  received  for  premiums   $283,509  07 

Interest  received  on  bonds  and  mortgages    38,975  98 

Interest  and  dividends  received  from  all  other  sources   20,000  00 

Income  from  all  other  sources,  viz.,  rent   12,254  51 

Aggregate  income  received  during  the  year  in  cash   $354,739  56 


iv.  EXPEHDrrUBBB  DUBTJTG  THE  VEAR. 

Fire. 

Gross  amount  paid  for  losses   S13H,461  20 

Deduct  salvages  and  reinsurances   6,972  01 

Net  amount  paid  for  losses   6131,489  19 
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$131,4S9  19 

Cash  dividends  actually  paid  stockholders   59,544.30 

Cash  dividends  actually  paid  policyholders   10,469  00 

Paid  for  commission  and  brokerage   43,597  59 

Salaries  and  other  charges  of  officers,  clerks  and  other  employees-  32,988  38 

Amount  paid  for  State,  national  and  local  taxes  1   9.996  61 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   24,904  22 


Aggregate  expenditures  during  the  year  in  cash   Sol 2,989  29 


V.  MISCELLANEOUS. 


Risks  and  Premium*. 


Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $32,720,564  00  8280,157  83 

Written  or  renewed  during  the  year                                             37,837,939  00  303,845  18 

Total  370,558,503  00  $584,003  01 

Deduct  those  expired  and  marked  off  as  terminated                    31,732,978  00  228,195  71 


In  force  at  the  end  of  the  year  $38,825,525  00     8355,807  30 

Deduct  amount  reinsured   1,578,850  00        17,408  93 

Net  amount  in  force  837,240,075  00     $338,398  37 


General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   §3,902,054  57 

Total  losses  paid  from  organization  to  date   1,122,362  07 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,244,333  26 

Total  amount  of  losses  incurred  during  the  year   189,806  31 

Business  in  the  State  of  New  Jersey  During  the  Tear. 

Amount  of  fire  risks  written   $14,084,557  00 

Amount  of  fire  premiums  received   8 1,7 15  79 

Amount  of  losses  incurred   17,546  s9 

Amount  of  losses  paid   16,858  94 
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CAMDEN  FIRE  INSURANCE  ASSOCIATION. 


CAMDEN,  N.  J. 

Incorporated  March  12,  1841.  Commenced  business  April,  1841. 

Henry  B.  Wilson,  President.  Jonathan  Burr,  Secretary. 

Capital  stock  authorized,  $300,000. 
Capital  actually  paid  in,  $105,730. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $13,610  00 

Loans  on  bond  and  mortgage  (first  liens)   160,650  00 

Loans  on  bond  and  mortgage  upon  which  more  than  c#e  year's 

interest  is  due   2,500  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,129.50 ; 

interest  accrued  on  bond  and  mortgage  loans,  $2,411.13 ;  total  3,540  63 

Value  oflands  mortgaged   #150,000  00 

Buildings  (insured  for  $160,700)   190,000  00 


15,040  00 


Total  value  of  mortgaged  premises   £340,000  00 

Stocks,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 
Total  pur  and  market  value   $18,600  00  $16,040  00 

Out  iii  the  Company*!  principal  office  in  currency   $4,544  99 

Total  amount  of  cash  items    4,544  99 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value  -   315  66 

Interest  due  and  accrued  on  collateral  loans   31  16 

All  other  property,  viz.,  rents  due  and  accrued   103  65 

Aggregate  amount  of  all  actual  available  assets   $200,336  09 

22mm  not  Admitted  as  Assets. 
Loan  on  Company's  own  stock  $2,200  00 

II.  LIABILITIES. 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   85,185  70 

Untuned  premiums,;/™  rata,  on  fire  risks  running  more  than  one 

year   3,004  58 
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Total  unearned  premiums  as  computed  above   $3,250  28 

Amount  reclaimable  on  perpetual  fire  policies   28,069  16 

Cash  dividends  to  stockholders  remaining  unpaid   363  05 


Total  liabilities,  except  capital  and  net  surplus   $36,682  49 

Joint  stock  capital  paid  up  in  cash   105,730  00 

Surplus  beyond  all  liabilities   57,923  60 


Aggregate  liabilities,  including  paid  up  capital  and  net  surplus      $200,336  09 


III.  INCOME  DURING  THE  YEAR. 

Fire 

Entire  premiums  collected  during  the  year   $9,528  00 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   462  87 


Net  cash  actually  received  for  premiums   §9,065  13 

$9,065  13 

Interest  received  on  bonds  and  mortgages   8,397  15 

Interest  and  dividends  received  from  all  other  sources   1,041  00 

Income  from  all  other  sources,  viz.,  rent,  $1,231.50;  transfer  fees, 

$80.50;  profit  sale  of  real  estate,  $1,100.00   2,412  00 


Aggregate  income  received  during  the  year  in  cash   $20,915  28 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Net  amount  paid  for  losses  (all  fire)   $28  73 

Cash  dividends  actually^paid   7,329  00 

Paid  for  commission  and  brokerage   180  78 

Salaries  and  other  charges  of  officers,  clerks  and  other  employees-  2,981  56 

Amount  paid  for  State,  national  and  local  taxes   237  11 


Aggregate  expenditures  during  the  year  in  cash--   $19,757  18 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year 
Written  or  renewed  during  the  year  

Total  -t  

Deduct  those  expired  and  marked  off  as  termi^ted  

In  force  at  the  end  of  the  year  


Fire  risks. 
Si, 5(5-1 ,552  00 
1,289,080  00 


12*868,689  00 
1,217,1".  .  08 


1,686, 177  00 


Premiums 
M  1,908  80 
9,628  00 


§24,4*7  GO 
8,000  77 


18*486  88 


( intend  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  <  onipany  to  date   §807,108  217 

Total  losses  paid  from  organization  to  date     &&}  K 

Total  cash  dividends  declared  since  tin;  Company  commenced  business.   /0,.U0  U 

Total  amount  of  losses  incurred  during  the  year      ■  <3 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written.-   -    $1,28!),0K0  00 

Amount  of  fire  premiums  received   -  9$W  00 

Amount  of  losses  incurred     S  22 

Amount  of  losses  paid    «8  73 
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FIREMEN'S  INSURANCE  COMPANY. 


NEWARK,  N.  J. 

Incorporated  December  3,  1855.         Commenced  business  December  3,  1855. 

S.  R.  W.  Heath,  President.  D.  H.  DUNHAM,  Secretary., 

Capital  Stock  authorized,  $700,000. 
Capital  actually  paid  in,  $500,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $146,414  83 

Loans  on  bond  and  mortgage  (first  liens)   741,702  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  in- 
terest is  due  #   8,700  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $2,468.31  ; 
interest  accrued  on  bond  and  mortgage  loans,  $11,812.87; 

total   14,281  18 

Value  of  lands  and  buildings  mortgaged  (insured  for  $924,690.00)__$1, 787,700  00 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   850,000  00  859,800  00 

Other  stocks  and  bonds   255,590  00  310,748  50 


Total  par  and  market  value   $305,590  00      $370,548  50 


Jjocms  on  Mock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

1106,650  00      SI  5 1.550  00  971.100  00 


370,548  50 


$71,100  00 

Cash  in  the  Company's  principal  office  in  currencv   £18,726  04 

Cash  belonging  to  the  Company  deposited  in  bank   11,1*27  76 

Total  amount  of  cash  items   $24,854  40 

Premiums  in  due  course  of  collection   5,170  74 

All  other  property,  viz,  rents  due  and  accrued   456  83 

Aggregate  amount  of  all  actual  available  assets   $1,383,228  48 

i 

II.  LIABILITIES. 

losses  adjusted  and  unpaid,  due  and  to  become  due   $552  31 

Losses  unadjusted,  including  all  reported  and  supposed  losses   K,M77  00 

Losses  resisted  including  interest,  costs  and  expenses   4,300  00 

Net  amount  of  all  unpaid  losses  and  claimj^   $13,729  31 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $87,375  53 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   46,460  02 


Total  unearned  premiums  as  computed  above   $133,835  55 

Principal  unpaid  on  scrip  ordered  to  be  redeemed   2,131  00 

Interest  due  and  declared  remaining  unpaid   574  8(5 

All  other  demands  against  the  Company,  viz.,  commissions  and 
other  charges  due  and  to  become  due  to  agents  and  brokers, 

$684.65;  return  premium,  $280.83  ;  total   965  48 


Total  liabilities,  except  capital  and  net  surplus   §151,236  20 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities   731,992  28 


Aggregate  liabilities,  including  paid  up  capital  and  net  surplus    si  ,383,228  48 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $4,433  24 

Deduct  amount  of  same  not  collected   223  50 

Net  collected   $4,209  74 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   236,064  35 

Total  %   1240,874  09 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   5,223  14 

Entire  premiums  collected  during  the  year   $235,650  HI 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   12,866  07 

Net  cash  actually  received  for  premiums   $222,785  88 

$222,785  88 

Interest  received  on  bonds  and  mortgages   45,546  05 

Interest  and  dividends  received  from  all  other  sources    28, <  28  08 

Income  from  all  other  sources,  viz.,  rent,  $7,371.43  ;  profit  ami  loss 

sale  of  real  estate,  $2,862.78  ;  savings  bank,  $260.03   10,494  24 

Aggregate  income  received  during  the  year  in  cash  $807,554  25 


IV.  EXPENDITURES  DUWINC  THE  YEAR, 

Fire. 

Gross  amount  paid  for  losses   1108,880  15 

Deduct  salvages  and  reinsurances   171  72 

Net  amount  paid  for  losses   —  S10:J,048  4.'1 

1108,648  48 

Cash  dividends  actually  paid             -   60,000  00 

Scrip  redeemed  in  cash,  and  interest  paid  on  scrip.   L86  18 

Paid  for  commission  and  brokerage  82,854  55 

Salaries  and  other  charges  of  officers,  clerks  and  other  employers  19,012  00 

Amount  paid  for  State,  national  and  local  taxes  8,072  .'*•"> 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  '                           -    9^640  55 

Aggregate  expenditures  during  the  year  in  cash   $'J.'W,.'W4  M 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $29,135,226  00  $229,8  19  39 

Written  or  renewed  during  the  year                                                81,010,656  00  286,664  35 

Total  $60,1  15,882  00  $466,513  74 

Deduct  those  expired  and  marked  off  as  terminated                       28,493,404  00  20o,72t  25 

In  force  at  the  end  of  the  year  I  $31 ,652, 178  00  $259,792  49 

Deduct  amount  reinsured*                                                        121,103  00  846  96 

Net  amount  in  force  $35,531,312  00  ECT/MS  53 


General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,507,156  44 

Total  losses  paid  from  organization  to  date   1,208,092  49 

Total  cash  dividends  declared  since  the  Company  commenced  business   672,500  00 

Total  amount  of  losses  incurred  during  the  year   97,148  30 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  lire  risks  written  $13,498,328  00 

Amount  of  fire  premiums  received   77,288  86 

Amount  of  losses  incurred   19,654  50 

Amount  of  losses  paid   22,024  14 


GERMANIA  INSURANCE  COMPANY. 


NEWARK,  X.  J. 

Incorporated  March  17,  1870.  Commenced  business  April  20,  1870. 

JULIUS  Btapff,  President.  t  John  Fischer,  Secretary. 

Capital  stock  authorized,  $250,000. 
Capital  actually  paid  in,  §200,000. 


L  ASSETS. 

Real  estate  owned  by  the  Company  (less  816,000  incumbrances 
thereon)   

Loans  on  bond  and  mortgage  (first  liens)    

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  in- 
terest is  due  

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $2,022,71  ; 
interest  accrued  on  bond  and  mortgage  loans,  $177.02;  total-- 

Value  of  lands  mort^a^ed   834,000  00 

Buildings  (insured  for  §42,915.00)   42,000  00 

Total  value  of  mortgaged  premises   I76j00Q  00 


$111,500  00 

37,048  00 

4,327  50 

2,199  73 
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Stock,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 

value.  value. 

United  States  bonds                                               $49,850  00  $58,672  50 

Other  stocks  and  bonds                                            10,000  00  11,100  00 


Total  par  and  market  value   $59,850  00       §69,772  50 

Cash  in  the  Company's  principal  office  in  currency   $3,142  00 

Cash  belonging  to  the  Company  deposited  in  bank   4,668  40 


$69,772  50 


Total  amount  of  cash  items-    $7,810  40 

Premiums  in  due  course  of  collection   12,375  86 

All  other  property,  viz.,  rents  due  and  accrued   706  00 


Aggregate  amount  of  all  actual  available  assets   $245,739 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $9,890  46 


Total   $9,890  46 

Deduct  reinsurance  thereon   2,147  21 


Net  amount  of  all  unpaid  losses  and  claims   $7,743  25 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $26,493  48 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year  «.   6,541  44 

Total  unearned  premiums  as  computed  above   33,034  92 

Pue  for  interest  on  bond  and  mortgage   200  00 

All  other  demands  against  the  Company,  viz.,  commissions  and 
other  charges  due  and  to  become  due  to  agents  and  brokers, 

$2,475.17;  reinsurance,  $1,100.00;   total   3,575  17 

Total  liabilities,  except  capital  and  net  surplus   $44,553  34 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   1,186  65 

Aggregate  liabilities,  including  paid  up  capital  and  net  surplus      $246,789  99 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   |9f023  M 

Net  collected   -      tyHS  68 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   1015,188  01 

Total   Silvio  5 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   I2j870  86 

Entire  premiums  collected  during  the  year     1101,884  h:; 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   'j:i,171>  M 

Net  cash  actually  received  for  premiums..   $78,655  46   

$78,055  4(> 

Interest  received  on  bonds  and  mortgages                  ,  2,314  27 
Interest  and  dividends  received  from  all  other  sources  1,939  15 
Income  from  all  other  sources,  viz.,  rent,  $2,21 1 .50 ;  return  pre- 
miums, on  reinsuranoe,  $1,004.08                                               -,215  53 

Aggregate  income  received  during  the  ye.ir  in  cash   $8<»,124  41 
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IV.  EXPENDITURES  DURING  THE  YKAR. 

Fire. 

Gross  amount  paid  for  losses   $62,795  45 

Deduct  salvages  and  reinsurances   11,551  07 

Net  amount  paid  for  losses   $51,244  38 

$51,244  38 

Paid  for  commission  and  brokerage   17,627  79 

Salaries  and  other  charges  of  officers,  clerks  and  other  employees  5,209  84 

Amount  paid  for  State,  national  and  local  taxes   2,510  80 

All  other  payments',  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc.   7,473  62 


Aggregate  expenditures  during  the  year  in  cash   $84,066  43 

V.  MISCELLANEOUS. 

Risks  and  Premiums. 

«                   Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year_   $5,872,027  00  $57,937  48 

Written  or  renewed  during  the  year                                              10,042,156  00  105,188  01 

Total  $15,914,183  00  $103,125  49 

Deduct  those  expired  and  marked  off  as  terminated                      8,913,765  00  81,659  83 

In  force  at  the  end  of  the  year                                            $7,000,701  00  $81,465  66 

Deduct  amount  reinsured                                                    1,117,701  00  17,243  67 

Net  amount  in  force   $6,822,716  00   64,221  99 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $887,184  19 

Total  losses  paid  from  organization  to  date   442,501  59 

Total  cash  dividends  declared  since  the  Company  commenced  business   86,334  85 

Total  amount  of  losses  incurred  during  the  year   54,188  02 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $5,032,081  29 

Amount  of  fire  premiums  received   35,704  44 

Amount  of  losses  incurred   5,826  76 

Amount  of  losses  paid  .   7,676  76 
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HUDSON  INSUEANCE  COMPANY. 


JEKSEY  CITY.  N.  J. 

Incorporated  February  11,  1842.  Commenced  business,  March  23,  1842. 

James  Gopsill,  President.  Kichard  H.  Wilson,  Secretary, 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 


L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered  

Loans  on  bond  and  mortgage  (first  liens)  

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's 
interest  is  due  :   

Value  of  lands  mortgaged   8100,700  00 

Buildings   21, .100  00 


Total  value  of  mortgaged  premises   $128,200  00 

Stock,  Bonds,  etc.,  owned  by  the  Company. 


Par 
Value. 

United  States  Bonds   $50  00 

Other  Stocks  and  Bonds   110,200  00 


Market 
Value, 
tt]  50 
122,889  50 


Total  par  and  market  value   $110,250  00     $122,401  00 


Loans  on  Stock  Collaterals, 


Pu  Market  Amount 

value.  value.  Loaned. 

8*0,000  00       $12,000  00    $8,727  02 


Cash  in  the  Company's  principal  office  in  currency   118,084  68 

Cash  belonging  to  the  Company  deposited  in  bank   4,107  11 


$14,500  00 
71,800  00 

3,566  33 


122,461  00 


8,727  62 


Total  amount  of  cash  items 
Interest  due  and  accrued  on  stocks  owned,  not  included  h 

value     

Premiums  in  due  course  of  collection    

Aggregate  amount  of  all  actual  available  assets  


rket 


17,1  in  N 

2,412  40 
4,<>77  32 

1246,686  96 


II.  UAIIIUTIKS. 

Losses  adjusted  and  unpaid,  due  and  to  become  due  

Net  amount  of  all  unpaid  losses  and  claims 


$1,250  oo 


$1,250  00 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 


der one  year   $13,768  21 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   25,325  86 


Total  unearned  premiums  as  computed  above   $39,094  07 


Total  liabilities,  except  capital  and  net  surplus   $40,344  07 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   5,292  29 


Aggregate  liabilities,  including  paid  up  capital  and  net  surplus      $245,636  36 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $5,143  15 

Deduct  amount  of  same  not  collected   291  23 

Net  collected   $1,851  92 

Gross  premiums  on  risks  w  ritten  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   51,824  93 

Total   $56,676  85 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   4,977  32 

Entire  premiums  collected  during  the  year   $51,699  53 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   4,623  62 

Net  cash  actually  received  for  premiums   $47,075  91 

47,075  91 

Interest  received  on  bonds  and  mortgages   4,266  00 

Interest  and  dividends  received  fPbm  all  other  sources   6,217  54 


Aggregate  income  received  during  the  year  in  cash   $57,559  45 


IV.  EXPENDITURES  I > THING  THE  YEAR. 


Net  amount  paid  for  losses  (all  fire)   $14,337  01 

Cash  dividends  actually  paid   9,000  00 

Paid  for  commission  and  brokerage   8,117  42 

Salaries  and  other  charges  of  officers,  clerks  and  other  employees.  13,050  00 

Amount  paid  for  State,  national  and  local  taxes   2,089  60 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  -  ,   7,066  94 


Aggregate  expenditures  during  the  year  in  cash   $53,660  97 


V.  MISCELLANEO TS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirtv-first  day  of  December  of  the  preceding  year..   89,978,619  00  §80,884  61 

Written  w  renewed  during  the  year                                         7,041,886  00  51,625  61 

Total  *  817,020,505  00  $132,510  22 

Deduct  those  expired  and  marked  oil"  as  terminated                        7,438,342  00  54,662  40 

In  force  at  the  end  Of  the  year                                               §9,582,162  00  $77,847  82 

Deduct  amount  reinsured                                                            347,578  00  2,650  56 


N<  I  amount  in  force   $9,234,584  00       375,197  26 


Gen  end  In  terrogatories. 

Total  premium-  received  from  the  organization  of  the  Company  to  date   $1,208,468  32 

Total  losses  paid  fr«>m  organization  t<>  date   469,585  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   118,500  00 

Total  amount  of  losses  incurred  during  the  year   15,613  01 
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Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $4,808,891  00 

Amount  of  tire  premiums  received   33,241  26 

Amount  of  losses  incurred   8,113  88 

Amount  of  losses  paid   8,113  88 


JERSEY  CITY  INSURANCE  COMPANY. 


JERSEY  CITY,  N.  J. 

Incorporated  February  10,  1847.        Commenced  business  December  1,  1856. 

Nathaniel  Foote,  President.  Henry  C.  Pearson,  Secretary. 

Capital  stock  authorized,  $250,000. 
Capital  actually  paid  in,  $200,000. 

L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $44,250  00 

Loans  on  bond  and  mortgage  (first  liens)   74,796  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  in- 
terest is  due   11,000  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $987.00 ;  HjM 

interest  accrued  on  bond  and  mortgage  loans,  $l,.'J0b.2C» ;  total  2,293  28 

Value  of  lands  mortgaged   Sitt/tfO  oo 


#          Pur  Market 

value,  value. 

  $r>i,ooo  oo  *f.r).rj,-':,o  oo 

  47,V.M  OO  ,r»l,7ftS  00 

L»                                      S101,.V.)0  OO  $107,00*  00 

$107,008  00 

Loan*  an  Stock  (  nllntcrah. 

Par             Maiket  Amount 

value,         value.  loaatdL 

«r>j,:i;;o  oo      gw.iini  oo  >:^,;x>  oo 
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$38,795  00 

Cash  in  the  Company's  principal  office  in  currency   $2,342  52 

Cash  belonging  to  the  Company  deposited  in  bank   21,098  32 

Total  amount  of  cash  items   $23,440  84 

Interest  due  and  accrued  on  storks  owned,  not  included  in  market 

value   1,195  34 

Interest  due  and  accrued  on  collateral  loans   231  68 

Premiums  in  due  course  of  collection   1,458  19 

All  other  property,  viz.,  rents  due  and  accrued   244  50 

Aggregate  amount  of  all  actual  available  assets   $304,893  31 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $529  36 

Losses  unadjusted,  including  all  reported  and  supposed  losses   900  00 

Net  amount  of  all  unpaid  losses  and  claims   $1,429  36 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $14,051  72 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one 

year   28,270  96 

Total  unearned  premiums  as  computed  above   $42,322  68 

Amount  reclaimable  on  perpetual  fire  policies   1,280  37 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   223  55 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, 88,694.43  ;  commissions  and  other  charges  due  and  to 

become  due  to  agents  and  brokers,  6159.23;  total   8,853  66 

Total  Liabilities,  except  capital  and  net  surplus ...   $54,109  62 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   50,783  69 

Aggregate  liabilities,  including  paid  up  capital  and  net  surplus  S304,<S93  31 


III.   INCOME  DURING  Till-:  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $1,589  45 

Deduct  amount  of  same  not  collected   189  79 

Net  collected   SI ,399  66 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  ri>k  and  premium  exhibit   52,603  78 

Total    154,008  44 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   1,59(5  19 

Entire  premiums  collected  during  the  year   852,407  25 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   4,193  (56 

Net  cash  actually  received  for  premiums   $48,213  59 

$48,213  59 

Interest  received  on  bonds  and  mortgagee   5,516  40 

Interest  and  dividends  received  from  all  other  sources   7,790  55 

Income  from  all  other  sources,  viz.,  rent,  $1 ,796.70  ;  brokerage, 

sl,092.67:  sundries,  S23.52      2,912  89 


Aggregate  income  received  during  the  year  in  cash   $64,433  43 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   814,377  14 

Deduct  salvages  and  reinsurances   409  18 

Net  amount  paid  for  losses   813,967  96 

$13,967  96 

Cash  dividends  actually  paid   12,000  00 

Paid  for  commission  and  brokerage   4,961  32 

Salaries  and  other  charges  of  officers,  clerks  and  other  employees  9,294  92 

Amount  paid  for  State,  national  and  local  taxes   1,406  36 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc    4,253  33 


Aggregate  expenditures  during  the  year  in  cash   $45,883  89 

V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  810,536,482  00  882,536  74 

Written  or  renewed  during  the  year                                               6,903,854  00  52,603  78 

Total                                                                                      817,440,336  00  8135,139  52 

Deduct  those  expired  and  marked  off  as  terminated                      6,528,977  00  49,791  68 

In  force  at  the  end  of  the  year                                          810,911,359  00  885,347  84 

Deduct  amount  reinsured                                                      169,750  00  1,006  96 

Net  amount  in  force                                                 810,741,609  00  884,340  88 


General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   81,587,513  23 

Total  losses  paid  from  organization  to  date   587,513  68 

Total  cash  dividends  declared  since  the  Company  commenced  business   464,030  90 

Total  amount  of  losses  incurred  during  the  year   12,775  87 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $7,864,519  00 

Amount  of  fire  premiums  received   43,964  43 

Amount  of  losses  incurred   10,125  06 

Amount  of  losses  paid   9,870  70 
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MERCHANTS'  INSURANCE  COMPANY. 


NEWARK,  N.  J. 

Incorporated  February,  1858.  Commenced  business  April,  1858. 

Henry  Powles,  President.  J.  R.  Mullikin,  Secretary. 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $400,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $148,570  00 

Loans  on  bond  and  mortgage  (first  liens)   441,842  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's 

interest  is  due  (of  which  $2,000  is  in  process  of  foreclosure)--  2,000  00 
Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,202 ;  in- 
terest accrued  on  bond  and  mortgage  loans,  $7,706.85  ;  total--  8,908  85 

Value  of  lands  mortgaged   $515,465  00 

Buildings  (insured  for  $491,975.00)   593,750  00 

Total  value  of  mortgaged  premises  $1,109,215  00 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                              $204,000  00  $235,980  00 

Other  stocks  and  bonds                                           220,950  00  24(5,578  00 


Total  par  and  market  value   $424,950  00     $482,558  00 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$68,000  00       $66,54.3  00       $40,087  50 


482,558  00 


$40,087  50 

Cash  in  the  Company's  principal  office  in  currency   $4,778  18 

Cash  belonging  to  the  Company  deposited  in  bank   17,634  73 

Total  amount  of  cash  items   22,412  91 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value  ._-  7,984  48 

Interest  due  and  accrued  on  collateral  loans   583  77 

Premiums  in  due  course  of  collection   G4,72S  35 

Bills  receivable,  not  matured   72")  01 

All  other  property,  viz.,  rents  due  and  accrued   1,556  30 


Aggregate  amount  of  all  actual  available  assets   $1 ,22 1  ,'.><;;;  77 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $18,888  11 

Losses  unadjusted,  including  all  reported  and  supposed  losses   47,772  86 

Losses  resisted,  including  interest,  costs  and  expenses   900  00 

Net  amount  of  all  unpaid  losses  and  claims   $67,560  97 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $241,126  70 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   109,764  22 

Total  unearned  premiums  as  computed  above  -   350,890  92 

Amount  reclaimable  on  perpetual  fire  policies   480  00 

Principal  unpaid  on  scrip  or  certificates  of  profits   5,346  00 

Interest  due  and  declared  remaining  unpaid  or  uncalled  for   1,412  91 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, $544.15 ;  commissions  and  other  charges  due  and  to 
become  due  to  agents  and  brokers,  $10,940.34  ;  return  pre- 
mium, $5,804.41  ;  miscellaneous,  $1,131.96;   total   18,420  86 

Total  liabilities,  except  capital  and  net  surplus   $444,111  66 

Joint  stock  capital  paid  up  in  cash   400,000  00 

Surplus  beyond  all  liabilities   377,852  11 

Aggregate  liabilities,  including  paid  up  capital  and  net  surplus    $1,221,963  77 

III.  INCOME  DURING  Till]  YEAR. 

Fire. 

•Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   538,162  72 

Deduct  the  amount  of  same  not  collected   819  58 

Net  collected   §37,343  14 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit  J-   647,463  46 

Total   #684,806  60 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   67,097  34 

Entire  premiums  collected  during  the  year   $61 7,709  26 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   56,631  09 

.Net  cash  actually  received  for  premiums   $561,078  17 

$561,078  17 

Interest  received  on  bonds  and  mortgages   26,4<)">  16 

Interest  and  dividends  received  from  all  other  sources   26,856  39 

income  from  all  other  sources,  viz.,  rent   — -  5,774  09 

Aggregate  income  received  during  the  year  in  cash   $618,674  11 


IV.  EXPENDITURES  DURING  THE  YEA  It. 

Fire. 

<*ros8  amount  paid  for  losses    S322,::>>  50 

Deduct  salvages  and  reinsurances   %flOQ  M 

Net  amount  paid  for  losses     $:J20,o:J7  54 

1820,087  54 


Cash  dividends  actually  paid  49,020  00 

Scrip  redeemed  in  cash,  and  interest  paid  on  scrip    ^  818  66 

Paia  for  commission  and  brokerage  -   -   116,499  35 

Salaries  and  other  charges  of  officers,  clerks  and  other  employees  28,816  50 
Amount  paid  lor  State,  national  and  local  taxes  '20,143  43 
All  other  pavments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc    45,748  41 


Aggregate  expenditures  during  the  year  in  eash  -  -  $579,577  79 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  dav  of  December  of  the  preceding  year__  $56,799,431  00  $540,282  12 

Written  or  renewed  during  the  year                                                64,821,126  00  647,463  46 

Total  $121 ,620,557  00  $1,187,745  58- 

Deduct  those  expired  and  marked  of!'  as  terminated                      56,352,261  00  502,756  58 


In  force  at  the  end  of  the  year  $65,268,296  00     $684,989  00 

Deduct  amount  reinsured   631,606  00  6,564  46 


Net  amount  in  force  $64,636,690  00      $678,424  54 


( ieneral  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   $5,300,593  00' 

Total  losses  paid  from  organizat  ion  to  date   2,381,109  12 

Total  eash  dividends  declared  since  the  Company  commenced  business   480,219  00i 

Total  amount  of  losses  incurred  during  the  year   349,129  22 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $8,992,894  78 

Amount  of  fire  premiums  received  _  76,624  43 

Amount  of  losses  incurred   38,579  28 

Amount  of  losses  paid   38,260  68- 


MILLVILLE  MUTUAL  MARINE  AND  FIRE  INSURANCE 

COMPANY. 


MILLVILLE,  N.  J. 
Incorporated  March,  1859.  (ommenced  business  January,  1867. 

Francis  Reeves,  President.  R.  L.  Howell,  Secretary, 

I.  ASSETS. 

Heal  estate  owned  bv  the  Company,  less  $5,000  incumbrance 

thereon  -   $3,300  00 

Loans  on  bond  and  mortgage  (first  liens)   3,800  49 

Interest  due  and  accrued  on  bond  and  mortgage  loans   275  00 

Cash  belonging  to  the  Company  deposited  in  bank   £847  22 

Total  amount  of  cash  items   847  22 

Premiums  in  due  course  of  collection     18,296  44 

Hills  receivable,  not  matured,  for  fire,  marine  and  inland  risks —  36,874  98 
All  other  property,  viz.,  rents  due  and  accrued,  $102.50  ;  salvages, 

$1,200  ;  dividend,  schooner  Nile,  $50;  schooner  Nile,  $250; 

total   1,602  50 


Aggregate  amount  of  all  actual  available  aaaets 


$64,996  63 
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Amount  of  premium  or  deposit  notes  held  by  the  Company,  which 
are  liable  to  future  assessment  for  payment  of  claims,  deduct- 
ing the  amount  already  assessed  or  collected  thereon   $301,354  00 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $3,725  50 

Losses  unadjusted,  including  all  reported  and  supposed  losses   3,300  00 

Losses  resisted,  including  interest,  costs  and  expenses   5,350  00 


Net  amount  of  all  unpaid  losses  and  claims   $12,375  50 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   $6,378  75 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks          26,177  59 

Total  unearned  premiums  as  computed  above   32,556  34 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   151  70 


Total  liabilities   $45,083  54 

Surplus  beyond  all  liabilities  19,913  09 

Aggregate  liabilities,  surplus   $64,996  63 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  by  that 

year's  statement   $2,125  06       $34,808  68 

Deduct  amount  of  same  not  collected   92  74         4,574  28 

Net  collected   $2,032  32       $30,234  40 

Gross  premiums  on  risks  written  and  renewed  dur- 
ing the  year,  as  shown  in  risk  and  premium  ex- 
hibit   4,163  65         68,930  62 


Total   $6,195  97  $99,165  02 

Deduct  premiums  and  bills  in  course  of  collection 

at  this  date   1,694  02  53,633  32 

Entire  premiums  collected  during  the  year   $4,501  95  $45,531  70 

Deduct  reinsurance,  rebate,  abatement  and  return 

  274  41  7,745  76 


premiums . 


Net  cash  actually  received  for  premiums   $4,227  54       $87,786  94 


$42,013  48 


Interest  received  on  bonds  and  mortgages  and  interest  and  div 

dends  received  from  all  other  sources  --.  5,000  00 

Income  from  all  other  sources,  viz.,  rent,  $500;  schooner  N I  Le, 

$114.80;  salvages,  $1,539.85     2,154  65 

Aggregate  income  received  during  the  year  in  cash  $49,168  13 


IV.  EXPENDITURES  DURING  THE  YEAR, 


Marine  and 
I  in-  Inland. 


Gross  amount  paid  for  losncs   $1,890  56      841.WI  .T7 

Deduct  salvages  and  relnsu ranees   -  1tr>.'W  85 

Net  amount  paid  for  losses   -     MOM      *iii,HM  52 

$41,24*)  Oo 

Scrip  redeemed  in  cash  and  interest  paid  on  scrip    1,478  54 

Paid  for  com  mission  ana  brokerage      5,364  26 

Salaries  and  other  charges  of  officers,  clerks  tad  <»thcr  employees  2,550  00 
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Amount  paid  for  State,  national  and  local  taxes   $140  80 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   525  20 

Aggregate  expenditures  during  the  year  in  cash   $51,293  88 


V.  MISCELLANEOUS. 
Risks  and  Premium*. 


In  force  on  the  thirty-first  day  of  December  of  the  preceding  year. 
Written  or  renewed  during  the  year  


Fire  risks.  Premiums, 

$3,347,558  00  $32,743  73 

333,092  00  4,163  65 

Total                                                                                        $3,680,645  00  $36,907  38 

Deduct  t  hose  expired  and  marked  off  as  terminated                       1,009,396  00  9,489  30 

In  force  at  the  end  of  the  year                                             $2,671,259  00  $27,418  08 


Marine  and 
inland  risks. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $400,146  00 
Written  or  renewed  during  the  year   1,060,450  00 

Total   $1,460,596  00 

Deduct  those  expired  and  marked  off  as  terminated   643,824  00 

In  force  at  the  end  of  the  year   $816,772  00 

Deduct  amount  reinsured   11,040  00 


Premiums, 
$26,430  12 
68,930  62 

$95,360  74 
42,453  56 

$52,907  18 
552  00 


Net  amount  in  force   $805,732  00       $52,355  18 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,869,273  45 

Total  losses  paid  from  organization  to  date   1,232,196  20 

Total  amount  of  losses  incurred  during  the  year   44,853  58 


Business  in  the  State  of  New  Jersey  During  the  Year. 


Fire  Risks. 

Amount  of  risks  written   $333,092  00 

Amount  premiums  received   4,163  65 

Amount  of  losses  incurred   1,115  56 

Amount  of  losses  paid   1,390  56 


Marine  and  In- 
land Risks.  Aggregate. 

$1,060,450  00  $1,393,542  00 

68,930  62  73,094  27 

43,738  02  44,853  58 

39,854  52  41,245  08 
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MOUNT  HOLLY  INSURANCE  COMPANY. 


MOUNT  HOLLY,  N.  J. 
Incorporated  January  21,  1831.  Commenced  business,  May  21,  1831. 

Allen  Fenimore,  President.  Harris  Cox,  Secretary. 

Capital  actually  paid  in,  $100,000. 

I.  ASSETS. 

Eeal  estate  owned  by  the  Company,  unincumbered   $16,143  40 

Loans  on  bond  and  mortgage  (first  liens)   150,874  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's 

interest  is  due   16,650  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,514.75; 

interest  accrued  on  bond  and  mortgage  loans,  $4,751.67  ;  total  6,266  42 

Value  of  lands  mortgaged   $340,738  00 

Buildings   103,325  00 

Total  value  of  mortgaged  premises   $444,063  00 

Stock,  Bonds,  etc.,  owned  by  the  Company. 

Par  Market 
Value.  Value. 
$540  00  $680  00 

680  00 

Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$5,000  00        $6,000  00   $3,175  00 

3,175  00 

Cash  in  the  Company's  principal  office  in  currency   $15  00 

Cash  belonging  to  the  Company  deposited  in  bank   605  80 

Total  amount  of  cash  items.   620  80 

Premiums  in  due  course  of  collection    2,319  06 

Bills  receivable,  not  matured,  for  lire,  marine  and  Inland  rink*  580  00 

All  other  property,  viz.,  rents  due  and  accrued    526  60 

Aggregate  amount  of  all  actual  available  assets —  $197,884  28 


II.  LIABILITIES. 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  flrc  risks  un- 
der one  year   _  __.  $3,916  97 

Unearned  premiums,  pro  rata  on  fire  risks  running  more  than  one 

year   2^*3  37 
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Total  unearned  premiums  as  computed  above   $5,980  34 

Amount  reelaimable  on  perpetual  lire  policies   54,750  20 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charged  due  and  to  become  due  to  agents  and  brokers  209  80 


Total  liabilities,  except  capital  and  net  surplus   $60,940  34 

Joint  stock  capital  paid  up  in  cash   100,000  00 

Surplus  beyond  all  liabilities   36,893  94 


Aggregate  liabilities,  including  paid  up  capital  and  net  surplus      $197,834  28 


III.  rNCOME  DURING  THE  V EAR. 

Fire. 

Gr068 premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $2,205  30 

Net  collected   $2,205  30 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   8,205  96 

Total   $10,411  26 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   2,319  06 

Entire  premiums  collected  during  the  year   $8,092  20 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   975  00 

Net  cash  actually  received  for  premiums   $7,117  20 

$7,117  20 

Interest  received  on  bonds  and  mortgages   9,938  52 

Income  from  all  other  sources,  viz.,  rent,  $564.05;  policy  and 

tax,  886.15   650  20 


Aggregate  income  received  during  the  year  in  cash   $17,705  92 


IV.  E X PENDl TU II ES  DURING  THE  YEAR. 

Paid  lor  losses  (all  fire)   $231  08 

Cash  dividends  actually  paid   6,500  00 

Paid  for  ronnnission  and  brokerage   956  49 

Salaries  and  other  charges  of  officers,  clerks  and  other  employees  1,175  74 

Amount  paid  for  State,  national  and  local  taxes   1,306  04 

All  other  pavments,  viz.,  stationerv,  printing,  advertising,  pos- 
tage, etc   649  39 

Aggregate  expenditures  during  the  year  in  cash    _   $10,818  74 


v.  mSCELLANEOuS. 

Risks  <nt</  Premiums. 

Fire  risks.  Premiums. 
2,296,530  00 

Written  or  renewed  during  the  year  I  Zl   K99,710  00        $7,258  30 


In  force  on  the  thirty-first  day  of  December  of  the  preceding  year  $2,296,530  00 
"uring  the 

Total   18,196,240  00 

Deduct  those  expired  and  marked  off  as  terminated.    9.58,930  00 

In  force  at  the  end  of  the  year   $2,2.37,310  00   

General  [nteyroyatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $210,023  00 

Total  losses  paid  from  organization  to  date  ^   67,285  54 
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Total  cash  dividends  declared  since  the  Company  commenced  business   $220,089  00 

Total  amount  of  losses  incurred  during  the  year   231  08 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $899,710  00 

Amount  of  fire  premiums  received   7,117  20 

Amount  of  losses  incurred   231  08 

Amount  of  losses  paid   231  08 


NATIONAL  FIRE  AND  MARINE  INSURANCE  COMPANY, 


ELIZABETH,  N.  J. 

Incorporated  August  2,  1865.  Commenced  business  November  1,  1865. 

Amos  Clark,  Jr.,  President.  Moses  F.  Cory,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $100,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $17,236  34 

Loans  on  bond  and  mortgage  (first  liens)   76,062  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's 

interest  is  due  (of  which  $890.00  is  in  process  of  foreclosure)-  11,300  00 
Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $2,164.21  ; 

interest  accrued  on  bond  and  mortgage  loans,  $1,226.79;  total  3,391  00 

Value  of  lands  mortgaged.   $102,200  00 

Buildings  (insured  for  $105,865)   155,500  00 

Total  value  of  mortgaged  premises   $257,700  00 

Stock,  Bonds,  etc.,  mimed  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                               320,750  00  $82,000  00 

Other  stocks  and  bonds   -  H,G4307   s,r>87  07 

Total  par  and  market  value     *15,MW  07  S40,0H7_07 

Cash  in  the  Company's  principal  office  In  currency.   $2,022  42 

Cash  belonging  to  the  Company  deposited  in  bank.  -   M'»  B1 

Total  amount  of  cash  items     ---   8,542  03 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 
value     


40,687  07 


1  1  I  1 
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Premiums  in  due  course  of  collection   $759  46 

All  other  property,  viz.,  rents  due  and  accrued   54  00 

Aggregate  amount  of  all  actual  available  assets   $158,040  04 


II.  LIABILITIES. 

unadjusted,  including  all  reported  and  supposed  losses   $151  43 

Net  amount  of  all  unpaid  losses  and  claims   $451  43 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   86,829  88 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one 

year   3,108  70 

Total  unearned  premiums  as  computed  above   $9,938  58 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers,  137  79 

Total  liabilities,  except  capital  and  net  surplus   $10,527  80 

Joint  stock  capital  paid  up  in  cash--   100,000  00 

Surplus  beyond  all  liabilities   47,518  24 

Aggregate  liabilities,  including  paid  up  capital  and  net  surplus      $158,046  04 

III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $977  06 

Deduct  amount  of  same  not  collected   63  50 

Net  collected   $913  56 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   15,990  98 

Total   $16,904  54 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   849  21 

Entire  premiums  collected  during  the  year   $16,055  33 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   490  54 

Net  cash  actually  received  for  premiums   $15,564  79 

$15,564  79 

Interest  received  on  bonds  and  mortgages   5,935  94 

Interest  and  dividends  received  from  all  other  sources   1,661  36 

Income  from  all  other  sources,  viz.,  rent,  $987.00  ;   premium  on 
bonds  exchanged,  $495.00  ;   sale  of  real  estate  above  cost, 

$191.20;  commissions,  $15.29  -   1,688  49 

Aggregate  income  received  during  the  year  in  cash   $24,850  58 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Paid  for  losses  (all  fire)   $7,898  30 

Cash  dividends  actually  paid-,   8,018  00 

Paid  for  commission  and  brokerage   2,336  09 

Salaries  and  other  charges  of  officers,  clerks  and  other  employees-  3,600  00 

Amount  paid  for  State,  national  and  local  taxes   209  80 

All  other  pavments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc.   2,113  63 


Aggregate  expenditures  during  the  year  in  cash   $24,175  82 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  §2,3:34,088  00  §19,896  88 

Written  or  renewed  during  the  year                                                2,041,583  00  15,990  98 


Total   §4,375,671  00       $35,S87  86 

Deduct  those  expired  and  marked  off  as  terminated   2,089,557  00        16,386  08 


In  force  at  the  end  of  the  year                                            §2,286,114  00  §19,501  78 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $248,087  57 

Total  losses  paid  from  organization  to  date   54,472  97 

Total  cash  dividends  declared  since  the  Company  commenced  business   180,000  00 

Total  amount  of  losses  incurred  during  the  year  .   6,751  47 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $2,041,583  00 

Amount  of  fire  premiums  received   15,990  98 

Amount  of  losses  incurred   6,751  47 

Amount  of  losses  paid   7,898  30 


NEWARK  FIRE  INSURANCE  COMPANY. 


NEWARK,  N.  J. 

Incorporated  May  14,  1810.  Commenced  business  May  L4,  1810. 

Charles  S,  Haines,  President.  John  J.  Henry,  Simian,. 

Capital  stock  authorized,  $250,000. 
Capital  actually  paid  in,  $250,000. 

L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $50,800  00 

Loans  on  bond  and  mortgage  (first  liens)   247,470  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  in- 
terest is  due   -  --  4»050  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,848.26: 

interest  accrued  on  bond  and  mortgage  loans,  18,662.66  ;  total  4,910  91 

Value  of  lands  mortgaged  -  -  l*!KS  IS 

Building*  (insured  for  S36U,750.00)  -    31X1,720  00 

Total  value  of  mortgaged  premises   $75K,950  00 
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Stock,  Bonds,  etc.,  Owned  bij  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                       $22 1,000  00  $235,772  50 

Other  stocks  and  bonds                                              42,850  00  53,383  00 

Total  par  and  market  value   $263,350  00     $289,155  50 

$289,155  50 

Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$3,500  00         $5,250  00         $3,500  00 

3^00  00 

Ca^h  in  the  Company's  principal  office  in  currency   $1,346  62 

Cash  belonging  to  the  Company  deposited  in  bank   44,338  45 

Total  amount  of  cash  items   45,685  07 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   985  00 

Interest  due  and  accrued  on  collateral  loans   64  37 

Premiums  in  due  course  of  collection   15,792  52 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks —  873  02 

All  other  property,  viz.,  rents  due  and  accrued   330  00 

Aggregate  amount  of  all  actual  available  assets   $669,616  39 


II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   $2,063  53 

Losses  unadjusted,  including  all  reported  and  supposed  losses   12,489  66 

Losses  resisted,  including  interest,  costs  and  expenses   4,781  96 


Total   $19,335  15 

Deduct  reinsurance  thereon   2,500  00 


Net  amount  of  all  unpaid  losses  and  claims   $16,835  15 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $70,316  57 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   39,466  70 


Total  unearned  premiums  as  computed  above  :   109,783  27 

Cash  dividends  to  stockholders  remaining  unpaid   9,395  76 

All  other  demands  against  the  Company,  viz.,  commissions  and 
other  charges  due  and  to  become  due  to  agents  and  brokers, 

$2,835.54;  return  premium,  $56.90;   total   2,892  44 


Total  liabilities,  except  capital  and  net  surplus   $138,906  62 

Joint  stock  capital  paid  up  in  cash   250,000  00 

Surplus  beyond  all  liabilities   280,709  77 


Aggregate  liabilities,  including  paid  up  capital  and  net  surplus 


$669,616  39 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $18,898  93 

Deduct  amount  of  same  not  collected   325  97 

Net  collected   $18,572  96 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 
*      shown  in  risk  and  premium  exhibit   186,690  79 

Total   $205,263  75 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   16,665  54 

Entire  premiums  collected  during  the  year   $188,598  21 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   21,805  93 

Net  cash  actually  received  for  premiums   $166,792  28 

$166,792  28 

Interest  received  on  bonds  and  mortgages   17,197  62 

Interest  and  dividends  received  from  all  other  sources   10,152  00 

Income  from  all  other  sources,  viz.,  rent   1,537  40 

Aggregate  income  received  during  the  year  in  cash   $195,679  30 

IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $107,871  28 

Deduct  salvages  and  reinsurances   2,796  23 

Net  amount  paid  for  losses   $105,075  05 

$105,075  05 

Cash  dividends  actually  paid    24,206  60 

Paid  for  commission  and  brokerage   34^436  36 

Salaries  and  other  charges  of  officers,  clerks  and  other  employees  9,943  82 

Amount  paid  for  State,  national  and  local  taxes   8,508  96 

'All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   16,187  04 

Aggregate  expenditures  during  the  year  in  cash   $198,357  88 

V.  MISCELLANEOUS. 

Risks  and  Pjrmiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year   $28,492,912  ()()  S252,lf>.s  so 

Written  or  renewed  during  the  year                                              22,347,247  00  186,600  79 

Total  $50 ,840,159  00  $448,849  59 

Deduct  those  expired  and  marked  off  as  terminated                     25,131,990  00  211,112  06 

In  force  at  the  end  of  the  year  $25,708,169  00  $227  737  53 

Deduct  amount  reinsured                                                      439,888  00  3,8,)/  75 

Net  amount  in  force    $'25,268,281  00  223,879  78 

(ieneral  Intcrrofjatorirx. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,602,946  00 

Total  losses  paid  from  organization  to  date    IT" T  ^H'S?  5 

Total  cash  dividends  declared  since  the  Company  commenced  1>umiiic**_  453,051  00 

Total  amount  of  losses  incurred  during  the  year.  -   102,956  49 

Business  in  the  State  of  New  Jersey  Durintj  the  Year. 

Amount  of  fire  risks  written   -   $8,H87,3f>2  'F 

Amount  of  fire  premiums  received    5(J,273  30 

Amount  of  losses  incurred      KfS  m 

Amount  of  losses  paid       13,01:5  01 


30 


Fire  and  Fire-Marine  Insurance 


[Dec.  31, 


NEW  BRUNSWICK  FIRE  INSURANCE  COMPANY. 


NEW  BRUNSWICK,  N.  J. 

Incorporated  December  27,  1826.  Commenced  business  May  1,  1832. 

Henry  H.  Palmer,  President.  Lewis  Applegate,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $50,000. 


I.  ASSETS. 

Real  estate  owned  by  the  Company  unincumbered  

Loans  on  bond  and  mortgage  (first  liens)  

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  in- 
terest is  due  (of  which  $300  is  in  process  of  foreclosure)  

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,674.25; 
interest  accrued  on  bond  and  mortgage  loans,  $1,071.79;  total 

Total  value  of  lands  and  buildings  mortgaged  (buildings  insured 

for  368,500.00)   $290,605  00 


$6,794  33 
87,414  00 

3,475  00 

2,746  04 


Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

$31,500  00   832,775  00 


32,775  00 


Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$8,5775  00       Si 0,626  00  $7,986  50 


Cash  in  the  Company's  principal  office  in  currencv  )       ^  74 

Cash  belonging  to  the  Company  deposited  in  bank  j       •0iw»  '* 


7,986  50 


Total  amount  of  cash  items   3,353  74 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   665  00 

Interest  due  and  accrued  on  collateral  loans   162  70 

Premiums  in  due  course  of  collection   772  17 

All  other  property,  viz.,  rents  due  and  accrued   35  00 

Aggregate  amount  of  all  actual  available  assets   $146,179  48 
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II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   5215  21 


Net  amount  of  all  unpaid  losses  and  claims   $215  21 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $2,740  89 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   1,769  20 


Total  unearned  premiums  as  computed  above   4,510  09 

Cash  dividends  to  stockholders  remaining  unpaid   926  00 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   390  00 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers,  143  43 


Total  liabilities,  except  capital  and  net  surplus   $6,184  73 

Joint  stock  capital  paid  up  in  cash   50,000  00 

Surplus  beyond  all  liabilities   89,994  75 


Aggregate  liabilities,  including  paid  up  capital  and  net  surplus      8146,179  48 


HI.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $510  14 


Net  collected   $510  14 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   6,547  89 


Total   $7,058  03 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   772  17 


Entire  premiums  collected  during  the  year   $6,285  86 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   91  62 


Net  cash  actually  received  for  premiums   $6,194  24 

$6,194  24 

Interest  received  on  bonds  and  mortgages   6,220  60 

Interest  and  dividends  received  from  all  other  sources   4,029  11 

Income  from  all  other  sources,  viz.,  rent   371  60 


Aggregate  income  received  during  the  year  in  cash   $16,815  65 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Paid  for  losses  (all  fire)-—   $4,994  00 

Cash  dividends  actually  paid   7,773  25 

Paid  for  commission  and  I >rokerage   621  27 

Salaries  and  other  charges  of  officers,  clerks  and  other  employees-  2,000  00 
All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc    212  50 


Aggregate  expenditures  during  the  year  in  cash  —        $16,601  02 


V.  MISCELLANEOUS. 

Risks  and  I\emium&. 

Fire  rinks.  Premiums. 

In  force  on  the  thirty-first  dav  of  December  of  the  preceding  year__  $1,11.'1,h:m)  oo  $y,l3jj  17 

Written  or  renewed  during  the  year   -  913,745  00  6,547  79 

Total  _  __  -  -     |2,()27 ,57ft  00  $15,679  9C 

Dexluct  those  expired  and  marked  off  as  terminated   885,792  00  6,606  99 

In  force  at  the  end  of  the  year   $1,141,783  00   $9,072  97 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $480,282  41 

Total  losses  paid  from  organization  to  date   196,808  99 

Total  cash  dividends  declared  since  the  Company  commenced  business   361,000  00 

Total  amount  of  losses  incurred  during  the  year   4,103  75 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $913,745  00 

Amount  of  fire  premiums  received   6,547  79 

Amount  of  losses  incurred   4,103  75 

Amount  of  losses  paid   4,994  00 


/ 


NEW  JERSEY  PLATE  GLASS  INSURANCE  COMPANY. 


NEWARK,  N.  J. 

Incorporated  April  2,  1868.  Commenced  business  September  15,  1868. 

Edwin  Hedden,  President.  S.  C.  Hoagland,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $50,240. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  less  $6,000.00  encumbrances 

thereon   $27,500  00 

Loans  on  bond  and  mortgage  (first  liens)   27,900  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $545.39  ; 

interest  accrued  on  bond  and  mortgage  loans,  $147.29  ;  total-  692  68 

Value  of  lands  mortgaged   831,000  00 

Buildings  (insured  for  $16,100.00)   35,000  00 

Total  value  of  mortgaged  premises   866.000  00 

Cash  in  the  Company's  principal  office  in  currency   82,888  53 

Cash  belonging  to  the  Company  deposited  in  bank   4,488  61 

Total  amount  of  cash  items   7,377  14 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value  -   692  39 

Premiums  in  due  course  of  collection   2,107  12 

Bills  receivable,  not  matured,  for  risks   1,775  44 

All  other  property,  viz.,  rents  due  and  accrued,  $48.00  ;  due  for 

glass  sold,  $5,427.27  ;  new  and  salvage  glass,  $10,062.43  ;  total  15,537  70 


Aggregate  amount  of  all  actual  available  assets 


$83,582  47 
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II.  LIABILITIES. 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  risks  under 

one  year   $7,176  67 

Total  unearned  premiums  as  computed  above   $7,176  67 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   311  00 

All  other  demands  against  the  Company,  viz.:  commissions  and 
other  charges  due  and  to  become  due  to  agents  and  brokers, 

S4ii!.42;  glass  and  sundry  bills,  $2,878.86 ;  total   3,300  28 


Total  liabilities,  except  capital  and  net  surplus   $10,7S7  95 

Joint  stock  capital  paid  up  in  cash   50,240  00 

Surplus  beyond  all  liabilities   22,554  52 


Aggregate  liabilities,  including  paid  up  capital  and  net  surplus        $83,582  47 


III.  INCOME  DURIXC;  THE  YEAR. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $3,592  12 


Net  collected   $3,592  12 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   15,515  91 


Total   $19,108  03 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   3,882  56 


Entire  premiums  collected  during  the  year   $15,225  47 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   1,047  42 

Net  cash  actually  received  for  premiums   $14,178  05 

$14,178  05 

Interest  received  on  bonds  and  mortgages   1,560  62 

Income  from  till  other  sources,  viz.,  rent,  $72.00;  new  glass,  $28,- 

880.96;  salvage,  $701.74  •       29,654  70 

Aggregate  income  received  during  the  year  in  cash   --        $45.39H  37 


IV.  EXPENDITURES    DI  KING  THE  YEAR. 


Paid  for  losses   $4,972  86 

.Cash  dividends  actually  paid    1,607  20 

Paid  for  commission  and  brokerage   2,961  61 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  M,648  04 

Amount  paid  for  State,  national  and  local  taxes    404  57 

All  other  pavments,  viz.,  current  expenses,  $2,141.92  ;  new  i^lass, 

$25,184.60     27,326  52 


Aggregate  expenditures  during  the  year  in  cash      -      —  $40,820  80 

V.  MISCELLANEOUS. 

Ri*k*  and  Premium*. 

Itiftkft.  Premium*. 

In  force  on  the  thirtv-firHt  day  of  December  of  the  preceding  y«'ar        $12H,o,V>  00  $1:1,1:14  7«» 

Written  or  renewed  during  the  year   -                                   177,401  00  lfi,51fi  01 


Total    _   $900,406  00      $28,600  67 

DedtM^lthOM  expired rand  marked  off  a*  terminated  88$,74$  0$        \\;m  :I2 


In  force  at  the  end  of  the  year     $r»ir,.707  00       f  14.OTA  ffi 


3 
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General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date  \m  $196,134  41 

Total  losses  paid  from  organization  to  date   69,255  78 

Total  cash  dividends  declared  since  the  Company  commenced  business   6,028  80- 

Total  amount  of  losses  incurred  during  the  year   4,271  12 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  risk  written   $133,229  81 

Amount  of  premiums  received   3,975  39 

Amount  of  losses  incurred   732  92 

Amount  of  losses  paid   732  92. 


STANDARD  FIRE  INSURANCE  COMPANY. 


TRENTON,  N.  J. 

Incorporated  Februarv22,  1868.        Commenced  business  February  22,  1869. 

William  Dolton,  President.  Samuel  E.  Burr,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $100,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $15,091  79 

Loans  on  bond  and  mortgage  (lirst  liens)   25,850  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $514.50 ;  in- 
terest accrued  on  bond  and  mortgage  loans,  $387.85;  total--  902  35 
Value  of  lands  and  buildings  mortgaged,  (insured  for  $20,400)          $49,600  00 

Stock;  BondSj  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

Dotted  States  bonda  .   $10,600  oo      $20,440  oo 

Other  stocks  and  bonds  !   G4,<55G  00        81,134  00 

Total  par  an  1  market  value   $  75,206  00      $101,574  00  • 

101,574  00 

Loans  on  Stock  (  hi  laterals. 

Par  M;  rket  Amount 

value.  v:  lue.  loaned. 

$5,000  00         S.;,uOO  00         $1,500  00 

$1,500  00 

Ojlll  in  the  Company's  principal  office  in  currency   $532  36 

Cash  belonging  to  the  Company  deposited  in  bank   9,529  82 

Total  amount  of  cash  items   10,061  68 

Interest  due  and  accrued  on  collateral  loans   2'2  50 

Premiums  in  due  course  of  collection   9.883  40 
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Bills  receivable,  not  matured,  for  fire  risks   525  00 


Aggregate  amount  of  all  actual  available  assets-   $165,410  72 


II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses___     $3,500  00 


Total   $3,500  00 

Deduct  reinsurance  thereon   1,000  00 


Net  amount  of  all  unpaid  losses  and  claims   $2,500  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   818,459  05 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

*     one  year   9,477  44 


Total  unearned  premiums  as  computed  above   27,936  49 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   144  94 

All  other  demands  against  the  Company,  viz.,  commissions  and 
other  charges  due  and  to  become  due  to  agents  and  bro- 
kers   2.737  72 


Total  liabilities,  except  capital  and  net  surplus--*   $33,319  15 

Joint  stock  capital  paid  up  in  cash   100,000  00 

Surplus  beyond  all  liabilities   32,091  57 

Aggregate  liabilities,  including  paid  up  capital  and  net  surplus  (165,410  72 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $1,656  95 

Deduct  amount  of  same  not  collected   400  .55 


Net  collected   $1,256  40 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   41,790  25 

Total  -   $43,046  65 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   9,883  40 

Net  cash  actually  received  for  premiums   833,163  25 

$38*103  25 

Interest  received  on  bonds  and  mortgages              —    2,210  SS 

Interest  and  dividends  received  from  all  other  sources  -  4,44!)  28 
Income  from  all  other  sources,  viz.,  rent,  $736.25  ;  commissions, 

$1,522.02;  old  premie ms,  $311.00     2,669  27 

Aggregate  income  received  during  the  year  in  oath  $42,392  13 

IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses     814,54H  26 

Deduct  salvages  and  reinsurances     35  00 

Net  amount  paid  for  losses   -   814,513  26 

$14,513  96 

Paid  for  commission  and  brokerage         —  10,2(10  44 

Salaries  and  other  charges  of  officers,  clerks  and  other  employee  2,7!)1  00 

Amount  paid  for  State,  national  and  local  taxes  447  M 
All  other  payments,  viz.,  stationery,  printing,  advertising,  |Km- 

tage,etc      1,429  N 

Aggregate  expenditures  during  the  year  in  cash    $29,441  US 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year.  _  $1,927,937  00  $24,483  30 

Written  or  renewed  during  the  year                                                   3,102,292  00  41,790  2f> 

Total                                                                                    $5,030,229  00  $66,273  55 

Dim! net  those  expired  and  marked  off  as  terminated                         884,498  00  10,609  27 

En  force  at  the  end  of  the  year                                             $4,145,730  00  $55,664  28 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $996,716  25 

Total  losses:  paid  from  organization  to  date   1,136,907  65 

Total  cash  dividends  declared  since  the  Company  commenced  business   57,000  00 

Total  amount  of  losses  incurred  during  the  year   5,219  73 


Bv&wtess  in  Uie  State  of  New  Jersey  Driving  the  Year. 

Amount  of  fire  risks  written   $1,367,538  21 

Amount  of  fire  premiums  received   16,134  84 

Amount  of  losses  incurred   3,717  18 

Amount  of  losses  paid   14,548  26 


TRADE  INSURANCE  COMPANY. 


CAMDEN,  N.  J. 

Incorporated  March  21,  L872.  Commenced  business  July  1,  1873. 

Edmund  May,  PreridmL  William  Cline,  Secretary. 

(  apital  actually  paid  in,  8150,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $17,050  00 

Loans  ou  bond  and  mortgage  (first  liens)   124,483  33 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's 

interest  isdue  (of  which  $11,700.00  is  in  process  of  foreclosure)  11,700  00 
Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,358.08; 

interest  accrued  on  bond  and  mortgage  loans,  83,134.72  ;  total  4,492  80 

Value  of  lands  mortgaged    $110,950  00 

Buildings     208,500  00 

Total  value  of  mortyageO  premises   5325,460  00 

Zamum  on  Stork  Collateral*. 

Par  Market  Amount 

value  value.  loaned. 

116,438  00      118,080  00  512,698  00 


12,698  00 
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Cash  in  the  Company's  principal  office  in  currency   $458  49 

Cash  belonging  to  the  Company  deposited  in  bank   4,402  76 


Total  amount  of  cash  items   4,861  25 

Interest  due  and  accrued  on  collateral  loans   423  OS 

Premiums  in  due  course  of  collection   4.940  63 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   16  02 

All  other  property,  viz.,  rents  due  and  accrued   132  S8 


Aggregate  amount  of  all  actual  available  assets   $180,797  99 


IT.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   §080  CM) 

Losses  unadjusted,  including  all  reported  and  supposed  losses_^__  600  00 
Losses  resisted,  including  interest,  costs  and  expenses   3,000  00 

Total   4,200  00 

Deduct  reinsurance  thereon   1,000  00 

Net  amount  of  all  unpaid  losses  and  claims   $3,200  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $7,158  60 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   7,574  09 

Total  unearned  premiums  as  computed  above   14,732  69 

Amount  reclaimable  on  perpetual  fire  policies    1,395  10 

Cash  dividends  to  stockholders  remaining  unpaid   106  50 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   250  00 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers--  450  35 

Total  liabilities,  except  capital  and  net  surplus                  .-  $20,143  64 

Joint  stock  capital  paid  up  in  cash     150,000  00 

Surplus  beyond  all  liabilities   10,654  35 

Aggregate  liabilities,  including  paid  up  capital  and  net  surplus  $180,7: »7  '.)<) 


III.  INCOME  DURING  THE  YKAK. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  by  that 

year's  statement   ?4,290  15  £617  B0 

Deduct  amount  of  same  not  collected   16  09  100  00 

Net  collected   94,24*             1401  » 

Gross  premiums  on  risks  written  and  renewed  dur- 
ing the  year,  as  shown  in  risk  and  premium  ex- 
hibit ,.     21.S78  0i»  

Total   Wfltl  08   

Deduct  premiums  and  bills  in  ooune  ol  collection 

at  this  date   -   tyW2  1" 


Entire  premiums  collected  during  the  rear  021,1  in  40 

Deduct   reinsurance,  rebate,  abatement  and  return 

premiums   -   IJM  23 

Net  cash  actually  received  for  premium*           019*002  20  M07  ■'*) 

120,069  7.r> 

IntereHt  received  on  bonds  and  mortgage!  of162  oT> 

IntereHt  and  dividends  received  from  till  other  source*  2,102  30 

Income  from  all  other  sources,  viz.,  rent    <»27  51 

Aggregate  income  received  during  the  year  in  rush  $2H,!br>2  11 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  anion nt  paid  for  losses   $36,014  53  $16  44 

Deduct  salvages  and  reinsurances   6,539  89  124  32 


Net  amount  paid  for  losses   $29,478  64  $107  88 

$29,370  76 

Cash  dividends  actually  paid   31  25 

Paid  for  commission  and  brokerage   2,050  65 

Salaries  and  other  charges  of  officers,  clerks  and  other  employees--  3,429  97 

Amount  paid  for  State,  national  and  local  taxes   385  62 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc-1   1,664  84 


Aggregate  expenditures  during  the  year  in  cash   $37,533  09 


V.  MISCELLANEOUS. 
Risks  and  Premiums. 

Fire  risks.  Premiums. 

Im  force  on  the  thirty-first  day  of  December  of  the  preceding  year__   $5,710,007  00  $49,028  14 

Written  or  renewed  during  the  year                                                2,508,097  00  21,878  00 


Total   $8,218,105  00  $70,906  14 

Deduct  those  expired  and  marked  off  as  terminated   5,242,494  00  41,950  99 

In  force  at  the  end  of  the  year  *   $2,975,610  00  $28,955  15 

Deduct  amount  reinsured   98,341  00  1,300  83 

Net  amount  in  force   $2,877,269  00  $27,654  32 


General  In ter rogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $810,568  33 

Tot :H  losses  paid  from  organization  to  date  r   575,505  76 

Total  cash  dividends  declared  since  the  Company  commenced  business   71,310  00 

Total  amount  of  losses  incurred  during  the  year   27,828  50 


lousiness  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  lire  risks  written   $1,165,923  45 

Amount  of  fire  premiums  received   11,370  37 

Amount  of  losses  incurred    3,611  11 

Amount  of  losses  paid   6,581  14 


NEW  JERSEY 

Wjutual  Fife  Iijgufance  Conjpanie^. 


NEW  JERSEY 

Mutual  Fire  Insurance  Companies. 


AMERICAN  MUTUAL  FIRE  INSURANCE  COMPANY. 


PLAINFIELD,  X.  J. 
Incorporated,  1846.  Commenced  business,  July,  1846. 

Lewis  E.  Barkalew,  Vice-President.  \\  illiam  K.  CODINGTON,  Secretary. 

i.  assets. 

Cash  value  of  stocks  and  bonds  owned  by  the  Company  .  $1,600  00 

Cash  in  the  office  of  the  Company  —    15  00 

Cash  in  bank  -    682  00 

A]l  other  assets  and  property  owned  by  the  Company,  and  not  in- 
cluding anv  of  the  preceding  items,  at  the  actual  cash  value 
thereof  ...    60 

(iross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment     #2,089  60 

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
991  in  number)  which  are  liable  to  future  MlOWmenl  for  nny- 
ment  of  claim*,  deducting  the  amount  already  assessed  01 
collected  thereon    «100,n00  M 

n.  ma  iuliti  km. 

Whole  amount  (including  interest)  due  or  to  Income  due  for  bor- 
rowed money    ....  -    -  $1,500  00 

Office,  a^ehey  and  incidental  expenses     225  00 

Gross  cash  liabilities    -   -  $1,725  00 

Total  amount  of  insurance  by  policies  now  in  force   *s0rt,o<K)  00 
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III.  CNCOME, 


Cash  Premiums   $25  75 

Cash  received  for  Interest  and  dividends  from  all  other  sources--  128  00 

Cash  received  tor  assessments  or  calls  on  premium  or  deposit  notes  800  00 

Cash  received  from  all  other  sources   5  00 


Gross  cash  income   958  75 


Whole  amount  of  premiums  or  deposit  notes  liable  to  assess- 
ment actually  received  during  the  year   $983  50 

IV.  EXPENDITURES. 

Paid  for  losses   $2,882  99 

Paid  for  brokerage  and  commissions  on  premiums   5  54 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   306  00 

Paid  for  interest  1   46  92 

All  other  cash  payments  and  expenditures   17  50 


Gross  cash  expenditures   $2,758  95 

V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $805,000  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   100,000  00 

Whole  amount  of  risks  outstanding  on  propertv  located  in  the 

State  of  New  Jersey   805,000  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)   65,566  00 

For  a   term  of  more  than  one  year  and  not  more  than  three 

years   65,566  00 

Whole  amount  of  risks  terminated  during  the  year   6,200  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and 

disputed,)  occurring  during  the  year  on  risks  of  the  Company  2,382  99 
Amount  of  ajl  losses  occurring  during  the  year  on  risks  located 

in  the  State  of  New  Jersey   2,382  99 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey   25  75 

Premium  notes  received  during  the  vear  on  risks  in  the  State  of 

New  Jersey  .   983  50 

Assessments  made  during  the  year  on  premium  or  deposit  notes-  -  4,000  0o 

Gash  borrowed  during  the  year   1,500  »  0 
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BERGEN  COUNTY  FARMERS'  MUTUAL  FIRE  INSUR 
ANCE  COMPANY. 


SPRING  VALLEY,  N.  J. 
Incorporated  February  22,  1849.  Commenced  business  May  1,  i849. 

Garret  S.  Demarest,  President.  Henry  H.  Voorhis,  Secretary. 

I.  ASSETS. 

Cash  loans  made  by  the  Company   $25,418  89 

Cash  in  the  office  of  the  Company   650  00 

Cash  in  the  First  National  Bank,  Paterson   419  00 

Net  amount  of  cash  (after  deducting  commissions  and  all  other 
charges)  due  the  Company  from  agents  for  premiums  col- 
lected and  in  course  of  transmission   1,428  73 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets, 
and  not  included  in  the  cash  market  value  or  amount  thereof 

as  above  stated   509  40 

All  other  assets  and  property  owned  by  the  Company,  and  not 
including  anv  of  the  preceding  items,  at  the  actual  cash  value 
thereof   1,000  00 

Gross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment   $29,420  02 

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
1,529  in  number,)  which  are  liable  to  future  assessment  for 
payment  of  claims,  deducting  the  amount  already  assessed  or 
collected  thereon   $84,572  27 

EL  LIABILITIES. 

Losses  reported  in  process  of  adjustment,  or  on  which  no  action 

has  been  taken—   $1,550  00 

Office,  agency  and  incidental  expenses   188  00 

Gross  cash  liabilities   $1,683  00 

Total  amount  of  insurance  by  policies  now  in  force  $2,229,387  00 

HI.  DfOOMS. 

Cash  received  for  premiums,  without  deduction  for  brokcra^', 
commissions,  return  pn-miums,  amount  paid  for  rc-insurancc 
or  otherwise     -     $6,062  70 

Deduct  amount  paid  for  return  premiums  on  cancelled  and  sur- 
rendered policies  and  for  reinsurance-    -   31/5  07 

Net  cash  premiums  -       $4, <."><>  ro 

Cash  received  for  interest  and  dividends  from  all  other  sources  .    609  40 

Gross  cash  income     5,240*  13 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year  -   31o,319  09 
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IV.  EXPENDITURES. 

Paid  for  losses    $3,200  00 

Paid  for  brokerage  and  commissions  on  premiums    875  00 

Paid  Cor  salaries  and  fees  to  officers,  agents  and  employes    1,233  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses     63  00 


(iross  cash  expenditures   $5,371  00 


V.  GENERAL  [TEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year,  de- 
ducting $8,600.00  re-insured  in  other  Companies.  --.     $2,220,787  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks     84,572  27 

Whole  amount  of  cash  deposits  received  on  outstanding  risks  26,987  81) 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey-  -  -  -   2,195,062  00 

Whole  amount  of  risks  written  during  the  year  (of  which  S454,- 

546.00  located  in  the  State  of  New  Jersey)  -  476,270  00 

For  a  term  of  one  year   47,995  00 

For  a  term  of  more  than  one  year  and  not  more  than  three  years  175.925  00 

For  a  term  of  more  than  three  years   252,350  00 

Whole  amount  of  rifks  terminated  during  the  year   691,405  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted) occurring  during  the  year  on  risks  of  the  Company   3,850  00 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in 

the  State  of  New  Jersey  -   3.850  00 

(  ash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey   4,791  85 

Premium  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey  _*   14,542  59 
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BOUND  BROOK  MUTUAL  FIRE  ASSURANCE  COMPANY. 

BOUND  BROOK,  X.  J. 
Incorporated  February  24,  1838.  Commenced  business  March  9,  1838. 


I.  ASSETS. 

Cash  in  the  First  National  Bank,  Somerville   (30  39 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit 

notes  held  by  the  Company   29  90 

All  other  assets  and  property  owned  by  the  Company,  and  not  in- 
cluding any  of  the  preceding  items,  at  the  actual  cash  value 
thereof   50  00 


Gross  assets  of  the  Company,  except  premium  notes  liable 

to  assessmen t    ^  _  _  $110  29 

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
495  in  number,)  which  are  liable  to  future  assessment  for 
payment  of  claims,  deducting  the  amount  already  assessed  or 
collected  thereon   $139,609  27 

II.  LIABILITIES. 

Losses  adjusted  which  are  unpaid,  including  interest  thereon   $120  00 

Whole  amount  (including  interest)  due  or  to  become  due  for  bor- 
rowed money      408  91 

Office,  agency  and  incidental  expenses  —  10  00 


Gross  cash  liabilities   $538  91 

Total  amount  of  insurance  by  policies  now  in  force  $950  102  60 

iii.  nroora. 

Cash  deposits  received      -                        -    $115  75 

Cash  received  for  interest  and  dividends  from  all  other  sources  4  00 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notc>  2,765  47 

Cash  received  from  all  other  sources,  viz.,  loan    10  00 


Gross  cash  income   -  $2,895  22 

Whole  amount  of  premium  or  deposit  notes  liable  to  MMHHMI1 

actually  received  during  the  year   -   $5,142  51 

IV.  KXPKNDITtJKKH. 

Paid  for  losses                                         -    $2,828  02 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   259  95 

Paid  for  interest  -   «  50 
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All  other  cash  payments  and  expenditures,  viz.,  office,  agency, 

incidental  expenses  and  loans  paid   477  18 


Gross  cash  expenditures   $3,613  65 

V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $950,102  60 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   .139,609  27 

Whole  amount  of  risks  outstanding  in  the  State  of  New  Jersey--  950,102  60 
Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)  -   37,530  10 

For  a  term  of  ten  years   37,530  10 

Whole  amount  of  risks  terminated  during  the  year   34,177  50 

Whole  amount  of  losses  (including  those  unpaid,  reported  and 

disputed,)  occurring  during  the  year  on  risks  of  the  Company  2,948  02 
Amount  of  all  losses  occurring  during  the  year  on  risks  located  in 

the  State  of  New  Jersey   2,948  02 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey   115  75 

Premiums  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey.   5,142  51 

Assessments  made  during  the  year  on  premium  or  deposit  notes.-  2,830  80 

Cash  loaned  during  the  year   400  00 


BURLINGTON  COUNTY  ASSOCIATION. 

For  the  Insurance  of  Owners  of  Houses  and  other  Buildings 
from  Loss  by  Fire. 


MKDFORD,  N,  J. 

Incorporated  April  23,  1821.  Commenced  business,  1823. 

Charles  Btokjb,  PrmndmL  Isaac  W.  Stokes,  Skcrttarg, 

L  ASSETS. 

Cash  loaned  hy  the  Company,  and  secured  by  mortgage  of  real  es- 


tate  $124,359  00 

Cash  value  of  stocks  and  honds  owned  by  the  Company   4,000  00 

All  other  cash  loans  made  hv  the  Companv,  notes  of  hand   4,045  43 

Cash  in  bank  -   794  66 


Cross  assets  of  the  Company 


1883.]       Companies  of  the  State  of  New  Jersey.  47 

II.  LIABILITIES. 

Office,  agency  and  incidental  expenses   8604  00 

Gross  cash  liabilities   $604  00 


Total  amount  of  insurance  by  polices  now  in  force  $4,551,433  50 


III.  INCOME. 

Cash  received  for  premiums,  without  deductions  for  brokerage, 
commissions,  return  premiums,  amount  paid  for  re-insurance 
or  otherwise   85,694  14 

Deduct  amount  paid  for  return  premiums  on  cancelled  and  sur- 
rendered policies  and  for  re-insurance  '      1,922  9U 


Net  cash  premiums   $3,771  24 

Cash  received  for  interest  on  mortgages  of  real  estate   8,520  67 

Cash  received  for  interest  and  dividends  from  all  other  sources--  421  00 


Gross  cash  income   $12,71291 


\ 

IV.  EXPENDITURES. 

Paid  for  losses   $3,215  30 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   1,200  00 

Paid  for  interest   308  33 

Paid  for  taxes   848  39 

Paid  dividend  declared  in  1882,  payable  in  1883  to  policy  holders  30,740  34 


Gross  cash  expenditures   $30,312  36 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year  

Whole  amount  of  cash  deposits  received  on  outstanding  risks  

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey  

Whole  amount  of  risks  written  during  the  year  all  located  in  the 

State  of  New  Jersey  

For  a  term  of  more  than  three  years  

Whole  amount  of  risks  terminated  during  the  year   - 

Whole  amount  of  losses  (including  those  unpaid,  reported  and 

disputed, )occurring  during  the  year  on  risks  of  the  Company 
Amount  of  all  losses  occurring  during  the  year  on  risks  located  in 

the  State  of  New  .Jersey  -- 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  .Jersey    -- 

Cash  borrowed  during  the  year   

Cash  loaned  during  the  year   -   


$4,551,433  50 
167,177  08 

4,551,433  50 

63,618  00 
63,613  00 
23,000  00 

3,215  30 

3,215  30 

5,694  14 

10,000  00 
1,823  00 
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OR  ANBURY  MUTUAL  FIRE   INSURANCE  COMPANY. 


CRANBURY,  N.  J. 
Incorporated  May  31,  1879.  Commenced  business,  June  2,  1ST'.). 

Ezekiel  Silvers,  President.  James  If.  Goodwin,  Secretary. 

I.  ASSETS. 

Cash  in  the  office  of  tlie  Company   *1(.>  12 

Gross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment    $19  12 

Amount  of  premium  or  deposit  notes  held  by  the  Company  which 
are  liable  to  future  assessment  for  payment  of  claims,  deduct- 
ing the  amount  already  assessed  or  collected  thereon   $15,724  17 

II.  LIABILITIES. 

Office,  agency  and  incidental  expenses  $40  00 

Gross  cash  liabilities  $40  00 

Total  amount  of  Insurance  by  policies  now  in  force   1287,882  00 

III.  INCOME. 

Cash  received  from  all  other. sources   $2o  44 

Gross  cash  income   $2*5  44 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   $7(59  70 

IV.  EX  PENDITUHES. 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes    $40  00 

QfOflfl  cash  expenditures--   $40  00 

V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year  —  $287,882  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

rec  eived  on  outstanding  risks.    1~>,724  17 

Whole  amount  of  risks  written  dtiring  the  vear  all  located  in  the 

State  of  New  Jersey   *   14,070  00 

For  a  term  of  more  than  one  year  and  not  more  than  three  years  14,070  00 

Premium  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersev   7G9  70 
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CUMBERLAND  MUTUAL  FIRE  INSURANCE  COM- 
PANY. 


BRIDCxETON,  N.  J. 


Incorporated,  February,  L844. 
David  P.  Elmer,  President, 


Commenced  business  May  1,  1844. 
Henry  B.  Lupton,  Secretary. 


I.  ASSETS. 

Real  estate  owned  by  the  Company,  after  deducting  the  full  amount 

of  all  liens  and  incumbrances  thereon   $6,000  00 

<Jash  loaned  by  the  Company,  and  secured  by  mortgage  of  real 

estate  '   2,000  00 

Gush  value  of  stocks  and  bonds  owned  by  the  Company   32,300  00 

All  other  cash  loans  made  by  the  Company   2,125  00 

Cash  in  the  office  of  the  Company   7  73 

"Cash  in  the  Cumberland  National  Bank   101  56 

Net  amount  of  cash  (after  deducting  commissions  and  all  other 
charges)  due  the  Company  from  agents  for  premiums  collec- 
ted and  in  course  of  transmission   3,240  23 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets, 
and  not  included  in  the  cash  market  value  or  amount  thereof 
as  above  stated  '  121  00 

Gross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment   $45,895  52 

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
8518  in  number)  which  are  liable  to  future  assessment  for 
payment  of  claims,  deducting  the  amount  already  assessed  or 
collected  thereon  I  $2,280,757  00 


II.  LIABILITIES. 


Losses  adjusted  which  are  unpaid     (2,000  00 

Losses  reported  in  process  of  adjustment,  or  on  which  no  action 

has  been  taken                   '       7,800  00 

I  mosses  disputed  or  resisted  by  the  Company      -               -.   4,000  <((> 


Gross  cash  liabilities    __ 

Total  amount  of  insurance  by  policies  now  in  force 


$]3,X()()  (M) 


118.128.010  00 


m.  INCOMK. 

Cash  received  for  premiums,  without  deductions  for  brokerage, 
commission^  return  premiums,  amount  paid  for  reinsurance 
or  otherwise   $13,fiftfl  6rt 

Deduct  amount  paid  for  return  premiums  on  cancelled  and  sur- 
rendered policies  and  for  re-insurance  BM  tH) 

Net  cash  premiums 
Cash  received  for  interest  on  mortgages  of  real  estate 


118,007  75 

120  00 
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Cash  received  for  interest  and  dividends  from  all  other  sources  1,113  85 

(ash  received  for  assessments  or  calls  on  premium  or  deposit  notes  147  50 

Cash  received  for  rent  •   84  00 


Gross  cash  income   $14,473  10 


Whole  amount  of  premium  or  deposil  ootea  liable  to  assessment 

actually  received  during  the  year   $123,127  00 

IV.  EXPENDITURES. 

Paid  tor  losses  —  -   $10,389  30 

Paid  for  brokerage  and  commissions  on  assessment  .   4  95 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   2,891  50 

Paid  for  interest  -   22  33 

Paid  for  taxes  -  -   83  00' 

All  other  cash  payments  and  expenditures,  viz.,  Office, agency  and 

incidental  expenses   853  52 


Gross  cash  expenditures   $14,244  60 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $13,128,010  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   2,444,402  00 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   214,644  90 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey   13,115,410  00- 

Whole  amount  of  risks  written  during  the  year  all  located  in  the 

State  of  New  Jersey   1,183,830  00 

Whole  amount  of  risks  terminated  during  the  year   1,159,454  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and 

disputed,)  occurring  during  the  year  on  risks  of  the  Company  19,801  00- 
Amount  of  all  losses  occurring  during  the  year  on  risks  located  in 

the  State  of  New  Jersey-  —   19,801  00 

(  ash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey   13,007  75 

Premium  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey   123,127  00 

Cash  borrowed  during  the  year   2,000  00 

Cash  loaned  during  the  year  .   500  00- 
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ELIZABETH  MUTUAL  INSURANCE  COMPANY. 


ELIZABETH,  N.  J. 
Incorporated  April  10,  1812.         •  Commenced  business  April  1,  1829. 

J  on  as  W,  Townley,  President.  Samuel  Pierce,  Secretary. 

I.  ASSETS. 

Cash  loaned  by  the  Company,  and  secured  by  mortgage  of  real 

estate  1  .   $700  00 

Cash  value  of  stocks  and  bonds  owned  by  the  Company   1,120  00 

Cash  loaned  by  the  Company,  and  secured  by  stocks,  bonds  and 

other  securities  as  collateral   050  0O 

All  other  cash  loans  made  by  the  Company   400  00 

Cash  in  the  office  of  the  Company   96  84 

Cash  in  the  National  State  Bank   4,146  18 

Amount  due  the  Company,  and  not  included  in  the  preceding 
items,  for  office  and  other  premiums  unpaid  and  in  course  of 

collection   86  0O 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit 

notes  held  by  the  Company   148  32 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets, 
and  not  included  in  the  cash  market  value  or  amount  thereof 

as  above  stated^   178  75 

All  other  assets  and  property  owned  by  the  Company,  and  not  in- 
cluding any  of  the  preceding  items,  at  the  actual  cash  value 
thereof  —  -   70  00 

Gross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment   $7,59(5  09 

Amount  of  premium  or  deposit  notes  held  by  t  he  Company  (being 
1,380  in  number,)  which  are  liable  to  future  assessment  for 
payment  of  claims,  deducting  the  amount  already  assessed  or 
collected  thereon     1161,000  00 

II.  LIABILITIES. 

Office,  agency  and  incidental  expenses   (167  78 

Gross  cash  liabilities    Slt»7  73 

Total  amount  of  insurance  by  policies  now  in  force  $2,sw.!«:t  00 

III.  INCOME. 

Ca*h  received  for  premiums,  without  deductions  for  brokerage, 
commissions,  return  premiums,  amount  paid  for  re-iDJuranoe 
or  otherwise      t7'21  7H 

Deduct  amount  paid  lor  return  premiums,  on  cancelled  and  sur- 
rendered policies  and  for  re-imiurance  -   18  01 

Net  cash  premiums   _   $708  4f> 

Cash  received  lor  interest  on  mortgage*  of  real  eatatc    -4  /)0 
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Cash  received  for  interest  and  dividends  from  all  other  sources  132  33 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes  8,424  55 

("ash  received  from  all  other  sources,  viz.,  fees  for  policies  75 


Gross  cash,  income  -   $9,317  85 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year  .       $942  00 

IV.  EXPENDITURES. 

Paid  for  losses   $3,109  79 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   2,100  00 

Paid  for  taxes   38  76 

Paid  for  rent   400  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   172  00 


Gross  cash  expenditures   $5,820  55 

V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $2,896,923  00 

Whole  amount  of  premium  or  deposits  notes,  liable  to  assessment, 

received  on  outstanding  risks   161,555  00 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   3,156  00 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey   2,885,123  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)   103,400  00 

Whole  amount  of  risks  terminated  during  the  year   144,540  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and 

disputed,)  occurring  during  the  year  on  risks  of  the  C  ompany  3,109  79 
Amount  of  all  losses  occurring  during  the  year  on  risks  located  in 

the  State  of  New  Jersey  .-     3,109  79 

Premium  notes  received  during  the  vear  on  risks  in  the  State  of 

New  Jersey  ,  .   942  00 

Cash  loaned  during  the  year   1,050  00 
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ESSEX  COUNTY  MUTUAL  INSURANCE  COMPANY. 


BLOOMFIELD,  N.  J. 
Incorporated  February  13,  1844.  Commenced  business  May  1,  1844. 

Joseph  K.  Oakes,  President.  Thomas  C.  Dodd,  Secretary. 

I.  ASSETS. 

Cash  in  bank   $o,631  57 

Amount  due  the  Company,  and  not  included  in  the  preceding 
items,  for  office  and  other  premiums  unpaid  and  in  course  of 
collection   1/200  00 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets, 
and  not  included  in  the  cash  market  value  or  amount  thereof 
as  above  stated   80  00 

All  other  assets  and  property  owned  by  the  Company,  and  not  in- 
cluding any  of  the  preceding  items,  at  the  actual  cash  value 
thereof---   50  00 

Gross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment   $6,961  57 

Amount  of  premium  or  deposit  notes  held  bv  the  Company,  (be- 
ing 1,652  in  number)  which  are  liable  to  future  assessment  for 
payment  of  claims,  deducting  the  amount  already  asssessed  or 
collected  thereon   993,456  <*) 

M.  LIABILITIES, 
None. 

Total  amount  of  insurance  by  policies  now  in  force  12,552,060  00 

in.  [NCOM& 

Cash  received  for  premiums,  without  deductions  for  brokerage, 
commissions,  return  premiums,  amount  paid  for  re-insur- 
ance or  otherwise   $5,087 

Deduct  amount  paid  for  return  prenii u ins  on  cancelled  and  sur- 
rendered policies  and  for  re-insurance    125  04 

Net  cash  premiums      $4,962  16 

Cash  received  for  interest  and  dividends  from  all  other  source*  I7"»  L2 

Gross  cash  income     W,187  '^H 

Whole  amount  of  premium  or  deposit  notes  liable  t<>  assessment 

actually  received  during  the  year    182,165  DO 

iv.  EI  PKNiu  ri  iu>. 

Paid  for  losses     $1,782  Hf> 

Paid  for  brokerage  and  commissions  on  premiums  fOo  iio 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes  1,620  <>0 
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Paid  for  rent   50  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses     74  20 


Gross  cash  expenditures    $4/230  25 


V.  GENERAL  ITEMS. 


Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $2,552,060  00 

Whale  amount  of  premium  or  deposit  notes,  Liable  to  assessment, 

received  on  outstanding  risks     116,820  00 

Whole  amount  of  cash  de  posits  received  on  outstanding  risks  -  23,364  00 
Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey  -   2,552,060  00 

Whole  amount  of  risks  written  during  the  year  all  located  in  the 

State  of  New  Jersey—  -   590,710  00 

For  a  shorter  term  than  one  year   6,600  00 

For  a  term  of  one  year   118,500  00 

For  a  term  of  more  than  one  year  and  not  more  three  years —  29,900  00 

For  a  term  of  more  than  three  years   435,710  00 

Whole  amount  of  risks  terminated  during  the  year   662,63(5  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company.-  1,582  85 
Amount  of  all  losses  occurring  during  the  vear  on  risks  located  in 

the  State  of  New  Jersey  *   1,582  85 

( Sash  premiums  or  deposits  received  during  the  vear  on  risks  in 

the  State  of  New  Jersey  1   4,962%  16 

Premium  notes  received  during  the  vear  on  risks  in  the  State  of 

New  Jersey  .   22,165  00 


FARMERS'  MUTUAL  FIRE  ASSURANOK  ASSOCIATION 
OF  NEW  JERSEY. 


READINGTON,  X.  .J. 
[noorporated  March  •">.  1856.  Commenced  business  April  26,  1856. 

Ttms  Y.  M.  (  ox,  President,  Joseph  Tj eompsok,  Secretary. 

I.  ASSKTS. 

Cash  in  the  office  of  the  Company  and  hank    334  05 

Amount  due  the  Company,  and  not  included  in  the  preceding 
items,  for  office  and  other  premiums  unpaid  and  in  course  of 


collection    146  67 

Net  amount  <»f  unpaid  assessments  or  calls  on  premium  or  deposit 

notes  held  hy  the  Company   ---  100  00 

.Ml  other  asseti  and  property  owned  by  the  Company,  and  not  in- 
cluding any  Of  the  preceding  items,  at  the  actual  cash  value 
thereof      '    250  00 


irrom  asfletft  of  the  Company      $830  72 
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II.  LIABILITIES. 

Losses  adjusted  which  are  unpaid,  including  interest  thereon   $305  30 

Losses  disputed  or  resisted  by  the  Company   2,427  17 


Gross  cash  liabilities   $2,732  47 


'Total  amount  of  insurance  by  policies  now  in  force  $11,448,638  00 

III.  INCOME. 

Net  cash  premiums   $2,056  45 

Cash  deposits  received   80  24 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes  34,216  60 

-Cash  received  from  all  other  sources,  from  surveyors   499  71 


Gross  cash  income   $36,853  00 


IV.  EXPENDITURES. 

Net  amount  paid  for  losses  ._.  $10,790  08 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   4,007  06 

Cash  deposits  returned  during  the  year   68  24 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses,  $333.65 ;  notes  in  bank  paid,  $22,000  00  22,333  65 


Gross  cash  expenditures   $37,199  03 

V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $11,448,638  00 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey   11,448,638  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)   1,072,218  00 

For  a  term  of  more  than  three  years   1,072,21 8  00 

Whole  amount  of  risks  terminated  during  the  year                    _  1,187,099  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted) occurring  during  the  year  on  risks  of  the  Company--  9,7(51  03 
Amount  of  all  losses  occurring  during  the  year  on  risks  located  in 

the  State  of  New  Jersey   9,761  03 

•Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey    2,056  45 

\  • 
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F  A  KM  EES'  MUTUAL  FIRE  INSURANCE  ASSOCIATION. 


i 

DANVILLE,  X.  J. 
Incorporated  March  '2(>,  1860.  Commenced  business  June  26,  1860. 

Lewis  Merrill,  President,  Daniel  Fleming,  Secretary* 

[.  ASSETS. 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit 
notes  held  by  the  Company  

All  other  assets  an  1  property  owned  by  the  Company,  and  not  in- 
cluding any  of  the  preceding  items,  at  the  actual  easli  value 

thereof-  »T  


( rross  assets  of  the  Company,  except  premium  notes  liable 
to  assessment  

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
598  in  number,)  which  are  liable  to  future  assessment  for  pay- 
ment of  claims,  deducting  the  amount  already  assessed  or  col- 
lected thereon   944,450  32 

II.  LIABILITIES. 

Whole  amount  (including  interest)  due  or  to  become  due  for  bor- 
rowed money    


(  rrOSS  Cash  liabilities 
Total  amount  of  insurance  by  policies  now  in  force   9906,452  0!) 

III.  [NCOME. 

Gash  deposits  received      $107  52 

Gash  received  for  assessments  or  calls  on  premium  or  deposit  notes         3,996  16 


Gross  cash  income     $4,103  68 

win*]*-  amount  <>f  premium  or  deposit  notoi  liable  to  assessment 

actually  received  during  tin*  year.       >5,712  38 


$421  48 
477  38 
$898  86 


$1,135  00 
$1,135  00 


[V.  EXPENDITURES. 


Paid  for  salaries  and  fees  to  officers,  agents  and  employes  $446  11 

Paid  tor  interest  ...                                          -   141  97 

Paid  tor  taxes    .    20  00" 

Paid  tor  rent   3  00 

All  other  cash  payments  and  expenditures,  viz.,  office, agency  and 

incidental  expenses     140  34 

Paid  loan         .  .       -    3,352  26 


Gross  cash  expenditures    $4,103  68 
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V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $906,452  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   44,450  32 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   906  45 

Whole  amount  of  risks  outstanding  on  propertv  located  in  the 

State  of  New  Jersey  -   906,452  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in 

the  State  of  New  Jersey)--                   *  ,   118,431  00 

For  a  term  of  more  than  one  year  and  not  more  than  three 

years  ,   5,000  00 

For  a  term  of  more  than  three  years   113,431  00 

Whole  amount  of  risks  terminated  during  the  year   177,519  50 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey    107  52 

Premium  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey   5,712  38 

Assessments  made  during  the  year  on  premium  or  deposit  notes--  4,108  38 

Cash  borrowed  during  the  year   4,487  26 


FARMERS'  MUTUAL  FIRE  INSURANCE  COMPANY. 


SALEM,  X.  J. 

Incorporated  May,  1851.  Commenced  business,  1851. 


A.LPHEU8  Bildebback,  President.  Jonathan  B.  Grier,  Secretary. 

I.  ASSETS. 

Cash  loaned  by  Company,  and  secured  by  mortgage  of  real  estate  $3,650  00 

Cash  value  of  stocks  and  bonds  owned  by  the  Company.   5,220  00 

Cash  loaned  by  the  Company,  and  seen  red   by  slocks,   bonds,  and 

other  securities  as  collateral.  -             -       3,178  27 

Cash  in  the  office  of  the  Company       68  40 

('ash  in  First  National  Hank,  Salem     828  67 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets, 
and  not  included  in  the  Cash  market  value  or  amount  thereof 

as  above  stated     288  90 


Cross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment          ...  ....     $13,184  24 

Amount  of  premium  or  deposit  notes  held  by  the  Company  which 
arc  liable  to  future  assessment  for  payment  of  claims,  deduct- 
ing the  amount  already  assessed  or  collected  thereon  8298,082  00 
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II.  LIABILITIES. 

Losses  reported  in  process  of  adjustment!  <>r  on  which  no  action 

has  been  taken   $500  00 

Gross  cash  liabilities   $500  QQ 

Total  amount  of  insurance  by  policies  now  in  force  $1,999,695  00 

III.  rNCOME. 

Cash  received  for  premiums,  without  deductions  for  brokerage, 
commissions,  return  premiums,  amount  paid  for  re-insurance 
or  otherwise   #2,477  28 

Deduct  amount  paid  for  return  premiums  on  cancelled  and  sur- 
rendered policies  and  for  re-insurance   74  57 

Net  cash  premiums   $2,402  71 

Cash  received  for  interest  on  mortgages  of  real  estate   219  00 

Cash  received  tor  interest  and  dividends  from  all  other  sources- _  327  48 

Gross  cash  income   $2,949  19 

Whole  ainount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   #19,873  00 

IV.  EXPENDITURES. 

Paid  for  losses   $1,540  73 

Paid  for  brokerage  and  commissions  on  premiums   103  55  » 

Paid  for  salaries  and  fees  to  officers,  agents  and  emploves   293  00 

Paid  for  taxes  -   91  46 

Paid  for  rent   50  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   118  20 

Gross  cash  expenditures   $2,196  94 


V.  GENERAL  ITEMS. 


Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $1,959,695  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   293,982  00 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   20,548  33 

Whole  amount  of  risks  outstanding  on  propertv  located  in  the 

State  of  New  .Jersey   1,953,032  00 

Whole  amount  of  risks  written  during  the  vear  all  located  in  the 

State  of  New  Jersey  L  ._  230,940  00 

For  a  shorter  term  than  one  year   4,000  00 

For  a  te  rm  of  one  vear   36,522  00 

For  a  term  of  five  years   1   190,418  00 

Whole  amount  of  risks  terminated  during  the  year   153,791  00 

\\'h<»le  amount  of  lo-<es  (including  those  unpaid,  reported  and  dis- 
puted, |  occurring  during  the  year  on  risks  of  the  (  ompany.  2,040  73 
Ajnount  of  all  Losses  occurring  during  the  vear  on  risks  Located 

in  the  State  of  New  Jersey                 _  _    2,040  73 

<  ash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey    2,477  28 

Premium  notes  received  during  the  vear  on   risks  in  the  State  of 

New  Jersey  .   19,873  00 

L'ukIi  loaned  during  the  year    1,700  00 
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FRANKLIN  FARMERS'  MUTUAL  FIRE  ASSURANCE 
ASSOCIATION. 


EAST  MILLSTONE,  N.  J. 
Incorporated  May  26,  1879.  Commenced  business  June  2,  1879. 

John  M.  Garretson,  President.  Peter  N.  Van  Nuys,  Secretary. 

I.  ASSETS. 

None. 

Amount  of  premium  or  deposit  notes  held  by  the  Company  which 
are  liable  to  future  assessment  for  payment  of  claims,  de- 
ducting the  amount  already  assessed  or  collected  thereon          $18,866  46 

II.  LIABILITIES. 

Gross  cash  liabilities   $116  92 


Total  amount  of  insurance  by  policies  now  in  force   .1542,276  00 

III.  INCOME. 

Cash  premiums   $56  07 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes  892  65 

Gross  cash  income   $948  72 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   $1,964  60 

IV.  EXPENDITURES. 

Paid  for  losses   $815  07 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes  ■__  171  38 

Paid  for  interest   10  24 

Paid  for  rent   10  00 

All  other  cash  payments  and  expenditures,  viz.,  oflice,  agency  and 

incidental  expenses   58  95 


Gross  cash  expenditures   $1,065  64 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $542,276  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   18,866  46 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey   542,276  00 

Whole  amount  of  risks  written  during  the  vear  (all  located  in  the 

State  of  New  Jersey)       57,170  00 
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For  a  term  of  more  than  three  years   57,170  00 

Whole  amount  of  risks  terminated  during  the  year   32,380  00 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey   56  07 

Premium  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey   1,964  60 

Cash  borrowed  during  the  year    116  92 


BACKETTSTOWN  MUTUAL  FIRE  INSURANCE  COM- 
PANY. 


HACKETTSTOWN,  N.  J. 
Incorporated  March  27,  1867.  Commenced  business  June  13,  1867. 

Sbymoub  R.  Smith,  President.  James  Fisher,  Secretary. 

I.  ASSETS. 

Oash  in  the  office  of  the  Company   __  $1  85 

Net  amount  of  cash  (after  deducting  commissions  and  all  other 
charges)  due  t lie  Company  from  agents  for  premiums  col- 
lected and  in  course  of  transmission    43  60 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit 

notes  held  by  the  Company   225  00 

All  other  assets  and  property  owned  by  the  Company,  and  not  in- 
cluding any  of  the  preceding  items,  at  the  actual  cash  value 
thereof----   300  00 

<  iross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment  .   $570  00 

Amount  of  premium  or  deposit  notes  held  by  the  Company  which 

are  liable  to  future  assessment  for  payment  of  claims.   #29,364  50 

II.  LIABILITIES. 

Whole  amount  ( including  interest )  due  or  to  become  due  for  bor- 
rowed money   650  00 

Office,  agency  and  incidental  expenses  .   25  00 

tiros-*  cash  liabilities      _    £675  00 

Total  amount  of  insurance  by  p  »li<  i<  <  now  in  force    $684,366  00 

III.  INTOMK. 

f'ash  reeelTed  for  premiums,  without  deductions  for  brokerage, 

oomm talon ii,  return  premiums,  amount  paid  for  re-insurance 

or  otherwise   S610  10 

Deduct  amount  paid  for  return  premiums  on  cancelled  and  sur- 
rendered policies  and  for  reinsurance   66  24 

Net  cash  premiums      $543  86 

Cash  received  for  delinquent  assessments  or  calls  on  pn 
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deposit  notes   25  81 

Cash  received  from  all  other  sources,  viz.,  builder's  risk,  $3.00  ; 

A.  B.  Lare,  on  settlement,  $101.82   104  82 


Gross  cash  income   $674  49 


Whole  amount  of  -premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   $5,884  00 

IV.  EXPENDITURES. 

Paid  for  losses   $157  47 

Paid  for  brokerage  and  commissions  on  assessments   2  24 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   125  00 

Paid  for  interest   44  58 

Paid  for  taxes  ,   21  00 

Cash  premiums  returned  during  the  year   66  24 

Paid  for  rent   50  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

.  incidental  expenses,  note,  etc   304  60 


Gross  cash  expenditures   $771  13 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $684,366  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   29,364  50 

Whole  amount  of  cash  premiums  received  on  outstanding  risks.-  3,188  15 
Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey   684,366  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)   140,414  00 

For  a  term  of  five  years--   140,414  00 

Whole  amount  of  risk*  terminated  during  the  year    112,034  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and 

disputed,)  occurring  during  the  year  on  risks  of  the  Company  157  47 
Amount  of  all  losses  occurring  during  the  year  on  risks  located  in 

the  State  of  New  Jersey   157  47 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey    543  86 

Premium  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey                            _  _  .  5,884  00 
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HARD  WICK  MUTUAL  FIRE  INSURANCE  COMPANY. 


JOHNSONBURGH,  N.  J. 
Incorporated  November  10,  1841.      Commenced  business  December  6,  1841 . 
Isaac  Wildrick,  President.  W.  H.  Hawk,  Secretary. 

I.  ASSETS. 

Cash  in  the  office  of  the  Company  and  bank   $125  33 

Net  amount  of  cash  (after  deducting  commissions  and  all  other 
charges)  due  the  Company  from  agents  for  premiums  col- 
lected and  in  course  of  transmission   57  20 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit 

notes  --  431  74 

All  other  assets  and  property  owned  by  the  Company,  and  not  in- 
cluding any  of  the  preceding  items,  at  the  actual  cash  value 
thereof  __I   100  00 


( rrcwe  assets  of  the  Company,  except  premium  notes  liable 
to  assessment   $714  27 


Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
561  in  number,)  which  are  liable  to  future  assessment  for  pay- 
ment of  claims,  deducting  the  amount  already  assessed  or  col- 
lected thereon  _*   $32,622  00 

II.  LIABILITIES. 

Lowed  adjusted  which  are  unpaid,  including  interest  thereon   $900  00 


Gt068  cash  liabilities    $900  00 


Total  amount  of  insurance  by  policies  now  in  force   $776,423  00 

III.  INcoM  K. 

Net  ca<li  premiums    $444  64 

Gash  received  for  assessments  or  calls  on  premium  ordeposit  notes  1,979  12 

('ash  received  from  all  other ■ounces     421  67 

Gross  eusli  income    $2,845  43 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  n-rHvcd  during  UlC  year   $4,376  00 

IV.  K.\  I'KNiu  n  'K  i  :s. 

Paid  for  losses   $2,562  00 

Paid  for  nlariet  to  officers,  agents  and  employes    406  07 

Paid  for  interest   57  15 

Paid  for  rent       40  00 
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All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   84  10 

Gross  cash  expenditures   $3,149  32 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year  

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment, 

received  on  outstanding  risks  

Whole  amount  of  cash  deposits  received  on  outstanding  risks  

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey  

Whole  amount  of  risks  written  during  the  year  

Whole  amount  of  risks  terminated  during  the  year  

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted) occurring  during  the  year  on  risks  of  the  Company-- 
Amount  of  all  losses  occurring  during  the  year  on  risks  located  in 

the  State  of  New  Jersey  

Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey  

Premium  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey  

Assessments  made  during  the  year  on  premium  or  deposit  notes - 
(  ash  borrowed  during  the  year  


HILLSBOROUGH  MUTUAL  FIRE  ASSURANCE  ASSO- 
CIATION. 


NESHANIC,  N.  J. 

Incorporated  March  4,  1844.  Commenced  business,  L844. 
Moses  K.  Pverett,  President.  M.  W.  Sculley,  Secretary. 

i.  ASSETS. 


Cash  in  the  office  of  the  Company    $123  97 

Gross  assets  of  the  (  'oinpanv   $123  97 


II.  LIABILITIES. 

Losses  adjusted  which  are  unpaid,  including  interest  thereon  $400  00 

Losses  disputed  or  resisted  by  the  Company   6,300  00 

Whole  amount  (including  interest)  due  or  to  become  due  for  bor- 
rowed money   15,949  14 


$776,423 

00 

32,622 

00 

3,262 

20 

776,423 

00 

93,206 

00 

97,055 

oo 

2,100 

00 

2,100 

00 

437 

60 

4,376 

00 

2,562 

00 

900 

00 

Gross  cash  liabilities   

Total  amount  of  iriHuranco  on  policies  now  in  force 


$22,6*49  14 

£7,650,190  00 
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[II.  income. 

(ash  premiums   $1,208  96 

Gash  received  for  assessments  or  calls  on  premium  or  deposit  notes  19,619  91 

Cash  received  on  account  of  loss   543  33 


Gross  cash  income  —     $21,372  20 


IV.  EX  PENDITUBES. 

Paid  for  losses    18,483  86 

Paid  for  commissions  for  money  advanced  to  pay  losses,  etc   551  60 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   2,372  48 

Paid  for  interest   749  00 

Paid  for  taxes   20  00 

Paid  for  rent     31  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   312  41 

Paid  loan  advanced  by  Treasurer  to  pay  losses          ...      14,798  96* 

Gross  cash  expenditures   $37,321  34 

V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $7,650,190  00 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey  -   7,650,1*90  00 

Whole  amount  of  risks  written  during  the  year  all  located  in  the 

State  of  New  Jersey     042,394  00 

For  a  term  of  one  year   oOO  00 

For  a  term  of  more  than  oneyearand  not  more  than  three  years  1,500  <M) 

For  a  term  of  more  than  three  years    8,27")  00 

Whole  amount  of  risks  terminated  during  the  year   1,089,195  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted,) occurring  during  the  year  on  risks  of  the  Company  25,185  86 
Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey   1,208  96 

Gash  borrowed  during  the  year   15,949  14 
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HOLMDEL  MUTUAL  FIRE  INSURANCE  COMPANY. 


HOLMDEL,  N.  J.  . 
Incorporated  March  12,  1858.  Commenced  business  June  19, 1858. 

Daniel  H.  Van  Mater,  President.  Henry  W.  Magee,  Secretary. 

I.  ASSETS. 

All  other  cash  loans  made  by  the  Company   $100  00 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets, 
and  not  included  in  the  cash  market  value  or  amount  thereof 

as  above  stated   1  08 

All  other  assets  and  property  owned  by  the  Company,  and  not  in- 
cluding anv  of  the  preceding  items,  at  the  actual  cash  value 
thereof   75  00 

Gross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment   $176  08 

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
100  in  number)  which  are  liable  to  future  assessment  for  pay- 
ment of  claims,  deducting  the  amount  already  assessed  or 
collected  thereon   $17,331  00 

II.  LIABILITIES. 

None. 

Total  amount  of  insurance  by  policies  now  in  force   #346,G2o  00 

III.  LNCOME. 

Cash  Premiums   $191  90 

Cash  received  for  interest  and  dividends  from  all  other  sources  1  OS 


Gross  cash  income   $192  98 

r>le  amount  of  premium  or  deposit  notes  liable  to  assess- 
ment actually  received  during  the  year   $3,837  75 


IV.  EXPENDITURES. 


Paid  for  losses   $14  88 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes    40  60 

Paid  for  taxes   .   20  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses                                     —    20  96 


Gross  cash  expenditures   $9(>  34 
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V.  GENERAL  ITEMS. 


Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $346,625  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   17,331  00 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   850  75 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey   346,625  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)  -   76,750  00 

Tor  a  term  of  more  than  three  years   76,750  00 

Whole  amount  of  risks  terminated  during  the  year   77,259  00 

(  ash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey   191  90 

Premium  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey  1   3,837  75 

Cash  loaned  during  the  year   100  00 


HUNTERDON   COUNTY  MUTUAL  FIRE  INSURANCE 

COMPANY. 


LAMBERTVILLE,  N.  J. 
Incorporated  February  21,  1845.  Commenced  business  March,  1845. 

J  KB  km  i  ah  Hayhurst,  President.  Joskph  Smith,  Secretary. 

I.  ASSETS. 

Cash  value  of  stocks  and  bonds  owned  by  the  Company   $4,732  75 

Cash  in  the  office  of  the  Company   884  70 

Net  amount  of  cash  (after  deducting  commissions  and  all  other 
charges)  due  the  Company  from  agents  for  premiums  col- 
lected and  in  course  of  transmission   131  17 


<  rroei  assets  of  the  Company,  except  premium  notes  liable 
to  assessment   _   $5,748  62 

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
218  in  number,)  which  are  liable  to  future  assessment  for 
payment  of  claims,  deducting  the  amount  already  assessed  or 
collected  thereon     $6,11.'J  08 


II.  LIABILITY. 

Office,  agent  v  and  incidental  expenses   165  00 

Gross  ash  liabilities   $165  00 

Total  amount  of  insurance  by  policies  now  in  force   $348,149  00 
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III.  INCOME. 

Cash  received  for  premiums,  without  deductions  for  brokerage, 
commissions,  return  premiums,  amount  paid  for  re-insurance 
or  otherwise   «619  93 

Deduct  amount  paid  for  return  premiums  on  cancelled  and  sur- 
rendered policies  and  for  reinsurance   20  00 

Net  cash  premiums   $599  93 

Cash  received  for  interest  and  dividends  from  all  other  sources--  331  97 


Gross  cash  income   931  90 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   $2,245  53 


IV.  EXPENDITURES. 

Paid  for  losses  ---   $10  25 

Paid  for  brokerage  and  commissions  on  premiums  \  y. 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes  J 

Paid  for  taxes   20  00 

Paid  for  rent  -  -  -   15  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   21  45 


Gross  cash  expenditures   $167 


V.  GENERAL  ITEMS. 


Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $348,149  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks     8,732  96 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   2,619  88 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey   348,149  00 

Whole  amount  of  risks  written  during  the  vear  (all  located  in  the 

State  of  New  Jersey)  -   90,037  00 

For  a  term  of  one  year   10,620  00 

For  a  term  of  more  than  one  year  and  not  more  than  three  years  35,967  00 

For  a  term  of  more  than  three  years   43,450  00 

Whole  amount  of  risks  terminated  during  the  year   108,500  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted) occurring  during  the  year  on  risks  of  the  Company   10*25 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in 

the  State  of  New  Jersey   10  25 

Cash  premiums  or  deposits  received  during  the  vear  on  risks  in 

the  State  of  New  Jersey  1   619  93 

Premium  notes  received  during  the  vein-  on  risks  in   the  State  of 

New  Jersey  _   2,245  53 
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MERCER   COUNTY   MUTUAL   FIRE  INSURANCE 
COMPANY. 


PENNINGTON,  N.  J. 
Incorporated  March  5,  1844.  Commenced  business  April  1,  1844. 

Henry  P.  Welling,  President.  William  B.  Curlis,  Secretary, 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  after  deducting  the  full 

amount  of  all  liens  and  incumbrances  thereon   .$1,200  00 

(ash  loaned  by  the  Company,  and  secured  by  mortgage  of  real  es- 
tate  l),000  00' 

( !asb  value  of  stocks  and  bonds  owned  by  the  Company   37,887  00- 

( 'ash  in  the  office  of  the  Company   451  80 

Cash  in  bank  -  —   6,619  09 

Net  amount  of  cash  (after  deducting  commissions  and  all  other 
charges)  due  the  Company  from  agents  for  premiums  col- 
lected and  in  course  of  transmission   91  00 

1  ntt  iest  due  or  accrued  on  the  foregoing  investments  and  assets, 
and  not  included  in  the  cash  market  value  or  amount  thereof 

as  above  stated   .4>21  50 

All  other  assets  and  property  owned  by  the  Company,  and  not  in- 
cluding any  of  the  preceding  items,  at  the  actual  cash  value 
thereof  —   150  00 


I  rross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment  .   $52,720  39 

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
8668  in  number,)  which  are  liable  to  future  assessment  for 
payment  of  claims,  deducting  the  amount  already  assessed  or 
collected  thereon   $558,218  00 


II.  LIABILITIES. 
None. 

Total  amount  of  insurance  by  policies  now  in  force  5=10,318,157  00 

MI.  EXOOME. 

(  a>h  received  f«>r  premium.*,  without  deductions  for  brokerage, 
eommlmlont,  return  premium*-,  amount  paid  for  re-insurance 
or  otherwimi   $15,212  18 

Deduct  amount  paid  for  return  premiums  on  cam  elled  and  sur- 
rendered policies   112  35 

Net  cash  premiums      .....    $15,099  89 

('ash  received  lot  interest  and  dividends  from  all  other  sources--  2,350  00 

Gash  received  for  assessments  or  calls  on  premium  or  deposit  notes  4!>  30- 
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Casli  received  for  bonds  sold   4,000  00 

Cash  received  from  all  other  sources   12  10 


Gross  cash  income  —         $21,511  23 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   $77,884  00 

IV.  EXPENDITURES. 

Paid  for  losses   $8,180  36 

Paid  for  brokerage  and  commissions  on  premiums   760  00 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   709  57 

Paid  for  taxes  .   60  20 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency 

and  incidental  expenses   619  89 


Gross  cash  expenditures    $10,330  02 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $10,318,157  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   558,218  00 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   127,035  00 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey   10,275,557  00 

Whole  amount  of  risks  written  during  the  year   1,466,343  00 

Whole  amount  of  risks  terminated  during  the  year   1,367,786  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and 

disputed,)  occurring  during  the  year  on  risks  of  the  Company  7,680  36 
Amount  of  all  losses  occurring  during  the  year  on  risks  located  in 

the  State  of  New  Jersey   7,680  36 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey   15,212  18 

Premiums  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey  L   77,884  00 
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MONMOUTH    COUNTY    MUTUAL   FIRE  INSURANCE 

COMPANY. 


FKEEHOLD,  N.  J. 
Incorporated  February  18,  1858.  Commenced  business,  April  17,  1858. 

George  W.  Shinn,  President.  Charles  A.  Bennett,  Sec-Mary. 


I.  ASSETS. 


Cash  value  of  stocks  and  bonces  owned  by  the  Company   1,530  00 

Cash  loaned  by  the  Company,  and  secured  by  stocks,  bonds,  and 

other  securities  as  collateral   1,000  00 

All  other  cash  loans  made  by  the  Company   2,150  00 

Cash  in  bank   991  92. 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets, 
and  not  included  in  the  cash  market  value  or  amount  thereof 

as  above  stated   29  47 

All  other  assets  and  property  owned  by  the  Company,  and  not  in- 
cluding any  of  the  preceding  items,  at  the  actual  vash  value 
thereof  —  -   375  00 


Gross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment   $6,076  39 


Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
1,627  in  number,)  which  are  liable  to  future  assessment  for 
pavment  of  claims,  deducting  the  amount  alreadv  assessed  or 
collected  thereon   $97,309  60 


n.  LIABILITIES. 
None. 

Total  amount  of  Insurance  by  policies  now  in  force  $2,234^212  00 


III.  [NCOMJE. 

Cash  deposits  received   $3,152  S3- 

Cash  received  for  interest  and  dividends  from  all  other  sources--  299  25 

( rross  cash  income  ■>■  $3,451  58 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   $15,745  00 


EX  PENDITUBES. 


Paid  for  losses    $3,634  50 

Paid  for  salaries  and  fees  to  officers,  agents  and  emploves   412  0£ 

Paid  for  taxes  -    79  20 

Cash  deposits  returned  daring  the  year   38  34 
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All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   421  96 


Gross  cash  expenditures   $4,586  09 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $2,234,212  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   121,637  00 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   24,327  40 

Whole  amount  of  ri^ks  outstanding  on  property  located  in  the 

State  of  New  Jersey  _   2,234,212  00 

Whole  amount  of  risks  written  during  the  year  all  located  in  the 

State  of  New  Jersey   261,390  00 

For  a  term  of  more  than  three  years   261,^90  00 

Whole  amount  of  risks  terminated  during  the  year   147,960  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and 

disputed,) occurring  during  the  year  on  risks  of  the  Company  1,429  50 
Amount  of  all  losses  occurring  during  the  vear  on  risks  located  in 

the  State  of  New  Jersey   1,429  50 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey   3,152  33 

Premium  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey  -   15,745  00 

Cash  loaned  during  the  year   1,546  87 


MORRIS  COUNTY  MUTUAL  LIFE  AND  FIRE  INSUR- 
ANCE COMPANY. 


MOKKISTOWN,  N.  J. 
Incorporated  February  28,  1849.  Commenced  business,  May  30,  1849. 

J.  H.  Van  Doren,  President.  James  M.  Bonsall,  Secretary. 

I.  ASSETS. 


Real  estate  owned  by  the  Company,  after  deducting  the  full  amount 

of  Jill  Liens  and  incumbrances  thereon     $2,500  00 

Cash  loaned  by  the  Company,  and  secured  by  mortgage  of  real 

estate   6,195  00 

Cash  value  of  stoeks  and  bonds  owned  by  the  Company   2,460  00 

All  other  cash  loans  made  by  the  Company   1,780  00 

('ash  in  the  office  of  the  Company  and  in  bank    418  05 

Net  amount  of  cash  (alter  deducting  commissions  and  all  othei 
charges)  due  the  Company  from  agents  lor  premiums  collet 

ted  and  in  course  of  transmission   286  62 

Amount  due  the  Company,  and  not  included  in  the  preceding 

items,  tor  office  and  other  premiums  unpaid  and  in  COUrSC  >f 

collection   56  95 
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Interest  due  or  accrued  on  the  foregoing  investments  and  assets, 
and  not  included  in  the  cash  market  value  or  amount  thereof 
as  above  stated   191  57 

All  other  assets  and  property  owned  by  the  Company,  and  not 
including  any  of  the  preceding  items,  at  the  actual  cash  value 
thereof  _   200  00 


Gross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment   *   $14,088  19 

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
169  in  number^  which  are  liable  to  future  assessment  for 
payment  of  claims,  deducting  the  amount  already  assessed  or 
collected  thereon    $49,279  55 

II.  LIABILITIES. 
None. 

Total  amount  of  insurance  by  policies  now  in  force  $1,026,157  00 


III.  [NCOME. 


Cash  premiums   $2,892  45 

Cash  received  for  interest  on  mortgages  of  real  estate   361  66 

Cash  received  for  interest  and  dividends  from  all  other  sources--  149  00 
Dash  received  from  all  other  sources,  viz.,  notes,  $750.00  ;  mort- 
gage, $250.00  ;  note  discounted,  $350.00   1,350  00 


Gross  cash  income   $4,753  11 

Whole  amount  of  ptemium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   $12,650  00 

TV.  EXPENDITURES. 

Paid  for  losses   $3,189  02 

Paid  for  brokerage  and  commissions  on  premiums   351  21 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   670  00 

Paid  for  interest   5  43 

Paid  for  taxes   40  36 

Cash  premiums  returned  as  profits  or  surplus  on  expired  or  ter- 
minated policies.-.   489  00 

Paid  for  rent   _   125  00 

All  other  eash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses,  $115.10;  loan,  §350.00  -   405  10 


Gross  cash  expenditures.    $5,335  12 


Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $1,026,157  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks    49,279  55 

Whole  amount  of  risks  outstanding  on  property  loeated  in  the 

State  of  New  Jersey  .   1,026,157  00 

Whole  amount  of  risks  written  during  the  vear  all  loeated  in  the 

State  of  New  Jersey  -   415,370  00 

For  a  shorter  term  than  one  year  P   1,800  00 

For  a  term  of  one  year  *_   183,420  00 

For  a  term  of  more  than  one  year  and  not  more  t  ban  three  years  230,150  00 

Whole  amount  of  ri^k^  terminated  daring  the  year   383,695  (K) 
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Whole  amount  of  losses  (including  those  unpaid,  reported  and 

disputed,)  occurring  during  the  year  on  risks  of  the  Company  3,189  02 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in 

the  State  of  New  Jersey   3,189  02 

Premium  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey   12,650  00 

Cash  borrowed  during  the  year   350  00 


NEW   BRUNSWICK   MUTUAL   FIRE  INSURANCE 
COMPANY. 


NEW  BKUNSWICK,  N.  J. 


Incorporated  February  20,  1846.  Commenced  business  May  23,  1846. 

Gustavus  Auten,  President.  Frederick  Staats,  Jr.,  Secretary. 

I.  ASSETS. 

Cash  loaned  by  the  Company,  and  secured  by  mortgage  of  real  estate         $9,700  00 

Cash  value  of  stocks  and  bonds  owned  by  the  Company   32,132  38 

Cash  in  banks   7,400  50 

Net  amount  of  cash  (after  deducting  commissions  and  all  other 
charges)  due  the  Company  from  agents  for  premiums  collected 

and  in  course  of  transmission   277  69 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets, 
and  not  included  in  the  cash  market  value  or  amount  thereof 

as  above  stated   567  99 

All  other  assets  and  property  owned  by  the  Company,  and  not  in- 
cluding anv  of  the  preceding  items,  at  the  actual  cash  value 
thereof---!   329  23 


Gross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment   $50,407  79 

Anion  n(  of  premium  or  deposit  notes  held  by  the  Company  which 
are  liable  to  future  assessment  for  payment  of  claims,  de- 
ducting the  amount  already  assessed  or  collected  thereon   $29,115  80 

II.  LIABILITIES. 

Office,  agency  and  incidental  expenses   $99  '.J'-' 


Gross  cash  liabilities   $99  99 


Total  amount  of  Insurance  by  policies  now  in  force  $1,294,884  00 


in.  in (<> mi;. 

Cash  received  for  premiums,  without  deductions  for  brokerage, 
commissions,  return  premiums,  amount  paid  for  re-in.suranee 
or  otherwise   82,040  80 

Deduct  amount  paid  for  return  premiums  on  cancelled  and  sur- 
rendered policies  and  for  re-insurance   26  25 
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Not  cash  premiums   $2,615  05 

Cash  received  for  interest  on  mortgages  of  real  estate   709  00 

Cash  received  for  interest  and  dividends  from  all  other  sources-.  1,411  44 

Cash  received  for  rents    181  36 


dross  cash  income    $4,916  85 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   $8,027  95 


IV.  EXPENDITURES. 


Paid  for  losses   $22  78 

Paid  for  brokerage  and,  commissions  on  premiums   40  13 

Paid  for  salaries  and  foes  to  officers,  agents  and  employes   1,400  00 

Paid  for  taxes  _   76  96 

Paid  for  rent  _   255  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   242  95 


Gross  cash  expenditures   $2,037  82 


V.  GENERAL  ITEMS. 


Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $1,294,884  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   29,115  30 

AVhole  amount  of  cash  deposits  received  on  outstanding  risks   9,612  04 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey   1,292,884  00 

Whole  amount  of  risks  written  during  the  year   334,575  00 

For  a  term  of  more  than  one  year  and  not  more  than  three 

years   334,575  00 

AVhole  amount  of  risks  terminated  during  the  year      -    330,875  00 

Amount  of  all  losses  occurring  during  the  year  on  risks  located 

in  the  State  of  New  Jersey   22  78 

('ash  premiums  or  deposits  received  during  the  vear  on  risks  in 

the  State  of  New  Jersey   2,615  05 

Premium  notes  received  during  the  vear  on  risks  in  the  State  of 

New  Jersey  .  ,  8,027  95 
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PATRONS  MUTUAL  FIRE  INSURANCE  COMPANY. 


HAMILTON  SQUAKE,  N.  J. 
Incorporated  March  29,  1881.  Commenced  business  March  29,  1881. 

John  C.  Cubberley,  President.  Theodore  Cubbereey,  Secretary. 

I.  ASSETS. 

Cash  in  bank   $146  45 


Gross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment   $146  45 


Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
121  in  number,)  which  are  liable  to  future  assessment  for  pay- 
ment of  claims,  deducting  the  amount  already  assessed  or  col- 
lected thereon   $13,387  90 

II.  LIABILITIES. 

Office,  agency  and  incidental  expenses   $79  25 


Gross  cash  liabilities   $79  25 


Total  amount  of  insurance  by  policies  now  in  force   $267,758  00 

III.  INCOME. 

Cash  deposits  received   $135  40 


Gross  cash  income   $135  40 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   $4,513  50 

IV.  EXPENDITURES. 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   $10  75 

Paid  for  rent   5  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   63  50 


Gross  cash  expenditures   $79  25 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  al  the  end  of  the  year    $267,758  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   18,887  (.H) 

Whole  amount  of  cash  deposits  received  on  outstanding  riskfl  KM  68 

Whole  amount  of  risks  outstanding  on  property  Located  in  the 

State  of  New  Jersey   267,758  00 
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Whole  amount  of  risks  written  during  the  year  all  Located  in  the 

State  of  New  Jersey  ,  .   89,270  00 

Whole  amount  of  risks  terminated  during  the  year   1,000  00 

('ash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey  1   135  40 

Premium  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey  .   4,513  50 


PLAINFIELD  MUTUAL  ASSURANCE  FIRE  COMPANY. 


PLAINFIELD,  N.  J. 
Incorporated  February  15,  1834.  Commenced  business,  March  12,  1834. 

Alfred  Berry,  President       *  Walter  L.  Hetfield,  Secretary. 

%      i.  assp:ts. 

Cash  in  bank   $176  51 

Gross  assets  of  the  Company,  except  premium  notes  liable 

.  to  assessment  .  $176  51 

w  ._  . 

Amount  of  premium  or  deposit  notes  held  by  the  Company  which 
are  liable  to  future  assessment  for  payment  of  claims,  deduct- 
ing the  amount  already  assessed  or  eolleeted  thereon   $60,465  40 


II.  LIABILITIES. 
None. 

Total  amount  of  insurance  by  policies  now  in  force  $  47(5,222  00 


HI.  INCOME. 

Cbftfa  premiums   $93  75 

Cash  deposits  received      _    _ Z   187  83 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes  158  38 

Groes  cash  income      $439  96 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   SI ,620  00 


IV.  EXPENDITURES. 

Paid  for  losses    ._   .   $100  75 

Paid  for  salaries  and  feel  to  officers,  agents  and  employes   1(>0  00 

All  other  cash  payments  and  expenditures,  vi/..,  office,  agency  and 

incidental  expenses   2  70 


Ghroes  cash  expenditures 


$263  45 
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V.  GENERAL  ITEMS. 


Whole  amount  of  risks  outstanding  at  the  end  of  the  year  $476,222  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   60,465  40 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   93  75 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey-  -  —        476,222  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted) occurring  during  the  year  on  risks  of  the  Company- _  100  75 

Amount  of  all  losses  occurring  during  the  year  on  risks  located  in 

the  State  of  New  Jersey   100  75 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey  _^   93  75 

Premium  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey  -   1,620  00 


PRINCETON  MUTUAL  FIRE  INSURANCE  COMPANY. 


PRINCETON,  N. 

Incorporated  March  10,  1856.  Commenced  business,  October  9,  1856. 

Andrew  L.  Rowland,  President.  George  O.  Vanderbilt,  Secretary. 

« 

[.  ASSETS. 


Cash  in  the  Princeton  National  Bank   $1,309  70 

Net  amount  of  cash  (after  deducting  commissions  and  all  other 
(  barges)  due  the  Company  from  agents  for  premiums  and 
assessments  collected  and  in  course  of  transmission   1,175  53 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit 

notes  held  by  the  Company   2,069  72 

All  other  assets  and  property  owned  by  the  Company,  and  not  in- 
cluding anv  of  the  preceding  items,  at  the  actual  cash  value 
the  eof   558  81 


Gross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment   .  .          $5,113  76 

Amount  of  premium  or  deposit  notes  held  by  the  ( 'ompany,  (be- 
ing 1,210 in  number)  which  arc  liable  to  fill  ure  assessment  for 
payment  of  claims,  deducting  the  amount  already  asssessed  <>■■ 
collected  thereon  „    #1)7,125  00 

II.  LIABILITIES. 

Losses  adjusted  which  are  unpaid,  including  interest  thereon  $2,900  00 
Whole  amount  (including  interest )  due  or  to  become  due  for  bor- 
rowed money     2,1 20  00 

Office,  agency  and  incidental  expenses  i<)5  56 


Grow*  cash  liabilities   $5,215  56 


Total  amount  of  insurance  by  policies  now  in  force  91,7:15,212  00 
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III.  INCOME. 

Cash  received  for  premiums,  without  deductions  for  brokerage, 
commissions,  return  premiums,  amount  paid  for  re-insurance 


Deduct  amount  paid  tor  return  premiums  on  cancelled  and  sur- 
rendered policies  and  for  reinsurance   64  64 


Net  cash  premiums   $1,431  35 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes  11,814  74 

(ash  received  from  all  other  sources,  viz.,  money  borrowed   800  00 


Gross  cash  income   $14,046  09 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   $13,134  ()0 

IV.  EXPENDITURES. 

Paid  for  losses  1   $4,236  96 

Paid  for  brokerage  and  commissions  on  premiums   74  74 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   1,105  95 

Paid  for  interest   204  07 

Paid  for  taxes   20  00 

(  ash  deposits  returned  during  the  vear   64  64 

Paid  for  rent  --«    140  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   363  83 

Paid  monev  borrowed  in  1882,  $6,500.00 ;  monev  borrowed  in 

1883,  $800.00   7,300  00 


Gross  cash  expenditures   $13,510  19 


V.  GENERAL  ITEMS. 

Whole  amount  of  risk>  outstanding  at  the  end  of  the  year   $1,735,212  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   131,587  00 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   13,340  21 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey    1,735,212  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)   176,745  00 

For  a  term  of  more  than  three  years   176,745  00 

Whole  amount  of  risk*  terminated  during  the  year   563,123  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and 

disputed,)  occurring  during  the  year  on  risks  of  the  Company  3,116  96 
Amount  of  all  losses  occurring  during  the  year  on  risks  located  in 

the  State  of  New  Jersey    3,116  96 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey  _     1,431  35 

Premium  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey     13,134  00 

Assessments  made  during  the  year  on  premium  or  deposit  notes--  13,840  07 
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RAHWAY  MUTUAL  FIRE  INSURANCE  COMPANY. 


KAHWAY,  N.  J. 

Incorporated  February  25,  1833.  Commenced  business  April  2,  1833. 

Isaac  Osborn,  President.  Abel  V,  Shotwel.l,  Secretary. 

I.  ASSETS. 

Gash  value  of  stocks  and  bonds  owned  by  the  Company   4,852  22 

Cash  in  the  office  of  the  Company   908  65 

Cash  in  the  Rah  way  Savings  Bank   88  75 

All  other  assets  and  property  owned  by  the  Company,  and  not  in- 
cluding any  of  the  preceding  items,  at  the  actual  cash  value 
thereof   620  36 


Gross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment   $6,469  98 


Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
851  in  number,)  which  are  liable  to  future  assessment  for 
payment  of  claims,  deducting  the  amount  already  assessed  or 
collected  thereon   $122,988  93 

II.  LIABILITIES. 

None. 

Total  amount  of  insurance  by  policies  now  in  force  $ 1,371,789  25 

III.  INCOME. 

Cash  premiums   $864  81 

Cash  received  for  interest  and  dividends  from  all  other  sources--  387  29 

Cash  received  from  all  other  sources,  viz.,  Government  bonds  sold  2,217  49 


Gross  cash  income   $3,469  59 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   $8,501  60 


IV.  EXPENDITURES. 

Paid  for  losses   $1,886  11 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   800  00 

Gash  deposits  returned  during  the  year   1  50 

Paid  for  rent   150  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   169  40 


Gross  cash  expenditures   $3,007  01 
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V.  GENERAL  ITEMS. 


Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $1,371,789  25 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   122,988  93 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey   1,371,879  25 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)  -   88,380  00 

For  a.  term  of  one  year   5,450  00 

For  a  term  of  more  than  three  years   82,930  00 

Whole  amount  of  risks  terminated  during  the  year   72,700  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and 

disputed,)  occurring  during  the  year  on  risks  of  the  Company  1,886  11 
Amount  of  all  losses  occurring  during  the  year  on  risks  located  in 

the  State  of  New  Jersey  1   13886  11 

Premium  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey  1   8,501  60 


SALEM   COUNTY   MUTUAL   FIRE  INSURANCE  COM- 
PANY. 


SALEM,  N.  J. 

Incorporated  February  28,  1849.  Commenced  business  May  5,  1849. 

William  Patterson,  President.  Thomas  T.  Hilliard,  Secretary. 


Gash  loaned  by  the  Company,  and  secured  bv  mortgage  of  real 

estate  -   21,800  00 

Cash  value  of  stocks  and  bonds  owned  by  the  Company   1.5,162  00 

Cash  in  the  office  of  the  Company  and  in  bank  k.  318  54 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets, 
and  not  included  in  the  cash  market  value  or  amount  thereof 
as  above  stated   884  06 


Gross  assets  of  the  Company  except  premium  notes  liable 

to  assessment   $38,164  60 


Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
677  in  Dumber)  which  arc  liable  to  future  assessment  for  pay- 
ment of  claims,  deducting  the  amount  already  assessed  or 
collected  thereon   850,177  10 

II.  LIABILITIES. 

Whole  amount  (including  interest)  due  or  to  become  due  for  bor- 
rowed money      1,015  09 

Gross  cash  liabilities   $1,015  69 

Total  amount  of  in<uran<  e  by  poUdl  now  in  IbVOt     tTflflZl  H 
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III.  INCOME. 

Cash  premiums   $3,009  20 

Cash  deposits  received — !   47  15 

Cash  received  for  interest  on  mortgages  of  real  estate   1,206  00 

Cash  received  for  interest  and  dividends  from  all  other  sources--  637  31 

Cash  received  from  all  other  sources   162  -67 


Gross  cash  income   $5,062  33 


Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   $1,293  10 

IV.  EXPENDITURES. 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   417  06 

Paid  for  interest    15  69 

Paid  for  taxes   245  90 

Dividends  of  6  per  cent,  on  premium  notes   1,399  77 

Paid  for  rent.  - 1   40  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses   99  80 


Gross  cash  expenditures   $2,218  22 


V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year  •_  $771,627  66 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment, 

received  on  outstanding  risks   50,788  92 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey  -   767,927  66 

Whole  amount  of  risks  written  during  the  vear  all  located  in  the 

State  of  New  Jersey   11,491  00 

For  a  term  of  one  year   11,491  00 

Whole  amount  of  risks  terminated  during  the  year   26,276  00 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey   3,009  20 

Premium  notes  received  during  the  vear  on  risks  in  the  State  of 

New  Jersey   1,293  10 

Cash  borrowed  during  the  year   1,000  00 

Cash  loaned  during  the  year   7,675  00 
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SIIKKWSBURY  MUTUAL  FIRE  INSURANCE  COMPANY. 


EATONTOWN,  N.  J. 
[ncorporated  February  27,  1838.  Commenced  business  May  1,  1838. 

David  F.  Wolcott,  President.  Edmund  T.  Williams,  Secretai-y. 

I.  ASSETS. 

Gash  loaned  by  the  Company,  and  secured  by  mortgage  of  real 

estate  .,   $400  00 

('ash  value  of  stocks  and  bonds  owned  by  the  Company   4,526  00 

All  other  cash  loans  made  by  the  Company   5,380  00 

Gash  in  the  office  of  the  Company   2,194  58 

Net  amount  of  cash  (after  deducting  commissions  and  all  other 
charges)  due  the  Company  from  agents  for  premiums  col- 
lected and  in  course  of  transmission   2,649  27 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets, 
and  not  included  in  the  cash  market  value  or  amount  thereof 
as  above  stated   192  02 


(  rrose  assets  of  the  Company,  except  premium  notes  liable 

to  assessment   $15,341  87 

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
1,359  in  number,)  which  are  liable  to  fut  ure  assessment  for  pay- 
ment of  claims,  deducting  the  amount  already  assessed  or  col- 
lected thereon   $135,538  18 


II.  LIABILITIES. 

Office,  agency  and  incidental  expenses   $688  67 


Grose  cash  liabilities   $688  67 


Total  amount  of  insurance  by  policies  now  in  force  $1,867,707  00 

ill.  INCOME. 

Ca.sh  received  f«.r  premium;-,  without  deductions  for  brokerage, 
commissions,  return  premiums,  amount  paid  for  reinsurance 
or  otherwise   £6,925  13 

Deduct  amount  paid  for  return  premiums  on  cancelled  and  sur- 
rendered policies  and  for  re-insurance   152  86 

Net  cash  premiums    $6,772  27 

Gaafa  received  tor  interest  and  dividends  from  all  other  sources —  420  03 

Cash  received  from  all  other  sources,  viz.,  permits   24  75 


(  t ross  cash  income   $7,217  05 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  durinp  the  year   812,225  59 
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IV.  EXPENDITURES. 

Paid  for  losses   3,998  96 

Paid  for  brokerage  and  commissions  on  premiums   309  52 

Paid  for  salaries  and  fees  to  officers,  agents  and  employes   682  65 

Paid  for  taxes  _   15  60 

Cash  deposits  returned  during  the  year   89  37 

Paid  for  rent   3  00 

All  other  cash  payments  and  expenditures,  viz.,  office,  agency  and 

incidental  expenses    77  00 


Gross  cash  expenditures   $5,176  10 


V.  GENERAL  ITEMS. 

i 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $1,867,707  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   135,538  18 

Wrhole  amount  of  cash  deposits  received  on  outstanding  risks   75,440  00 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey-  _  _   1,861,605  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)  -   171,939  00 

Whole  amount  of  risks  terminated  during  the  year   121,435  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and  dis- 
puted) occurring  during  the  year  on  risks  of  the  Company--  3,973  9(5 
Amount  of  all  losses  occurring  during  the  year  on  risks  located  in 

the  State  of  New  Jersey  1   3,973  96 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey   6,925  13 

Premium  notes  received  during  the  year  on  risks  in  the  State  of 

New  Jersey   12,225  59 

Cash  loaned  during  the  year   5,050  00 
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SOMERVILLE  MUTUAL  FIRE  INSURANCE  COMPANY. 


SOMEKVILLE,  N.  J. 
Incorporated  March  17,  1845.  Commenced  business  May  17,  L845. 

Eugene  S.  Doughty,  President.  James  T.  Vandkrvker,  Secretary. 

L  ASSETS. 

Cash  loaned  by  the  Company,  and  secured  by  stocks,  bonds,  and 

other  securities  as  collateral   $54  00 

Cash  in  the  office  of  the  Company   97  04 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit 

notes  held  by  the  Company   13  50 

Interest  due  or  accrued  on  the  foregoing  investments  and  assets, 
and  not  included  in  the  cash  market  value  or  amount  thereof 
as  above  stated  *,   10  21 


to  assessment 


e 

8174  75 

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
347  in  number,)  which  arc  liable  to  future  assessment  for  pay- 
ment of  Claims,  deducting  the  amount  already  assessed  or  col- 
lected thereon   $40,332  27 


II.  LIABILITIES. 
None. 

Total  amounl  of  insurance  by  policies  now  in  force   $$8,720  00 

in.  INCOME!. 

Owdi   premium-   __  $73  02" 


(  taoflg  cash  income  •   $73  02 


Whole  amount  of  premium  or  deposit  notes  Liable  i"  assessment 

actually  received  during  the  year.    $1,217  00 


tV.   EX  PENDITURES. 


Paid  for  salaries  and  foes  to  officers,  agents  and  employes    $/2  00 

All  other  caah  payments  and  expenditures  viz.,  nfliee,  aLrenev  and 

incidental  expenses     40  90 


(  iTQSS  cash  expenditures 


$92  «.)0 
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V.  GENERAL  ITEMS. 


Whole  amount  of  risks  outstanding  at  the  end  of  the  year,  de- 
ducting $2,000.00  re-insured  in  other  companies   $336,720  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment 

received  on  outstanding  risks    40,332  27 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   4,293  13 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey   336,720  00 

Whole  amount  of  risks  written  during  the  year  all  located  in  the 

State  of  New  Jersey   10,635  00 

Whole  amount  of  risks  terminated  during  the  year                     _  8,200  00 

Cash  premiums  or  deposits  received  during  the  vear  on  risks  in 

the  State  of  New  Jersey   73  02 

Premium  notes  received  during  the  vear  on  risks  in  the  State  of 

New  Jersey  -   1,217  00 


SUSSEX  COUNTY  MUTUAL  INSURANCE  C'OMPANY. 
For  the  Year  Ending  February  1,  1884. 


NEWTON,  N.  J. 

Incorporated  February  22,  1840.         Commenced  business  February  1,  1842. 
Fkaxklix  Smith,  President.  Chaklks  P.  Rorbach,  Secretary. 

I.  ASSETS. 

(  ash  in  the  office  of  the  Company   $539  00 

Cash  in  the  Sussex  National  Bank   414  87 

Net  amount  of  cash  (after  deducting  commissions  and  all  other 
charges)  due  the  Company  from  agents  for  premiums  col- 
lected and  in  course  of  transmission   75  56 

Amount  due  the  Company,  and  not  included  in  the  preceding 
items,  for  office  and  oth#r  premiums  unpaid  and  in  course  of 

collection   27  86 

Net  amount  of  unpaid  assessments  or  calls  on  premium  or  deposit 

notes  held  by  the  Company   -  988  12 

All  other  assets  and  property  owned  by  the  Company,  and  not  in- 
cluding any  of  the  preceding  items,  at  the  actual  cash  value 
thereof  -   200  00 

Gross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment  -   2,231)  91 

Amount  of  premium  or  deposit  notes  held  by  t  lie  <  'mupauy  (  bein^ 
1,084  in  number)  which  arc  liable  to  future  assessment  for 
payment  of  claims,  deducting  the  amount  already  assessed  or 
collected  thereon  $61,117  00 
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II.  LIABILITIES. 

Losses  disputed  or  resisted  by  the  Company   $100  00 

Whole  amount  (including  interest)  due  or  to  become  due  for  bor- 
rowed money   4,812  10 


Gross  cash  liabilities   $4,912  10 

Total  amount  of  insurance  by  policies  now  in  force  $1,792,463  00 

III.  INCOME. 

Cash  deposits  received   $933  58 

Cash  received  for  assessments  or  calls  on  premium  or  deposit  notes  7,184  32 


Gross  cash  income   $8,117  90 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   $10,460  00 

IV.  EXPENDITURES. 

Paid  for  losses   $2,730  21 

Paid  for  salaries  and  fees  to  officers,  agents  and  emploves   594  80 

Paid  for  interest   217  00 

Cash  deposits  returned  during  the  vear   18  14 

Paid  for  rent   125  00 

All  other  cash  pavmentsand  expenditures, viz.,  paid  loan,  $6,30 1.21'; 

Company's  note,  $301.25  ;  incidental  expenses,  $325.17   6,927  63 


Gross  cash  expenditures   $10,612  78 

V.  (GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $1,792,463  00 

Whole  amount  of  premium  or  deposit  notes,  liable  to  assessment, 

received  on  outstanding  risks   61,117  00 

Whole  amount  of  cash  deposits  received  on  outstanding  risks   933  58 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey   1,785,300  00 

Whole  amount  of  risks  written  during  the  year   331,330  00 

For  a  term  of  one  year   29,975  00 

For  ;t   term  of  more  than  one  vear  and  not  more  than  three 

years   26,525  00 

For  a  term  of  more  than  three  years    274,830  00 

Whole  amount  of  risks  terminated  during  the  year   448,765  00 

Whole  amount  of  losses  (including  those  unpaid,  reported  and 

disputed,)  occurring  during  t he  year  on  risks  ofthe  Company  2,730  21 
Amount  of  all  losses  occurring  during  the  year  on  risks  located 

in  the  State  of  New  Jersey     2,730  21 

Cash  premiums  or  deposits  received  during  the  year  on  risks  in 

the  State  of  New  Jersey    935  58 

Premium  notes  received  during  the  vear  on  risks  in  the  State  of 

New  Jersey   10,460  00 

Assessments  made  during  the  year  on  premium  or  deposit  notes  7,944  95 
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WEST  WINDSOR  MUTUAL  FIRE  INSURANCE  ASSO- 
CIATION. 


DUTCH  NECK,  N.  J. 
Incorporated  March  17,  1857.  Commenced  business  April  18,  1857. 

Joseph  H.  Grover,  President.  L.  T.  Robins,  Secretary, 

I.  ASSETS. 

Cash  loans  made  by  the  Company   $24  15 

Cash  in  the  office  of  the  Company   41  25 

Gross  assets  of  the  Company,  except  premium  notes  liable 

to  assessment   $65  40 

Amount  of  premium  or  deposit  notes  held  by  the  Company  (being 
254  in  number,)  which  are  liable  to  future  assessment  for  pay- 
ment of  claims,  deducting  the  amount  already  assessed  or  col- 
lected thereon   $10,253  05 

II.  LIABILITIES. 

Office,  agency  and  incidental  expenses   $25  00 

Gross  cash  liabilities   $25  00 

Total  amount  of  insurance  by  policies  now  in  force   ${44,882  00 

III.  INCOME. 
None. 

Whole  amount  of  premium  or  deposit  notes  liable  to  assessment 

actually  received  during  the  year   $8W>  10 

IV.  EX  PENDITURES. 
None. 

f 

V.  GENERAL  ITEMS. 

Whole  amount  of  risks  outstanding  at  the  end  of  the  year   $344,882  00 

Whole  amount  of  premium  or  deposit  notes,  liable;  to  assessment, 

received  on  outstanding  risks   10,268  05 

Whole  amount  of  risks  outstanding  on  property  located  in  the 

State  of  New  Jersey   344.K82  00 

Whole  amount  of  risks  written  during  the  year  (all  located  in  the 

State  of  New  Jersey)   29,995  00 

Premium  notes  received  during  the  year  on  risks  in  the  State  >f 

New  Jersey   .. 835  10 
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FIRE  AND  FIRE-MARINE  INSURANCE  COMPANIES 

OF  OTHER  STATES. 


.ETNA  INSURANCE  COMPANY. 


HARTFORD,  CONN. 
Incorporated  June,  1819.  Commenced  business  August  17,  1819. 

Lucien  J.  Hendee,  President  Jotham  Goodnow,  Secretary. 

Capital  stock  authorized,  $5,000,000. 
Capital  actually  paid  in,  $4,000,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $304,500  00 

Loans  on  bond  and  mortgage  (first  liens)   44,800  00 

Interest  accrued  on  bond  and  mortgage  loans   368  45 

Value  of  lands  mortgaged   $57,000  00 

Buildings  insured  for  $34,000   58,000  00 

Total  value  of  mortgaged  premises   $115,000  00 

Stocky  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $277,000  00  $349,750  00 

Other  stocks  and  bonds   5,722,840  00  7,050,147  22 


Total  par  and  market  value  $"5,999,840  00   $7,405,897  22 


Stock  ( bUaterak. 


Par  Market  Amount 

value.  value.  loaned. 

$24,125  00       $43,751  50       $20,100  00 


Cash  in  the  Company's  principal  office  in  currency   $9,844  89 

(  ash  belonging  to  the  Company  deposited  in  bank   1,021,272  45 


7,405,807  22 


20,100  00 
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Total  amount  of  cash  items   1,031,117  34 

Interest  due  ami  accrued  on  collateral  loans  and  special  deposits  863  53 

Premiums  in  due  course  of  collection   324,997  26 


Aggregate  amount  of  all  actual  available  assets   $9,192,643  80 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   #27,74!)  74 

Losses  unadjusted,  including  all  reported  and  supposed  losses,.  141,724  36 
Losses  resisted,  including  Interest,  costs  and  expenses   12,933  33 

Total   $182,407  43 

Deduct  reinsurance  thereon  ,   5,821  00 

Net  amount  of  all  unpaid  losses  and  claims   $176,586  43 

Unearned  premiums,  at  SO  per  cent,  of  premiums  on  Are  risks  un- 
der one  year   $778,075  49 

Unearned  premiums, pro  rato,  on  fire  risks  running  more  than 

one  year   890,636  07 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks___       9,684  46 

Total  unearned  premiums  as  computed  above    1,678,396  02 

Amount  reclaimable  on  perpetual  lire  policies   13,541  30 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   500  00 

All  other  demands  against  the  Company,  viz.,  commissions  and 
other  charges  due  and  to  become  due  to  agents  and  bro- 
kers   54,162  20 

Total  liabilities,  except  capital  and  net  surplus   $1,923,185  95 

Joint  stock  capital  paid  up  in  cash   4,000,000  00 

Surplus  beyond  all  liabilities    3,269,457  85 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus  •   $9,192,643  80 


III.  INCOME  DURING  THE  YEAR. 

lire.  Inland. 

<ir<>»  premiums  and  hills  in  course  of  collection  at 
close  of  last  previous  vear,  as  shown  bv  that 

years  statement  $278,783  67        $54,186  57 

Deduct  amount  of  same  not  eolleeted   294  74   


Net  collected   $278,488  93  964,180  57 

QrOSfl  premiums  OH  risks  written  and  renewed  dur- 
ing the  vear,  as  shown  in  ri>k  and  premium  ex- 
hibit   2,537,789  66  119,076  95 


Total  $2,816,278  59     $173,263  52 

Deduct  premiums  and  Mils  in  course  of  collection 

at  this  date     299,331  45         25,665  81 


Entire  premiums  collected  during  the  year  $2,516,947  14     $147,597  71 

Deduct   reinsurance,  rebate,  abatement  and  return 

premium-    213,967  84         23,724  20 

Net  cash  actually  received  for  premiums      .  _*2,3'»2,9;9  3D      $123,873  51 

$2,426,852  81 

Interest  received  on  bonds  and  mortgages   2,484  38 

Interest  and  dividends  received  from  all  other  sources    421,802  05 

Income  from  all  other  sources,  viz.,  rent   8,397  22 


Aggregate  income  received  during  the  year  in  cash   $2,859,536  46 
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IV.  EXPENDITURES  DURING  THE  YE  A  R. 

Fire.  Inland. 

Net  amount  paid  for  losses  $1,218,363  55    876,314  31 

$1,294,677  86 

Cash  dividends  actually  paid   720,000  00 

Paid  for  commission  and  brokerage   394,934  07 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  148,269  88 

Amount  paid  for  State,  national  and  local  taxes   46,553  71 

All  other  payments,  viz.,  stationer}^  printing,  advertising,  pos- 
tage, etc    122,939  02 


Aggregate  expenditures  during  the  year  in  cash   $2,727,374  54 


V.  MISCELLANEOUS. 

Risks  and  Premium*. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year— 8278,498,990  00  $3,008,564  91 

Written  or  renewed  during  the  year  (including  perpetual) ____ .           235,468,652  00  2,540,423  66 

Total  1513,967,642  00  $5,548,988  57 

Deduct  those  expired  and  marked  off  as  terminated                   223,278,043  00  2,282,165  00 

In  force  at  the  end  of  the  year  $290,689,599  00  13,266,823  57 

Deduct  amount  re-insured                                                   3,302,657  00  40,565  45 

Net  amount  in  force——'  8287,386,942  00  $3,226,258  12 

\                              Inland  risks.  Premiums. 

In  force  on  the  31st  day  of  December  of  the  preceding  year                   8654,932  00  818,875  60 

Written  or  renewed  during  the  year  (including  perpetual)                 52,681,162  00  119,076  95 

Total                                                                                   853,336,094  00  8137,952  55 

Deduct  those  expired  and  marked  off' as  terminated                     52,461,794  00  118,373  63 

In  force  at  the  end  of  the  year                                               8874,300  00  819,578  92 

Deduct  amount  re-insured                                                        6,000  00  210  00 

Net  amount  in  force                                                        8868,300  00  819,368  92 


General  Interrogaloriex. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   892,556,208  98 

Total  losses  paid  from  organization  to  date   55,953,671  97 

Total  cash  dividends  declared  since  the  Company  commenced  business   13,553,365  00 

Total  amount  of  losses  incurred  during  the  year   1,247,292  40 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amountof  fire  risks  written-   -   $4,241,081  00 

Amount  of  fire  premiums  received--    37,769  69 

.Amount  of  losses  incurred     .-   20,060  60 

Amount  of  losses  paid      _   22,790  25 
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AGRICULTURAL  INSURANCE  COMPANY. 


WATERTOWN,  N.  Y. 

Incorporated  1853.  Commenced  business  February,  1853. 

Isaac  MuttsON,  President,  H.  M.  Stevens,  Secretary. 

Capital  stock  authorized,  }  500,000. 
Capital  actually  paid  in,  $500,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $159,479  48 

Loans  on  bond  and  mortgage  (first  liens)   774,271  25 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's 

interest  is  due  (of  which  $2,620.25  is  in  process  of  foreclosure)-  8,520  25 
[nterest  due  and  unpaid  on  bond  and  mortgage  loans,  $8,725.37  ; 

interest  accrued  on  bond  and  mortgage  loans,  $10,253.58;  total  18,978  89 

Buildings'111^  m0rtgaged  "} $1,666,608  00 

Stock,  Bonds,  etc.,  owned  by  the  Company. 

Pur  Market 
Value  Value. 

United  States  bonds   $200,000  00  $247,860  00 

Other  stocks  and  bonds   211,700  00  205,093  50 


Total  par  and  market  value   9412,800  00     $452,943  50 


Loans  on  Stock  Co/laterals. 


452,943  50 


Par  Market  Amount 

value.  value.  loaned. 

177^80  00      859,618  75  844,197  86 


44,197  66 

Cash  in  the  Company's  principal  office  In  currency   >o,:>o0  [r.\ 

Cash  belonging  to  the  Company  deposited  in  hank...    .  tsi,i:;i  88 

Total  amount  of  cash  items  _    187,341  31 

Interest  due  and  accrued  ou  stocks  owned,  not  included  in  market 

value                                                                                    .  2,000  00 

Interest  due  and  accrued  on  collateral  loans   948  67 

Premiums  in  due  course*  of  collection            .  _  _.       .  _        -    47.765  03 

Bills  receivable,  n<>t  matured,  for  fire,  marine  and  inland  risks  16,055  50 

All  other  property,  vi/...  rents  due  and  accrued            -   600  00 


Aggregate  amount  of  all  actual  available  a«*ets         -   $1,713,101  54 
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IT.  LIABILITIES. 

3  adjusted  and  unpaid,  due  and  to  become  due   $8,665  14 

Losses  unadjusted,  including  all  reported  and  supposed  losses   18,878  75 

Losses  resisted,  including  interest,  costs  and  expenses   10,500  00 

Net  amount  of  all  unpaid  losses  and  claims   $38,043  89 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $55,962  47 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   965,861  52 

Total  unearned  premiums  as  computed  above   1,021,823  99 

All  other  demands  against  the  Company   25^000  00 

Total  liabilities,  except  capital  and  net  surplus   $1,084,867  88 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities   128,233  66 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $1,713,101  54 


1  III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $108,037  08 

Net  collected   $108,037  08 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   784,087  54 

Total   $892,124  62 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   63,820  53 

Entire  premiums  collected  during  the  year   $828,304  09 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   57,543  35 

Net  cash  actually  received  for  premiums   $770,760  74 

$770,760  74 

Interest  received  on  bonds  and  mortgages   45,041  72 

Interest  and  dividends  received  from  all  other  sources   25,125  90 

Income  from  all  other  sources,  viz.,  rent   5,862  50 

Aggregate  income  received  during  the  year  in  cash   $846,790  86 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Net  amount  paid  for  losses  (all  fire)   $295,414  36 

Cash  dividends  actually  paid   30,000  00 

Paid  for  commission  and  brokerage   159,702  38 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   84,101  91 

Amount  paid  for  State,  national  and  local  taxes   12,551)  77 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   59,273  16 


Aggregate  expenditures  during  the  year  in  cash   $641,051  58 


V.  MISCELLANEOUS. 

0  Rinks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__#20 1,1)80,421  00  $1,746,223  31 

Written  or  renewed  during  the  year     _   90,898,886  00  784,087  54 


Total  

Deduct  those  expired  and  marked  off  as  terminated 


.8292,885,807  00  $2,530,310  85 
.    71,309,369  00       582,552  56 
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Fire  and  Fire-Marine  Insurance 


[Dee.  31, 


In  force  at  the  end  of  the  year  $221,576,438  00   $1,947,757  29 

Deduct  amount  reinsured  1   740,600  00  7,557  64 

Net  amount  in  force  $220,835,838  00   $1,940,199  67 


Gen  eral  Interroga  tor  ies. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $8,469,740  11 

Total  losses  paid  from  organization  to  date  1   4,020,676  86 

Total  cash  dividends  declared  since  the  Company  commenced  business   480,000  00 

Total  amount  of  losses  incurred  during  the  year   301,431  60 


Business  in  the  State  of  Neiv  Jersey  During  the  Year. 

Amount  of  tire  risks  written   $4,685,91 2  00 

Amount  of  lire  premiums  received   35,554  80 

Amount  of  losses  incurred   14,787  20 

Amount  of  losses  paid   17,322  20 


AMERICAN  EXCHANGE  FIRE  INSURANCE  COMPANY. 


NEW  YOKE  CITY. 

Incorporated  February  28,  1859.  Commenced  business,  March  1,  1859. 

William  RAYNOB,  President.  Thomas  Clark,  Jr.,  Secretary. 

Capital  stock  authorized,  $2,000,000. 
Capital  actually  paid  in,  $200,000. 

L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $20,000  00 

Loans  on  bond  and  mortgage  (first  liens)   0,000  00 

Interest  accrued  on  bond  and  mortgage  loans       120  00 

Value  of  lands  mortgaged   $5,000  00 

Buildings  (insured  for  87,500  00)   8,000  00 


Total  value  of  mortgaged  premises   818,000  00 

Stock,  Bond*,  etc.,  owned  by  the  Company. 

Tar  Market 

value.  value. 

United  States  bonds                                                 >ni,ooo  on  H.T2,250  00 

Other  stocks  and  bonds                                           84,500  00  90,735  00 


Total  par  and  market  value. 


joans  on 


I'ar 
value 

00 


«P.»-',5U0  00 

S222,0K5  00 

222,988 

( hBaterals. 

t 

Market 

A  mount 

value. 

loaned. 

sn \ ;.'>'i]  oo 

$7,200  00 

,200  00 
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Cash  in  the  Company's  principal  office  in  currency   $1,005  56 

Cash  belonging  to  the  Company  deposited  in  bank   13,171  23 

Total  amount  of  cash  items   14,176  79 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   1,575  00 

Interest  due  and  accrued  on  collateral  loans   1,039  81 

Premiums  in  due  course  of  collection  _   3,227  83 

All  other  property,  viz.,  rents  due  and  accrued   109  50 

Aggregate  amount  of  all  actual  available  assets   $276,433  93 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $20  00 

Net  amount  of  all  unpaid  losses  and  claims   $20  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $16,258  54 

Unearned  premiums,  pro  rata  on  fire  risks  running  more  than  one 

year   3,390  89 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks- _         101  16 

Total  unearned  premiums  as  computed  above   $19,750  59 

Cash  dividends  to  stockholders  remaining  unpaid   310  00 

All  other  demands  against  the  Company,  viz.,  rent,  $583.33 ; 
commissions  and  other  charges  due  and  to  become  due  to 

agents  and  brokers,  $484.17  ;  total   1,067  50 

Total  liabilities,  except  capital  and  net  surplus   $21,148  09 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   55,285  84 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $276,433  93 


in.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  by  that 

year's  statement   S5,100  50   


Gross  premiums  on  risks  written  and  renewed 
during  the  year,  as  shown  Ln  risk  and  premium 
exhibit  

Total  

Deduct  premiums  and  bills  in  course  of  collection 
at  this  date  

Entire  premiums  collected  during  the  year__ 
Deduct  re-insurance,  rebate,  abatement  and  return 
premiums  

Net  cash  actually  received  for  premiums   #40,477  61  *202  :v> 

$40,079  93 

Interest  received  on  bonds  and  mortgages       3(>0  00 

Interest  affll  dividends  received  from  all  other  sources  13,169  11 

Income  from  all  other  sources,  viz.,  rent,  $88.00 ;  interest  from 

investment,  $2,047.91  ;  return  tuxes,  $124.95      .    2,260  80 


$5,100  60 

1 

i 

48,446  23 

$202 

82 

s5.V)4(i  73 

$202 

1 

4,274  22 

$49,272  51 

5202 

32 

i 

H,794  90  ... 

Aggregate  income  received  during  the  year  in  cash  _  $50,409  90 
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Fire  and  Fire-Marine  Insurance 


[Dec.  31, 


IV.  EXPENDITURES   pURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $16,162  15 

Deduct  salvages  and  reinsurances   3,251  05 


Net  amount  paid  for  losses   $12,911  10 


$12,911  10 

Gash  dividends  actually  paid   20,090  00 

Paid  for  commission  and  brokerage   6,501  95 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  12,600  00 

Amount  paid  for  State,  national  and  local  taxes   1,280  78 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   7,938  63 


Aggregate  expenditures  during  the  year  in  cash   $61,322  46 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirtv-first  day  of  December  of  the  preceding  vear__   $8,981,631  00  $35,354  85 

Written  or  renewed  "during  the  year  _"            10,788,649  00  48,446  23 


Total  §19,770,280  00       $83,801  08 

Deduct  those  expired  and  marked  off  as  terminated   9,759,172  00        39,247  46 


In  force  at  the  end  of  the  year  $10,011,108  00       $44,553  62 

Deduct  amount  reinsured   698,881  00  4,066  99 


Net  amount  in  force   $9,312,227  00       $40^486  63 


Marine  and 

inland  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__       $26,000  00  $502  50 

Written  or  renewed  during  the  year                                                   44,300  00  202  32 


Total   _   _                       _    —   

$70,300 

00 

$704 

82 

Deduct  those  expired  and  marked  off  as  terminated  ___ 

26,000 

00 

502 

50 

In  force  at  the  end  of  the  vear    _ 

$44,300 

00 

$202 

32 

General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,544,639  00 

Tote]  UMM8  paid  from  organization  to  date   579,695  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   365,000  00 

Total  amount  of  losses  incurred  during  the  year   11,107  00 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $187,820  00 

Amount  of  tire  premiums  received   930  91 
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AMERICAN  FIRE  INSURANCE  COMPANY. 


NEW  YOKK  City. 

Incorporated  April  30,  1857.  Commenced  business  May  1,  1857. 

James  M.  Halsted,  President  David  Adee,  Secretary. 

Capital  stock  authorized,  $400,000. 
Capital  actually  paid  in,  $400,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   98,720  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  in- 
terest is  due  (of  which  $10,000  is  in  process  of  foreclosure)--  10,000  00 
Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $600.00 ; 

interest  accrued  on  bond  and  mortgage  loans,  $1,033.86  ;  total  1,633  86 

Stock,  Bonds,  etc.,  Oivned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                              $550,000  00  $634,375  00 

Other  stocks  and  bonds                                           226,000  00  285,440  00 

Total  par  and  market  value   $776,000  00     $919,815  00 


Loans  on  Stock  Collaterals. 

Par             Market  Amount 

value.            value.  loaned. 

$46,900  00       #64,480  00  $46,000  00 


$919,815  00 


46,000  00 

•Cash  in  the  Company's  principal  office  in  currency   $14,112  91 

Cash  belonging  to  the  Company  deposited  in  bank   66,494  10 

Total  amount  of  cash  items   80,607  01 

Interest  due  and  accrued  on  collateral  loans   343  44 

Premiums  in  due  course  of  collection   "  13,113  55 


Aggregate  amount  of  all  actual  available  assets   #1,170,232  86 


II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due  $\2,-V2H  K7 

Losses  resisted,  including  interest,  costs  and  expenses   1,026  25 

Net  amount  of  all  unpaid  losses  and  claims   '   $13,455  12 


100              Fire  and  Fire-Marine  Insurance  [Dec.  31 r 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $87,038  17 

Unearned  premiums, pro  rata,  on  tire  risks  running  more  than 

one  year   46,017  03 

Total  unearned  premiums  as  computed  above   133,055  20 

Principal  unpaid  on  scrip  ordered  to  be  redeemed   3,703  00 

Interest  due  and  declared  remaining  unpaid   5,650  69 

All  other  demands  against  the  Company,  viz.,  rent,  $1,334.00  ; 
commissions  and  other  charges  due  and  to  become  due  to 

agents  and  brokers,  $2,115.23  ;  return  premium,  $442.43  ;  total  3,891  66 

Total  liabilities,  except  capital  and  net  surplus   $159,755  67 

Joint  stock  capital  paid  up  in  cash   400,000  00 

Surplus  beyond  all  liabilities   610,000  00 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $1,170,232  86 


III.  [NCOME  DURING  THE  YEAR. 

Fire. 


Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $24,242  37 

Deduct  amount  of  same  not  collected   891  54 


Net  collected   $23,350  83 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   298,689  43 

Total   §322,040  26 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   14,553  09 

Entire  premiums  collected  during  the  year   $307,487  17 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   62,730  37 

Net  cash  actually  received  for  premiums   $244,756  80 

8244,756  80- 

Interest  received  on  bonds  and  mortgages   5,723  2fr 

Interest  and  dividends  received  from  all  other  sources   38,127  92 

Income  from  all  other  sources,  viz.,  premium  exchange   1,365  40 


Aggregate  income  received  during  the  year  in  cash  .       $289,973  32 


IV.    EX  PENDITt'R  ES   DTK  I  N(i   THE  VKAK. 

Fire. 

Gross  amount  paid  for  losses   1126,600  21 

Deduct  salvages  and  reinsurances   45,096  94 


Net  amount  paid  for  losses   $81,562  27 


$81,562  27 

Cash  dividends  actually  paid   40,000  00- 

Scrip  redeemed  in  cash,  and  interest  paid  on  scrip    16,822  20 

Paid  for  commission  and  brokerage   38,861  81 

Salaries  and  other  charges  of  ofticers,  clerks  and  other  employes- _  32,324  01 

Amount  paid  for  State,  national  and  local  taxes   6,476  00 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc.:   21,116  31 


Aggregate  expenditures  during  the  year  in  cash   $237,162  60 
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V.  MISCELLANEOUS. 

Misks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $ 52,447,043  00  $228,915  64 

Written  or  renewed  during  the  year                                               69,887,096  00  301,390  99 

Total  ___$122,334,139  00  $530,306  63 

Deduct  those  expired  and  marked  off  as  terminated                     66,492,759  00  249,007  14 

In  force  at  the  end  of  the  year  $55,841,380  00  $281,299  49 

Deduct  amount  reinsured                                                    5,320,980  00  28,820  59 


Net  amount  in  force  $50,520,400  00     $252,478  90 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date  j  $4,170,400  00 

Total  losses  paid  from  organization  to  date   1,308,801  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   998,000  00 

Total  amount  of  losses  incurred  during  the  year   84,451  39 


Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   $561,542  50 

Amount  of  fire  premiums  received   4,126  54 

Amount  of  losses  incurred   14  25 

Amount  of  losses  paid   14  25 


AMERICAN  FIRE  INSURANCE  COMPANY. 


PHILADELPHIA,  PA. 

Incorporated  February  28,  1810.  Commenced  business  March  12,  1810. 

Thomas  H.  Montgomery,  President.  Albert  C.  L.  Crawford,  Secretary, 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $400,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company  unincumbered   $137)100  00 

Loans  on  bond  and  mortgage  (first  liens)    362,289  50 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $297.00; 

interest  accrued  on  bond  and  mortgage  loans,  $6,306.42;  total  6,603  42 

Value  of  lands  mortgaged   3271,000  00 

Buildings  (insured  for  $290,850.00)   480,800  00 

Total  value  of  mortgaged  premises   $751,900  00 
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Stock,  Bonds,  etc.  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                $350,000  00  $379,712  ;10 

Other  stocks  and  bonds                                             095,600  00  789,402  75 


Total  par  and  market  value  $1,046,600  00   $1,119,115  25 


Loam  on  Stock  ( hlUiterah. 


$1,119,115  25 


Par  Market  Amount 

value.  value.  loaned. 

$181,600  00      8107,107  62       $82,750  00 

82,750  00 

Cash  in  the  Company's  principal  office  in  currency   $4,324  42 

Cash  belonging  to  the  Company  deposited  in  bank   45,578  23 

Total  amount  of  cash  items   49,902  65 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   600  00 

Interest  due  and  accrued  on  collateral  loans   628  24 

Premiums  in  due  course  of  collection   37,950  51 

All  other  property,  viz.,  rents  due  and  accrued,  $326.30  ;  due  from 

ot Iter  companies  for  re-insurance,  $7,253.34 ;  total   7,579  64 

Aggregate  amount  of  all  actual  available  assets   $1,804,519  21 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $36,890  07 

Losses  unadjusted,  including  all  reported  and  supposed  losses   54,094  50 

Losses  resisted,  including  interest,  costs  and  expenses   2,200  00 

Net  amount  of  all  unpaid  losses  and  claims   $93,184  57 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   8331,949  84 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one 

year   121,663  29 

Total  unearned  premiums  as  computed  above   $453,613  13 

Amount  reclaimable  on  perpetual  fire  policies   304,438  64 

Cash  dividends  to  stockholders  remaining  unpaid   695  00 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers,  1,038  91 

Total  liabilities,  except  capital  and  net  surplus   $852,970  25 

Joint  stock  capital  paid  up  in  cash   400,000  00 

Surplus  beyond  all  liabilities   551,548  96 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus                                       .                         -  .     .  -  $1,804,519  21 


III.   INCOME  DI'RINCi  THE  YEAR. 

Fire. 

(iross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $36,/)97  95 

Q*MI  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  ri-k  and  premium  exhibit  _*   876,707  68 


Total   fM&0Ofl  63 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   87,900  51 
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Entire  premiums  collected  during  the  year   $875,355  12 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums          117,088  76 

Net  cash  actually  received  for  premiums   $758,266  36 


$758,266  36 

Interest  received  on  bonds  and  mortgages   15,043  14 

Interest  and  dividends  received  from  all  other  sources   59,589  17 

Income  from  all  other  sources   7,457  97 


Aggregate  income  received  during  the  year  in  cash   $840,356  64 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $491,576  11 

Deduct  salvages  and  reinsurances   26,963  67 

Net  amount  paid  for  losses   $464,612  44 

$464,612  44 

Cash  dividends  actually  paid   40,040  00 

Paid  for  commission  and  brokerage   156,062  31 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  92,311  96 

Amount  paid  for  State,  national  and  local  taxes   22,8S0  48 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  *   2,708  77 

Aggregate  expenditures  during  the  year  in  cash   $778,615  96 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year_  §55,843,419  00  $650,226  99 

Written  or  renewed  during  the  year                                               72,892,533  00  876,707  68 

Total  $128,735,952  00  $1,526,9:54  67 

Deduct  those  expired  and  marked  off  as  terminated                     55,821,801  00  634,260  77 

In  force  at  the  end  of  the  year  $72,914,151  00  $892,673  90 

Deduct  amount  reinsured                                                    1,933,507  00  28,755  67 

Net  amount  in  force  $70,980,644  00  863,918  23 

Perpetual 

risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year—  $11,397,402  00  $300,944  27 

Written  or  renewed  during  the  year                                                 1,014,731  00  29,301  70 

Total  $12,412,133  00  $330,245  97 

Deduct  those  expired  and  marked  off  as  terminated.                        198,226  00  1,994  74 

In  force  at  the  end  of  the  year  $12,218,907  00  $826,251  23 


( }enerol  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $8,930,293  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   2,212,975  50 

Total  losses  paid  from  organization  to  date   5,434,657  24 

Total  amount  of  losses  incurred  during  the  year   496,998  M 


Business  in  the  State  of  New  Jersey  During  the  Year* 

11,090(984  oo 

17,756  69 

855  06 

1,546  10 


Amount  of  fire  risks  written  

Amount  of  fire  premiums  received 

Amount  of  losses  incurred  

Amount  of  losses  paid  
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AMERICAN  STEAM  BOILER  INSURANCE  COMPANY. 


NEW  YORK  CITY. 
Incorporated  November  5,  1883.       Commenced  business  November  7,  1883. 
WfLTJAM  K.  Lathrop,  President.  Vincent  K.  Schenck,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

[.  ASSETS. 

Stock;  Bonds,  etc.,  owned  by  the  Company. 

Par  Market 
value.  value. 
United  States  bonds   $170,937  50     $172,125  00 


Cash  in  the  Company's  principal  office  in  currency   $70  25 

<  ball  belonging  to  the  Company  deposited  in  bank   24,024  96 


$172,125  00 


Total  amount  of  cash  items   24,695  21 

Premiums  in  due  course  of  collection   904  20 


Aggregate  amount  of  all  actual  available  assets   $197,724  41 

II.  INABILITIES. 
Unearned  premiums,  at  50  percent,  of  premiums  on  nre  risks 

under  one  vear   $958  85 


Total  unearned  premiums  as  computed  above   (958  85 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   822  67 

All  other  demands  against  the  Company,  viz.,  claim  for  clerical 

services   25  00 


Total  Liabilities,  except  capital  and  net  surplus   $1,806  52 

Joint  stock  capital  paid  up  in  cash   ,.   200,000  00 


Aggregate  liabilities,  including  paid  up  capital   $201,806  52 

III.  INCOME  DURING  THE  YEAR. 

Explosion  risks. 

<;n>«<  premiums  on  ri-k>  written  and  renewed  during  the  year, 

;i-  ihoiTO  in  fill  and  premium  exhibit   $2,407  70 


Total   $2,407  70 

I  Jed  net  pn  miums  and  bills  in  course  of  collection  at  this  date   904  20 

En' in  pn  miums  collected  during  the  year   11,006  00 

Dcduet  reinsurance,  rebate,  abatement  "and  return  premiums   480  00 

Net  Baal)  actually  reeeived  for  premiums   $1,023  5(j 


$1,023  50 


A isu rCgale  income  received  during  the  year  iu  cash   $1,023  50 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  commission  and  brokerage   193  40 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  1,896  00 
All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   1,466  34 


Aggregate  expenditures  during  the  year  in  cash   $3,555  74 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Explosion  risks.  Premiums. 

Written  or  renewed  during  the  year                                                  274,100  00  2,407  70 

Deduct  those  expired  and  marked  off  as  terminated                         53,000  00  490  00 

In  force  at  the  end  of  the  year                                              8221,100  00  SI ,917  70 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,927  70 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  explosion  risks  written   $99,500  00 

Amount  of  premiums  received   900  00 


BUCKS  COUNTY  CONTRIBUTIONSHIP. 


MORRISVILLE,  PA. 
Incorporated  1811.  Commenced  business  1809. 

John  8.  Comfort,  President.  William  S.  Mull,  Secretary. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $155,791  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's 

interest  is  due   2,770  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   868  70 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 
8(18,800  00         SHM,2S;{  00 

$88,283  00 

Cash  belonging  to  the  Company  deposited  in  bank   $741  60 

Total  amount  of  cash  items   741  60 

Temporary  loans  secured   15,900  48 

Aggregate  amount  of  all  actual  available  assets   $264,354  7 S 
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II.  LIABILITIES. 


Total  liabilities   $67,546  78 

Surplus  beyond  all  liabilities   196,808  00 


Aggregate  liabilities,  including  net  surplus   $264,354  78 


III.  INCOME  DURING  THE  YEAR. 


Net  cash  actually  received  for  premiums  (all  fire)   $2,759  28 

Interest  received  on  bonds  and  mortgages  1  i  a  Tm  91 

Interest  and  dividend*  received  from  all  other  sources  J  ' 


Aggregate  income  received  during  the  year  in  cash   $17,468  49 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Net  amount  paid  for  losses  (all  fire)   $1,851  00 

Deposit  money  returned  to  members   1,908  02 

Interest  paid  to  members  on  deposit  money   396  78 

Return  premiums  paid  to  members  withdrawing   1,029  79 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  964  83 
Amount  paid  for  State, national  and  local  taxes  and  incidental  ex- 
penses   343  17 


Aggregate  expenditures  during  the  year  in  cash   $6,493  59 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $3,297,988  00  $67,278  79 

Written  or  renewed  during  the  year   269,648  00  6,829  35 

Total   $2,567,636  00  £74,108  14 

Deduct  those  expired  and  marked  off'  as  terminated   256,453  00  6,561  36 

In  force  at  the  end  of  the  year   $2,311,183  00  $67,546  78 


General  Interrogatories. 

Total  hisses  paid  since  1860   $38,945  37 

Total  amount  of  deposit  money  returned  to  members   12,277  43 

Total  amount  of  losses  incurred  during  the  year   1,851  00 

# 

Biuineu  in  the  Stair  of  Xeir  Jersey  DuriiKj  the  Year. 

Amount  of  fire  risks  written   $203,958  90 

Amount  of  lire  premiums  received   1,611  53 

Amount  of  losses  incurred     .  _    1,851  00 

Amount  of  losses  paid   1,861  00 
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BUFFALO  GERMAN  INSURANCE  COMPANY. 


BUFFALO,  N.  Y. 

Incorporated  February  15,  1867.       Commenced  business  February  16,  1867. 

Philip  Becker,  President.  Olivp:r  J.  Eggert,  Secretary, 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $275,000  00 

Loans  on  bond  and  mortgage  (first  liens)   66,625  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   659  25 

Value  of  lands  mortgaged   $111,230  00 

Buildings  (insured  for  $52,614.00)   93,550  00 

.  Total  value  of  mortgaged  premises   $204,780  00 


Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                              $380,000  00  $440,400  00 

Other  stocks  and  bonds                                             25,659  80  25,659  80 


Total  par  and  market  value   $405,659  80     $466,059  80 


Loan*  on  Stock  Collaterals. 


466,059  80 


Par  Market  Amount 

value.  value  loaned. 

$118,000  00      $119,700  00       $97,800  00 


97,800  00 

Cash  in  the  Company's  principal  office  in  currency   $1,320  81 

Cash  belonging  to  the  Company  deposited  in  bank   73,403  49 

Total  amount  of  cash  items   74,724  30 

Interest  due  and  accrued  on  collateral  loans    300  <><) 

Premiums  in  due  course  of  collection   44,888  24 

Bills  receivable,  nOt  matured,  for  fire,  marine  and  Inland  risks  1,(543  73 

All  other  property,  viz.,  rents  due  and  accrued  200  00 


Aggregate  amount  of  all  actual  available  assets   $1,027,900  32 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   #12,573  5;> 

Losses  unadjusted,  including  all  reported  and  supposed  losses  12,629  86 

Net  amount  of  all  unpaid  losses  and  claims   (25,202  90 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $152,304  53 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   97,821  73 


Total  unearned  premiums  as  computed  above   250,126  26 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers  8,200  21 


Total  liabilities,  except  capital  and  net  surplus   $283,529  37 

Joint  stock  capital  paid  up  in  cash    200,000  00 

Surplus  beyond  all  liabilities   544,370  95 


Aggregate  liabilities,  including  paid  up  capital  and  net 
surplus   $1,027,900  o2 


III.   INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  Inst 

previous  year,  as  shown  by  that  year's  statement   $32,275  67 

Deduct  amount  of  same  not  collected   188  68 

Net  collected   $32,086  99 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   456,385  46 

Total  $488,472  45 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   44,888  24 

Entire  premiums  collected  during  the  year   $443,584  21 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   74,074  51 

Net  cash  actually  received  for  premiums   $369,509  70 

369,509  70 

Interest  received  on  bonds  and  mortgages   3,787  52 

Interest  and  dividends  received  from  all  other  sources   21,313  74 

Income  from  all  other  sources,  viz.,  rent,  $14,934.82  ;  brokerage, 

$2,838.21   .17,773  03 

Aggregate  income  received  during  the  year  in  cash   $412,383  99 


IV.  EXPENDITURES  DURING  THE  VEAR. 

Fire. 

Gross  amount  paid  for  losses   $177,571!  65 

Deduct  salvages  and  re-insurances   2,540  35 

Net  amount  paid  for  losses   $175,036  30 

$175,036  30 

(ash  dividends  actually  paid     $30,000  00 

Paid  for  commission  and  brokerage                                   --■   75,980  94 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  19,195  36 

Amount  paid  for  State,  national  and  local  taxes   9,245  25 

All   other  pavments,  viz.,  Stationery,  printing,  advertising,  pos- 
tage, etc.*   26,744  82 

Aggregate  expenditures  during  the  year  in  cash   $336,202  67 


1883.]  Companies  of  Other.  States. 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $42,639,457  00  $428,050  00 

Written  or  renewed  during  the  year                                                43,557,949  00  456,385  46 

Total  $86,197,406  00  $884,435  46 

Deduct  those  expired  and  marked  off  as  terminated                     38,673,566  00  391,120  55 

In  force  at  the  end  of  the  year  $47,523,840  00  $493,314  91 

Deduct  amount  reinsured                                                   1,135,684  00  10,539  16 


Net  amount  in  force  $46,388,156  00      $482,775  75 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $3,316,121  22 

Total  losses  paid  from  organization  to  date   1,512,831  62 

Total  cash  dividends  declared  since  the  Company  commenced  business   405,925  00 

Total  amount  of  losses  incurred  during  the  year   184,626  45 

Business  in  the  State  of  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written   271,209  00 

Amount  of  fire  premiums  received--   1,925  91 

Amount  of  losses  incurred   1,789  93 

Amount  of  losses  paid   529  20 


CITIZENS'  INSURANCE  COMPANY. 


NEW  YOKK  CITY. 
Incorporated  April,  1836.  Commenced  business  April,  1837. 

James  McLean,  President.  Frank  M.  Parker,  Secretary. 

Capital  stock  authorized,  $2,500,000. 
Capital  actually  paid  in,  $300,000. 

i.  assets. 

Real  estate  owned  by  the  Company,  unincumbered   $112,000*00 

Loans  on  bond  and  mortgage  (first  liens)   50,900  i,00 

Interest  accrued  on  bond  and  mortgage  loans   284  50 

Value  of  lands  mortgaged   $50,500  00 

Buildings  (insured  for  $45,200)   60,500  00 

Total  value  of  mortgaged  premises   $120,000  00 
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Stock,  Bonds,  dc,  Owned  by  the  Company, 

Par  Market 

value.  value. 

United  States  bonds                                              $400,000  00  $458,850  00 

Other  stocks  and  bonds                                           124,500  00  164,525  00 


Total  par  and  market  value   $524,500  00      $02:5,375  00 

623,375  00 


Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$151,450  00      $168,855  00      $134,400  00 

134,400  00 

Cash  in  the  Company's  principal  office  in  currency   $4,388  25 

Cash  belonging  to  the  Company  deposited  in  bank   61,007  61 

Total  amount  of  cash  items   65,395  86 

[nteresl  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   4,257  50 

Interest  due  and  accrued  on  collateral  loans   530  33 

Premiums  in  due  course  of  collection   43,740  76 

All  other  property,  viz.,  rents  due  and  accrued   700  00 

Aggregate  amount  of  all  actual  available  assets   $1,041,583  95 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $25,384  41 

Losses  unadjusted,  including  all  reported  and  supposed  losses___      50,747  93 


Total   $76,132  34 

Deduct  reinsurance  thereon   1,446  85 


Net  amount  of  all  unpaid  losses  and  claims   $74,685  49 


Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year  

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 


Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks         238,783  74 

Less  50  per  cent,  of  premiums  paid  on  reinsurance  In  force   11,386  20 


Total  unearned  premiojns  as  computed  above    227,397  54 

Cash  dividends  to  stockholders  remaining  unpaid     112  70 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   1,600  00 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, $750.00;  commissions  and  other  charges  due  and  to 
become  due  to  agents  and  brokers,  $6,302.00;  return  pre- 
miums, $800.00;  total   7,852  00 


Total  liabilities,  except  capital  and  net  surplus   $311,647  73 

Joint  stock  capital  paid  up  in  cash   300,000  00 

Surplus  beyond  all  liabilities     429,936  22 


Aggregate  liabilities,   including  paid  up  capital  and  net 

surplus    .  \   $1,041,583  95 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $39,351  87 

Deduct  amount  of  same  not  collected   806  03 

Net  collected   $38,545  84 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   433,012  28 

Total   $471,558  12 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   45,406  75 

Entire  premiums  collected  during  the  year   $426,151  37 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   61,013  02 

Net  cash  actually  received  for  premiums   $365,138  35 

$365,138  35 

Interest  received  on  bonds  and  mortgages   3,336  96 

Interest  and  dividends  received  from  all  other  sources   33,650  64 

Income  from  all  other  sources,  viz.,  rent,  $4,428.87  ;  profit  on 

sale  of  stock,  $525.00   4,953  87 

Aggregate  income  received  during  the  year  in  cash   $407,079  82 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $233,850  71 

Deduct  salvages  and  reinsurances   15,246  95 

Net  amount  paid  for  losses   $218,603  76 

$218,603  76 

Cash  dividends  actually  paid   40,433  30 

Paid  for  commission  and  brokerage   60,439  87 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes —  51,323  65 

Amount  paid  for  State,  national  and  local  taxes   6,561  39 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   35,695  58 

Aggregate  expenditures  during  the  year  in  cash   $413,057  55 


V.  MISCELLANEOUS. 


Risks  and  Premiums. 

Fire  risks.  Premiums 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $72,063,874  00  $496,974  00 

Written  or  renewed  during  the  year                                              .67,477,475  00  433,012  28 

Total  $139,541,350  ()()  $929,986  28 

Deduct  those  expired  and  marked  off  as  terminated                     71,780,850  00  461,763  47 

Jn  force  at  the  end  of  the  year  $67,760,499  00  $468,222  81 

Deduct  amount  reinsured                                                    3,059,114  00  22,772  40 


Net  amount  in  force  $64,701,385  00     $445,450  41 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $7,326,255  91 

Total  losses  paid  from  organization  to  date   3,327,238  47 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,630,050  00 

Total  amount  of  losses  incurred  during  the  year   251,490  62 
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Business  in  the  State  of  New  Jersey  Dv/ring  the  Year. 

Amount  of  fire  risks  written   $4,019,540  89 

Amount  of  fire  premiums  received   24,1 19  00 

Amount  of  losses  incurred   8,310  93 

Amount  of  losses  paid   5,107  50 


CITIZENS'  INSURANCE  COMPANY. 


P1TTSBUKGH,  Pa. 

Incorporated  March  7,  1849.  ( Ynnmenced  business,  1850. 

William  G.  Johnston,  President.  Walter  Morris,  Secretary. 

Capital  stock  authorized,  500,000. 
Capital  actually  paid  in,  $500,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $8,000  00 

Loans  on  bond  and  mortgage  (first  liens)   194,379  97 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $165.00 ; 

interest  accrued  on  bond  and  mortgage  loans,  $3,084.95  ;  total  3,249  95 

Value  of  lands  mortgaged  )    ^nq  *nn  nn 

Buildings  (insured  for  $84,343.00)  /  00 

Stock,  Bonds,  etc.,  owned  by  the  Company. 

Par  Market 
Value.  Value. 

United  States  bonds   $5,000  00        $5,620  00 

Other  stocks  and  bonds   147,100  00  178,682  50 


Total  par  and  market  value   $152,100  00     $184,302  50 


Loan*  on  Stock  Collaterals. 


Par  Market  Amounl 

value.  value.  loaned. 

SSI, 125  00        $96,547  93       576,038  93 


Cash  in  the  Company's  principal  office  in  currency   $22,931  39 

Cash  belonging  to  the  Company  deposited  in  bank   100,124  36 


184,302  50 


76,038  93 


Total  amount  of  cash  items   123,056  75 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   366  66 

Interest  due  and  accrued  on  collateral  loans   18  34 

Premiums  in  due  course  of  collection   15,265  15 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   2,483  33 

All  other  property,  viz.,  rents  due  and  accrued  _   100  00 


Aggregate  amount  of  all  actual  available  assets   $607,260  58 
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II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses          $11,873  93 


Net  amount  of  all  unpaid  losses  and  claims   $11,873  93 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risKs 

under  one  year   $42,202  71 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   22,460  51 

Unearned  premiums  at  50  per  cent,  on  inland  navigation  risks—  2,782  27 


Total  unearned  premiums  as  computed  above   67,445  49 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   692  78 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers--  307  22 


Total  liabilities,  except  capital  and  net  surplus   $80,319  42 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities    26,941  16 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $607,260  58 


III.  INCOME  DURING  THE  YEAR. 


Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  by  that 
year's  statement  


Gross  premiums  on  risks  written  and  renewed  dur- 
ing the  year,  as  shown  in  risk  and  premium  ex- 


Deduct  premiums  and  bills  in  course  of  collection 


Deduct  reinsurance,  rebate,  abatement  and  return 


Marine  and 

Fire. 

Inland. 

$4,055  92 

$266  57 

$4,055  92 

$266  57 

128,731  16 

10,086  38 

$132,787  08 

$10,352  95 

15,506  90 

569  47 

$117,280  18 

$9,783  48 

15,255  82 

$1 02,024  36 

$9,783  48 

Net  easb  actually  received  for  premiums-         $102,024  36 

$111,807  84 

Interest  received  on  bonds  and  mortgages   4,972  86 

Interest  and  dividends  received  from  all  other  sources   18,123  20 

Income  from  all  other  sources,  viz.,  rent   573  50 

Received  for  increased  capital   $300,000  00 


Aggregate  income  received  during  the  vear  in  cash   $135,477  40 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  Inland. 

Net  amount  paid  for  losses   $47,570  19        91,154  41 

$48,733  60 

Cash  dividends  actually  paid     16,000  00 

Paid  for  commission  and  brokerage   23,10!)  44 

Salaries  and  other  charges  of  officers,  clerks  and  other  employee  6,820  14 

Amount  paid  for  State,  national  and  Local  taxes   3.265  89 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  .                     .    _   12,921  54 


Aggregate  expenditures  during  the  year  in  cash  —  __  $110,850  '>1 
8 
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V.  MISOKLLAXEOrS. 


Risks  a) id  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year.   $4,910,320  00  #53,275  79 

Written  or  renewed  during  the  year                                               12,319,318  00  128,731  16 

Total  $17,229,638  00  $182,006  95 

Deduct  those  expired  and  marked  off  as  terminated                      6,297,299  00  58,558  90 

In  force  at  the  end  of  the  year  $10,932,399  00  $123,448  05 

Deduct  amount  reinsured                                                      260,513  00  3,072  47 

Net  amount  in  force  $10,671,826  00  $120,375  58 


Marine  and 

inland  risks.  Premiums. 

In  force  on  the  thirtv-first  day  of  December  of  the  preceding  year__       $61,416  00  $4,573  33 

Written  or  renewed  during  the  year                                                2,421,275  00  10,086  38 


Total   $2,482,691  00       $14,659  71 

Deduct  those  expired  and  marked  off  as  terminated   2,330,975  00         8,740  16 


In  force  at  the  end  of  the  year   $151,716  00        $5,919  55 

Deduct  amount  reinsured   5,500  00  355  00 


Net  amount  in  force   $146,216  00        $5,564  55 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,580,115  00 

Total  losses  paid  from  organization  to  date   667,962  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   579,000  00 

Total  amount  of  losses  incurred  during  the  year   55,509  62 


/ 
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CITY  INSURANCE  COMPANY. 


PITTSBURGH,  PA. 

Incorporated  April  9,  1870.  Commenced  business,  December  15,  1870. 

Robert  J.  Anderson,  President.  John  R.  Gloninoer,  Seei^etary. 

Capital  stock  authorized,  $100,000. 
Capital  actually  paid  in,  $100,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $54,075  00 

Loans  on  bond  and  mortgage  (first  liens)   72,281  21 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's 

interest  is  due  (of  which  $2,600.00  is  in  process  of  foreclosure)  2,600  00 
Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $2,192.26 ; 

interest  accrued  on  bond  and  mortgage  loans,  $805.32;  total-  2,997  58 

Value  of  lands  mortgaged   $125,000  00 

Buildings  (insured  for  $93,300.00)   104,200  00 


Total  value  of  mortgaged  premises   $229,200  00 


Stock,  Bonds,  etc.,  owned  by  the  Company. 

Par  Market 
value.  value. 
$16,950  00       $17,371  00 


Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$12,825  00  $15,004  00  $10,028  34 


17,371  00 


10,028  34 

Cash  in  the  Company's  principal  office  in  currency   $793  86 

Cash  belonging  to  the  Company  deposited  in  bank   26,812  23 

Total  amount  of  cash  items   $27,606  09 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value-  .   703  08 

Premiums  in  due  course  of  collection   12,935  30 

Hills  receivable,  not  matured,  for  lire,  murine  and  inland  risks  3,018  40 
All  other  property,  viz.,  rents  due  and  accrued,  $490.80  ;  inland 
premiums,  $1,813.44;  balance  due  on  sale  of  real  estate, 

$890.00 ;  total   3,194  24 


Aggregate  amount  of  all  actual  available  assets. 


$206,810  30 
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EL  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $4,868  26 

Losses  unajusted,  including  all  reported  and  supposed  losses   9,973  89 

Net  amount  of  all  unpaid  losses  and  claims   $14,162  14 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  tire  risks 

under  one  year.   $27,935  36 

Unearned  premiums, pro  rata,  on  fire  risks  running  more  than 

one  year   16,515  02 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks-.  2,045  69 

Total  unearned  premiums  as  computed  above   40,496  07 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   180  001 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, $520.00;  commissions  and  other  charges  due  and  to  be- 
come due  to  agents  and  brokers,  $333.34 ;  total   853  34 

Total  liabilities,  except  capital  and  net  surplus   $61,991  55 

Joint  stock  capital  paid  up  in  cash   100,000  00 

Surplus  beyond  all  liabilities   44,818  75 

Aggregate  liabilities,  including  paid  up  capital  and  net 
surplus   $206,810  30 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  by  that 
year's  statement  


(iross  premiums  on  risks  written  and  renewed  dur- 
ing the  year,  as  shown  in  risks  and  premium 
exhibit.!   


Deduct  premiums  and  bills  In  course  of  collection  at 
this  date  


$12,456  45 

$5,907  21 

$12,456  45 

$5,907  21 

84,688  13 

7,593  81 

$97,144  58 

$13,501  02 

14,287  84 

4,831  90 

$82,856  74 

§8,669  12 

10,309  93 

100  00 

$72,546  81         #8,569  12 

Deduct  reinsurance,  rebate,  abatement  and  return 
premiums  T  

Net  cash  actually  received  for  premiums   $72,546  81 

$81,115  93 

Interest  received  on  bonds  and  mortgagee   6,153  64 

Interest  and  dividends  received  from  all  other  sources   2,053  82 

Income  from  all  other  sources,  viz.,  rent   3,635  67 

Aggregate  income  received  during  the  year  in  cash   $92,959  06 


rv.  EXPENDITURES  DURING  THE  HEAR. 

Marine  and 
Fire.  inland. 

(iross  amount  paid  for  losses    .     $56,058  81  $714  83 

Deduct  salvages  and  reinsurances   .       6,504  24   

Net  amount  paid  for  losses    $49,554  57         $714  83 


$50,269  40 
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Cash  dividends  actually  paid   $8,000  00 

Paid  for  commission  and  brokerage   12.069  58 

-Salaries  and  other  charges  of  officers,  clerks  and  other  employes  8,300  00 

Amount  paid  for  State,  national  and  local  taxes   2,378  84 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   3,491  95 

Aggregate  expenditures  during  the  year  in  cash   $84,509  77 


V.  MISCELLANEOUS. 


Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  31st  day  of  December  of  the  preceding  year                 $5,868,562  00  $75,847  08 

Written  or  renewed  during  the  year                                                6,574,001  00  84,688  13 

Total  $12,442,563  00  $160,535  21 

Deduct  those  expired  and  marked  off  as  terminated                      5,360,114  00  70,813  62 

In  force  at  the  end  of  the  year                                             $7,082,448  00  $89,716  59 

Deduct  amount  reinsured                                                      373,867  00  4,060  21 

Net  amount  in  force                                                     $6,708,581  00  $85,656  38 

Marine  and 

inland  Risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__       $68,500  00  $5,003  77 

Written  or  renewed  during  the  year                                                  427,669  00  7,593  81i 

Total                                                                                          $496,169  00  $12,597  58 

Deduct  those  expired  and  marked  off  as  terminated                        442,769  00  8,406  20 

In  force  at  the  end  of  the  year                                                $53,400  00  $4,191  38 

Deduct  amount  reinsured                                                         2,000  00  100  00 

Net  amount  in  force                                                       $51,400  00  ^,091_38 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $769,032  23 

Total  losses  paid  from  organization  to  date   366,029  29 

Total  cash  dividends  declared  since  the  Company  commenced  business   76,000  00 

Total  amount  of  losses  incurred  during  the  year   50,986  56 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $155,009  00 

Amount  of  lire  premiums  received   2,468  87 

Amount  of  losses  incurred  -   2,550  00 

Amount  of  losses  paid   350  00 
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CLINTON  FIRE  INSURANCE  COMPANY. 


NEW  YOKK  CITY. 

Incorporated  July,  1850.  Commenced  business,  July  11,  1850. 

George  T.  Patterson,  Jr.,  President.       Charles  E.  W.  Chambers,  SecreUn-y, 

Capital  stock  authorized,  $250,000. 
Capital  actually  paid  in,  $250,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $26,400  00 

Interest  accrued  on  bond  and  mortgage  loans   132  00' 

Value  of  lands  mortgaged   $35,500  00 

Buildings   23.500  00 

Total  value  of  mortgaged  premises   59,000  00 

Stock,  Bonds,  etc..  owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $259,000  00     5301,445  00 

Other  stocks  and  bonds   124,950  00       142,122  00 


Total  par  and  market  value   $383,950  00     $413,567  00 


Cash  in  the  Company's  principal  office  in  currency   $2,033  65 

Cash  belonging  to  the  Company  deposited  in  bank   180  89 


443,567  00 


Total  amount  of  cash  items   2,214  54 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   3,495  00 

Premiums  in  due  course  of  collection   30,352  26 


Aggregate  amount  of  all  actual  available  assets   $506,160  80 

II.  LIABILITIES. 

IjOshcs  adjusted  and  unpaid,  due  and  to  become  due   $3,871  84 

Ixjsses  unadjusted,  including  all  reported  and  supposed  losses   5,181  00 

losses  resisicd,  including  interest,  costs  and  expenses   1,000  00 

Net  amount  of  all  unpaid  losses  and  claims   $10,052  84 

rnearncd  premium*,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $62,771  90 

Unearned  premiums, pro  rata,  on  fire  risks  running  more  than 

one  year   31,588  15 


Total  unearned  premiums  as  computed  above   94,360  05 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   30,000  00 

All  other  demands  against  the  Company,  viz.,  commissions  and 

Other  charges  due  and  to  become  due  to  agents  and  brokers--  5,273  64 
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Total  liabilities,  except  capital  and  net  surplus   $139,686  53 

Joint  stock  capital  paid  up  in  cash   250,000  00 

Surplus  beyond  all  liabilities   116,474  27 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $506,160  80 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $22,800.79 

Deduct  amount  of  same  not  collected   4,322  54 

Net  collected   818,578  25 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   265,818  38 

Total   S284,396  (53 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   30,352  26 

Entire  premiums  collected  during  the  year   §254,044  37 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   38,658  31 

Net  cash  actually  received  for  premiums   §215,386  06 

$215,386  06 

Interest  received  on  bonds  and  mortgages   1,364  00 

Interest  and  dividends  received  from  all  other  sources   18,744  33 


Aggregate  income  received  during  the  year  in  cash   $235,494  39 


IV.  EXPENDITURES   DURINU  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $135,861  56 

Deduct  salvages  and  reinsurances   20,416  88 

Net  amount  paid  for  losses   $115,454  68 

$115,454  68 

Cash  dividends  actually  paid   25,000  00 

Paid  for  commission  and  brokerage  _   40,392  69 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  18,207  00 

Amount  paid  for  State,  national  and  local  taxes   3,884  54 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  I   29,375  84 

Aggregate  expenditures  during  the  year  in  cash  $232,314  75 


V.  MISCELLANEOUS. 


Risks  (ui< I  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year    928,275,446  ()()  £166,824  88 

Written  or  renewed  during  the  year                                            89,468,038  00  205,818  38 


Total  $62,738,478  00  $482,148  24 

Deduct  those  expired  and  marked  off  as  terminated                      33,040,387  00  280,076  01 

In  force  at  the  end  of  the  year                                           129.098,091  00  $202,067  28 

Deduct  amount  reinsured                                                       3,274,184  00  20,172  55 

Net  amount  in  force  _     825,823,907  00  fll8t,5!M  68 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   #3,169,433  55 

Total  losses  paid  from  organization  to  date  i   1,435,651  34 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,0:55,000  00 

Total  amount  of  I08S6&  incurred  during  the  year   09,546  45 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $1,104,799  00 

Amount  of  fire  premiums  received   8,265  12 

Amount  of  losses  incurred   470  95 

Amount  of  losses  paid   4,041  17 


COMMERCE  INSURANCE  COMPANY. 


ALBANY,  N.  Y. 

Incorporated  June  1,  1859.  Commenced  business  June  1,  1859. 

Adam  Van  Allen,  President.  Richard  V,  De  Witt,  Secretary. 

Capital  actually  paid  in,  $200,000. 


t.  assets. 

Real  estate  owned  by  the  Company,  unincumbered   $35,000  00 

Stock;  Bonds,  etc.,  Oivned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                £210,000  00  9278,000  00 

Other  stocks  and  bonds                                              53,000  00  83,855  00 

#Total  par  and  market  value   £263^000  00      $361,855  00 


Cash  belonging  to  the  Company  deposited  in  bank   $33,710  IB 

Total  amount  of  cash  items  

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value  r  

Premiums  in  due  course  of  collection  

All  other  property,  viz.,  rents  due  and  accrued  


Aggregate  amount  of  all  actual  available  assets  


361,855  00 

33,710  15 

687  83 
8,010  31 
152  67 

$439,415  96 


II.  LIABILITIES. 

Ix>sses  nnadjusted,  including  all  reported  and  supposed  losses  

Net  amount  of  all  unpaid  losses  and  claims 


$15,809  00 
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Unearned  permiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $59,288  68 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   21,861  99 

Total  unearned  premiums  as  computed  above   $81,149  77 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, $400.00 ;  commissions  and  other  charges  due  and  to 
become  due  to  agents  and  brokers,  $735.78 ;  return  premium, 

$311.57;  total  *   *    1,447  35 

Total  liabilities,  except  capital  and  net  surplus   $98,406  12 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   141,009  84 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $439,415  96 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $5,943  54 

Deduct  amount  of  same  not  collected   58  77 

Net  collected   $5,884  77 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   162,064  29 

Total   $167,949  06 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   8,010  31 

Entire  premiums  collected  during  the  year   $159,938  75 

Deduct  reinsurance,  rebate,  abatement  aud  return  premiums   16,727  65 

Net  cash  actually  received  for  premiums   $143,211  10 

$143,211  10 

Interest  and  dividends  received  from  all  other  sources   $18,163  03 

Income  from  all  other  sources,  viz.,  rent   1,539  33 

Aggregate  income  received  during  the  year  in  cash   $162,913  46 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $87,384  67 

Deduct  salvages  and  reinsurances   3,952  23 

Net  amount  paid  for  losses   #83,432  44 

$83,432  44 

Cash  dividends  actually  paid    16,000  00 

Paid  for  commission  and  brokerage   25,811  33* 

Salaries  and  other  charges  of  officers,  clerks,  and  other  employes  10,594  92 

Amount  paid  for  State,  national  and  local  taxes   5,729  30 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  _   7,346  41 


Aggregate  expenditures  during  the  year  in  cash   $148,914  40 
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V.  MISCELLANEOUS. 
Risks  and  Premiu  ms. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  <>f  December  of  the  preceding  year..  $13,509,073  00  $131,891  90 

Written  or  renewed  during  the  year                                        17,091,073  00  162,064  29 

Total____  $30,600,146  00  $293,956  19 

Deduct  those  expired  and  marked  off  as  terminated                     14,232,821  00  125,256  43 

In  force  at  the  end  of  the  year  $16,367,325  00  $168,699  76 

Deduct  amount  reinsured                                                      975,114  00  9,602  41 

Net  amount  in  force  $15,392  211  00  $159,097  35 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $3,515,212  00 

Total  losses  paid  from  organization  to  date   2,376,610  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   572,000  00 

Total  amount  of  losses  incurred  during  the  year   87,339  80 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $262,650  00 

Amount  of  fire  premiums  received   2,470  03 

Amount  of  losses  incurred   1,507  00 

Amount  of  losses  paid     4,007  00 
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COMMERCIAL  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  May  15,  1850.  Commenced  business  May  15,  1850. 

David  Quackinbush,  President.  Walter  Laavrence,  Secretary, 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 


Loans  on  bond  and  mortgage  (first  liens)   $23,700  00 

Interest  accrued  on  bond  and  mortgage  loans   119  50 

Value  of  lands  mortgaged   $24,000  00 

Buildings  (insured  for  $28,600.00)   39,000  00 


Total  value  of  mortgaged  premises   $63,000  00 

Stock,  Bonds,  etc.,  owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $232,000  00  $307,150  00 

Other  stocks  and  bonds   64,000  00        66,370  00 


Total  par  and  market  value   $296,000  00     $373,520  00 


.'573,520  00 

Cash  in  the  Company's  principal  office  in  currency   $33,239  88 

Cash  belonging  to  the  Company  deposited  in  bank   2,745  60 

Total  amount  of  cash  items   35,985  48 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   1,166  66 

Premiums  in  due  course  of  collection   67,295  83 


Aggregate  amount  of  all  actual  available  assets    $501,787  47 


II.  LIABILITIES. 

Losses  unadjusted  and  unpaid,  due  and  to  become  due   815,931  58 

Losses  unadjusted,  including  all  reported  and  supposed  losses   18.688  05 

Losses  resisted,  including  interest,  cost  and  expenses   5,500  00 

Total   $40,064  58 

Deduct  reinsurance  thereon   1.804  00 


Net  amount  of  all  unpaid  losses  and  claims   (88)760  58 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   #147,351  51 

Unearned  premiums  pro  rata,  on  fire  risks  running  more  than 

one  year   47, .'{04  08 

Unearned  premiums,  at  50  per.  cent,  on  inland  navigation  risks  4,1 18  56 

Total  unearned  premiums  as  computed  above    $198,775  (Ki 
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Cash  dividends  to  stockholders  remaining  unpaid   $395  75 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   833  33 

Due* and  to  become  due  for  borrowed  money   5,000  00 

All  other  demands  against  the  Company,  viz.,  commissions  and 
other  charges  due  and  to  become  due  to  agents  and  bro- 
kers, $12,113.25 ;  return  premium,  $120.49  ;  total   12,233  74 


'Total  Liabilities,  except  capital  and  net  surplus  $255,998  43 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   45,789  04 


Aggregate  liabilities,  including  paid  up  capital  and  net 
surplus   $501,787  47 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 


Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  by  that 
year's  statement  *  

Deduct  amount  of  same  not  collected  


Gross  premiums  on  risks  written  and  renewed  dur- 
ing the 
exhibit 


ing  the  vear,  as  shown  in  risk  and  premium 
xh"  ' 


Deduct  premiums  and  bills  in  course  of  collection 
at  this  date  

Entire  premiums  collected  during  the  year  

Deduct  reinsurance,  rebate,  abatement  and  return 
premiums  

Net  cash  actually  received  for  premiums         $372,531  G6 

$385,740  61 

Interest  received  on  bonds  and  mortgages   2,251  00 

Interest  and  dividends  received  from  all  other  sources   21,865  00 


Fire. 

inland. 

853,122  44 

$2,140  10 

1,484  20 

130  00 

$51,638  24 

$2,004  10 

436,938  39 

12,502  33 

$488,576  63 

$14,506  43 

66,865  83 

430  00 

$421,710  80 

$14,076  43 

i 

49,179  14 

867  48 

$372,531  06 

813,208  95 

Aggregate  income  received  during  the  year  in  cash   $409,856  61 


IV.    EXPENDITURES   DURING  THE  VEAR. 


Fire.  Marine  and 

inland. 

QfOM  amount  paid  for  losses   S271,S94  60       §10,873  13 

Deduct  salvages  and  reinsurances   14,848  89   


Net  amount  paid  for  losses   $257,045  71       $10,873  13 

$267,918  84 


OftSD  dividends  actually  paid   16,949  25 

Paid  for  commission  and  brokerage   88,111  90 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes.  -  21,539  24 

Amount  paid  for  State,  national  and  local  taxes   6,643  26 

All  other  pavmcnts,  viz.,  stationerv,  printing,  advertising,  pos- 
tage, etc/.   26,370  24 


Aggregate  expenditures  daring  the  year  in  cash 


$427,532  73 
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V.  MISCELLANEOUS. 


Misks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  £41,239,302  00  $363,127  67 

Written  or  renewed  during  the  year                                                37,021,247  00  436,938  39 

Total  ■-  $78,260,550  00  1800,066  06 

Deduct  those  expired  and  marked  off  as  terminated                      35,360,386  00  387,616  31 


In  force  at  the  end  of  the  year  $42,900,163  00     $412,449  75 

Deduct  amount  reinsured   2,376,155  00        26,510  01 


Net  amount  in  force  $40,524,007  00     $385,939  74 


Marine  and 

inland  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__   $1,482,054  00  $13,996  76 

Written  or  renewed  during  the  year                                                7,719,827  00  12,502  33 


Total   $9,201,881  00       $26,499  09 

Deduct  those  expired  and  marked  off  as  terminated   8,880,831  00        18,199  47 


In  force  at  the  end  of  the  year   $321,050  00        $8,299  62 

Deduct  amount  reinsured   3,500  00  62  50 


Net  amount  in  force   $317,550  00        $8,237  12 


General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   $5,405,244  73 

Total  losses  paid  from  organization  to  date   3,107,389  26 

Total  cash  dividends  declared  since  the  Company  commenced  business   873,000  00 

Total  amount  of  losses  incurred  during  the  year   267,434  42 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $908,836  14 

Amount  of  fire  premiums  received   9,967  93 

Amount  of  losses  incurred    8,504  65 

Amount  of  losses  paid   2,056  12 
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CONNECTICUT  FIRE  INSURANCE  COMPANY. 


1 1 A  KTFOKD,  CONN. 
Incorporated  June,  1850.  Commenced  business  July,  1850. 

J.  D.  Browne,  President.  Charles  R.  Burt,  Secretary. 

<  'apital  actually  paid  in,  $1,000,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $38,685  00 

Loans  on  bond  and  mortgage  (first  liens)   418,850  00 

Value  of  lands  mortgaged   $563,500  00 

Buildings  (insured  for  §441,825.00)   602,300  00 

Total  value  of  mortgaged  premises  $1,165,800  00 

Stock,  Bonds,  etc.,  owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                               $120,000  00  $148,500  00 

Other  stocks  and  bonds                                           760,500  00  991,538  00 


Total  par  and  market  value   $880,500  00   $1,140,038  00 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

$28,750  00       $51,520  00       $27,450  00 


1,140,038  00 


27,450  00 


Cash  in  the  Company's  principal  office  in  currency   8516  39 

Cash  belonging  to  the  Company  deposited  in  bank   144,981  92 

Total  amount  of  cash  items  ...        145,498  31 

Premium!  in  due  course  of  collection   67,207  89 


Aggregate  amount  of  all  actual  available  assets   $1,837,729  20 


II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses   $66,625  00 

[>»s>(  >  re>i>ted,  including  interest,  costs  and  expenses  _.     _____  3,612  00 

Net  amount  of  all  unpaid  losses  and  claims   $70,237  00 

Unearned  premiums,  at  5  )  per  cent,  of  premiums  on  fire  risks 

under  one  year   $295,303  76 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year     189,770  56 


Total  unearned  premiums  as  computed  above   485,074  32 
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Total  liabilities,  except  capital  and  net  surplus   $555,311  32 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   282,417  88 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus  -    $1,837,729  20 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Entire  premiums  collected  during  the  year   $928,220  50 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums          138,578  10 

Net  cash  actually  received  for  premiums   $789,642  40 

Interest  received  on  bonds  and  mortgages  

Interest  and  dividends  received  from  all  other  sources  

Aggregate  income  received  during  the  year  in  cash  


789,642  40 
18,168  80 
66,729  87 


$874,541  07 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  losses  (all  fire)   $476,631  57 

Cash  dividends  actually  paid   100,000  00 

Paid  for  commission  and  brokerage    123,239  97 

Salaries,  and  other  charges  of  officers,  clerks  and  other  employes  47,802  64 

Amount  paid  for  State,  national  and  local  taxes  -  17,113  63 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   53,922  00 

Aggregate  expenditures  during  the  year  in  cash   $818,709  81 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $72,291,681  00  $809,731  32 

Written  or  renewed  during  the  year                                              83,737  730  00  928,220  50 

Total  $156,029,411  00  $1,737,951  82 

Deduct  those  expired  and  marked  off  as  terminated                     76,031,614  00  813,420  84 

In  force  at  the  end  of  the  year  $79,997,797  00  $924,530  98 


General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   $5,389,517  97 

Total  losses  paid  from  organization  to  date   2,828,893  54 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,015,000  00 

Total  amount  of  losses  incurred  during  the  year   483,959  38 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $778,900  00 

Amount  of  fire  premiums  received   8,223  91 

Amount  of  losses  incurred.   1,531  14 

Amount  of  losses  paid   3,039  94 
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CONTINENTAL  INSURANCE  COMPANY. 


NEW  YOKK  CITY. 

Incorporated  November,  1852.  Commenced  business  January,  1853. 

George  T.  Hope,  President.  Cyrus  Peck,  Secretary, 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $1,000,000. 


Real  estate  owned  by  the  Company,  unincumbered   $659,450  00 

Loans  on  bond  and  mortgage  (first  liens)   324,100  00 

Interest  accrued  on  bond  and  mortgage  loans   8,582  23 

Value  of  lands  mortgaged   8354,600  00 

Buildings  insured  for  $301,875.00   396,600  00 

Total  value  of  mortgaged  premises—   $751,200  00 


Stocks,  Bonds,  etc.,  owned  by  the  Company. 

Par  Market 

value.  value. 

Uuited  States  bonds  91,000,000  00  §1,301,770  00 

Other  stocks  and  bonds                                           1,214,700  00  1,450,125  00 


2,751,895  00 


Total  par  and  market  value  $2,214,700  00   92,751,895  00 


Loans  on  Stock  ( kdUUeraU. 

Paz  Market  Amount 

value.         value.  loaned. 
$641,300  00      $570,180  00      $450,000  00 

450,000  00 

Cash  in  the  Company's  principal  office  in  currency   99,123  11 

Cash  belonging  to  the  Company  deposited  in  bank   213,859  49 

,       Total  amount  of  cash  items   222,982  60 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   48,932  50 

Interest  due  and  accrued  on  collateral  loans   2,455  91 

Premiums  in  due  course  of  collection   366,438  17 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks —  26,205  60 

All  other  property,  viz,,  rents  due  and  accrued   6,900  00 


Aggregate  amount  of  all  actual  available  assets   $4,867,942  01 
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II.  LIABILITIES. 

Losses  unajusted,  including  all  reported  and  supposed  losses          #343,717  91 

Losses  resisted,  including  interest,  costs  and  expenses   32,900  00 

Total   $376,617  91 

Deduct  reinsurance  thereon   33,486  87 

Net  amount  of  all  unpaid  losses  and  claims   $343,131  04 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $582,664  85 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   1,167,472  96 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks__     25,682  88 

Total  unearned  premiums  as  computed  above    1,775.820  69 

Cash  dividends  to  stockholders  remaining  unpaid   639  80 

Principal  unpaid  on  scrip  or  certificate  of  profits  ordered  to  be  re- 
deemed   29,952  00 

Interest  due  and  declared  remaining  unpaid   6,601  20 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers.-  50,000  00 

Total  liabilities,  except  capital  and  net  surplus   $2,206,144  73 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   1,661,797  28 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $4,867,942  01 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Entire  premiums  collected  during  the  year  $2,575,532  81      $564,578  19 

Deduct  reinsurance,  rebate,  abatement  and  return 

premiums  :   445,847  65        92,518  49 


Net  cash  actually  received  for  premiums  $2,129,685  16     $472,059  70 


$2,601,744  86 

Interest  received  on  bonds  and  mortgages   21,744  08 

Interest  and  dividends  received  from  all  other  sources   _  _        154,999  74 

Income  from  all  other  sources,  viz.,  rent   49,553  93 


Aggregate  income  received  during  the  year  in  cash   $2,828,042  61 


IV.  EXPENDITURES  DURING  Till':  ykah. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losses  $1,299,878  95     ftM>,:{2f>  76 

Deduct  salvages  and  reinsurances   129,104  00        81,792  99 


Net  amount  paid  for  losses  81,170,269  90     $.'M)4,5:{2  77 


$1,474,802  72 

Cash  dividends  actually  paid  149948  in 

Scrip  redeemed  in  cash,  and  interest  paid  on  scrip   9.982  96 

Paid  for  commission  and  brokerage--.       479  233  37 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  254,886  22 
Amount  paid  for  State,  national  an<l  local  taxes  63,638  84 
All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   181,263  22 


Aggregate  expenditures  during  the  year  in  cash   _ $2,613,755  73 
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V.  MISCELLANEOUS. 


Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__$351 ,568,202  00  $2,828,845  61 

.Written  or  renewed  during  the  year  .380,112,808  00  2,730,081  57 

Total  $731,080,510  00  $5,558,927  18 

Deduct  those  expired  and  marked  off  as  terminated                   325,165,425  00  2,094,689  79 

In  force  at  the  end  of  the  year  $400,515,085  00  $3,464,237  39 

Deduct  amount  reinsured                                                     20,589,605  00  214,967  12 

Net  amount  in  force  $385,925,480  00  $3,249,270  27 

Marine  and 

inland  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__   $2,359,543  00  $52,733  50 

Written  or  renewed  during  the  year                                             224,855,637  00  621,523  08 

Total  St.227, 215,180  00  $674,256  58 

Deduct  those  expired  and  marked  off  as  terminated                    219,631,999  00  618,673  51 

In  force  at  the  end  of  the  year                                            $7,583,181  00  $55,583  07 

Deduct  amount  reinsured                                                      149,750  00  4,217  32 

Net  amount  in  force                                                    $7,433,431  00  51,365  75 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $29,074,507  77 

Total  losses  paid  from  organization  to  date   15,482,262  81 

Total  cash  dividends  declared  since  the  Company  commenced  business   3,729,747  36 

Total  amount  of  losses  incurred  during  the  year   1,535,067  26 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $7,807,801  00 

Amount  of  fire  premiums  received   56,099  70 

Amount  of  losses  incurred   21,656  71 

Amount  of  losses  paid   18,453  26 
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DUTCHESS  COUNTY  MUTUAL  INSURANCE  COMPANY. 


POUGHKEEPSIE,  N.  Y. 
Incorporated  April  12,  1836.  Commenced  business  April  12,  1836. 

Peter  R.  Sleight,  President.  Lewis  H.  Vail,  Secretary, 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $10,000  00 

Loans  on  bond  and  mortgage  (tirst  liens)   19,500  00 

Interest  accrued  on  bond  and  mortgage  loans   590  00 

Value  of  lands  mortgaged   $37,200  00 

Buildings  (insured  for  $16,500.00)   26,500  00 


Total  value  of  mortgaged  premises   563,700  00 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                 SI, 000  00  Si, 235  00 

Other  stocks  and  bonds                                           104,140  00  118,688  00 


Total  par  and  market  value   $105,140  00     $119,923  00 


Cash  in  the  Company's  principal  office  in  currency   $3,606  05 

-Cash  belonging  to  the  Company  deposited  in  bank   8,902  89 


Total  amount  of  premium  notes  held  by  the  Company  on  policies 

issued  and  still  in  force  $259,911  87 

II.  LIAB1  LITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $9,338  21 

Losses  unadjusted,  including  all  reported  and  supposed  losses   1,600  00 

Losses  resisted,  including  interest,  costs  and  expenses   1,400  00 


$119,923  00 


Total  amount  of  cash  items   12,508  94 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   1,979  95 

Premiums  in  due  course  of  collection   3,756  67 

All  other  property,  viz.,  rents  due  and  accrued   91  66 


Aggregate  amount  of  all  actual  available  assets   $168,350  22 


Net  amount  of  all  unpaid  losses  and  claims   $12,338  21 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $5,679  57 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   103,981  15 

Total  unearned  premiums  as  computed  above   109,660  72 

Total  liabilities,  net  surplus   $121,998  93 

Surplus  beyond  all  liabilities   46,351  29 


Aggregate  liabilities,  net  surplus   $168,350  22 
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III.  IN  COM  E  DURING  THE  Y  EAR. 

Fire. 


•  Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   #2,776  94 

Deduct  amount  of  same  not  collected   1,817  17 


Net  collected   $959  77 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   82,753  10 


Total    $83,712  87 


Entire  premiums  collected  during  the  year   $83,712  87 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   698  64 


Net  cash  actually  received  for  premiums   $83,014  23 

$83,014  23 

Interest  received  on  bonds  and  mortgages   530  00 

Interest  and  dividends  received  from  all  other  sources   6,080  69 

Income  from  all  other  sources,  viz.,  rent   200  00 

Old  claims  not  before  counted  as  assets   3,782  31 


Aggregate  income  received  during  the  year  in  cash   $93,606  23 


IV.  EXPENDITURES   DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $59,114  24 

Deduct  salvages  and  reinsurances  :         297  45 


Net  amount  paid  for  losses   $58,816  79 

$58,816  79 

Paid  for  commission  and  brokerage   16,550  62 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  10,160  57 

Amount  paid  for  State,  national  and  local  taxes   753  64 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   1,903  05 


Aggregate  expenditures  during  the  year  in  cash   $88,184  67 


v.  MISCELLANEOUS. 
Risks  and  Premiums. 

Fire  risks.  Premiums, 

In  force  on  the  thirtv-first  dav  of  December  of  the  preceding  year__  $27,437,271  00  $219,973  70 

Written  or  renewed  during  the  year                                                10,094,081  00  82,753  10 

Total  $37,531,952  00  $302,726  80 

Deduct  those  expired  and  marked  oil'  as  terminated                       9,233,091  00  88,833  76 

In  force  at  the  end  of  the  year  $28,298,861  00  $213,893  04 


( General  ItUcnvgatoria. 

Total  amount  of  Ioskos  incurred  during  the  year   sl0,478  55 


Bmmmh  in  the  State  qf  New  Jersey  During  the  Year. 

Amount  of  fire  risks  written.-     $52,175  00 

Amount  of  fire  premiums  received   709  73 

Amount  <»f  losses  incurred    794  69 

Amount  of  UNMi  paid                                         -    1,394  69 


1883.]  Companies  o^  Other  States.  133 


EXCHANGE  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  April  9,  1853.  Commenced  business  May,  1853. 

Richard  C.  Combes,  President  George  W.  Montgomery,  Secretary. 

Capital  stock  authorized,  $200,010. 
Capital  actually  paid  in,  $200,010. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $102,300  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,432.00; 

interest  accrued  on  bond  and  mortgage  loans,  $1,023.00  ;  total  2,455  00 

Value  of  lands  mortgaged   $119,000  00 

Buildings  (insured  for  $99,900.00)   110,000  00 

Total  value  of  mortgaged  premises   $229,000  00 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 
United  States  bonds   $150,000  00    $155,250  00 

155,250  00 

Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$72,935  00       $86,279  00       $60,850  00 


€ash  in  the  Company's  principal  office  in  currency   $5,809  61 

Cash  belonging  to  the  Company  deposited  in  bank   16,275  06 


<)0,850  00 


Total  amount  of  cash  items   22,084  67 

Interest  due  and  accrued  on  collateral  loans   1,171  80 

Premiums  in  due  course  of  collection   14,411  01 

Aggregate  amount  of  all  actual  available  assets    $358,522  48 


II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses          $20,150  00 

Losses  resisted,  including  interest,  costs  and  expenses   1,500  00 

Net  amount  of  all  unpaid  losses  and  claims    (21,660  00 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $54,772  20 

Unearned  premiums, pro  rata  on  fire  risks  running  more  than  one 

year   6,534  11 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks__       2,006  25 


Total  unearned  premiums  as  computed  above   $63,132  56 

Cash  dividends  to  stockholders  remaining  unpaid   529  00 


Total  liabilities,  except  capital  and  net  surplus   $85,311  56 

Joint  stock  capital  paid  up  in  cash   200,010  00 

Surplus  beyond  all  liabilities   73,200  92 


Aggregate  liabilities,  including  paid  up  capital  and  net 
surplus   $358,522  48 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  by  that 

year's  statement   $16,417  52   

Deduct  amount  of  same  not  collected   77  09   


Gross  premiums  on   risks  written  and  renewed 
during  the  year,  as  shown  in  risk  and  premium 


Deduct  premiums  and  bills  in  course  of  collection 
at  this  date  


Deduct  re-insurance,  rebate,  abatement  and  return 


.    $16,340  43  . 

[ 

L 

159,982  82 

$8,712  40 

SI 76, 323  25 

$8,712  40 

l 

14,031  91 

379  10 

§162,291  34 

$8,333  30 

L 

13,708  72  . 

$148,582  62  « 

$8,333  30 

Net  cash  actually  received  for  premiums   $148,582  62 

$156,915  92 

Interest  received  on  bonds  and  mortgages   6,009  18 

Interest  and  dividends  received  from  all  other  sources   6,865  14 

Income  from  all  other  sources,  viz.,  rent   562  50 

Aggregate  income  received  during  the  year  in  cash   $170,352  74 


IV.  EXPENDITURES  DI  KING  THE  YEAR. 

Marine 
Fire.        and  inland. 

Gross  amount  paid  for  losses   881,440  56        $7,11:5  72 

Deduct  salvages  and  reinsurances   482  95   


Net  anion nt  paid  for  losses   161.028  51         $7,113  72 

$89,037  2a 

Cash  dividends  actually  paid   14,000  70 

Paid  for  commission  and  brokerage   28,220  39 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  17,578  60" 

Amount  paid  for  State,  national  and  local  taxes   4,459  26 

All  other  payments,  viz..  stalionerv,  printing,  advertising,  pos- 
tage, etc  1   11,340  22 

Aggregate  expenditures  during  the  year  in  cash   $164,636  40 
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V.  MISCELLANEOUS. 


Risks  and  Premiums. 

Fire  risks. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $10,133,833  00 
Written  or  renewed  during  the  year   19,353,115  00 

Total  $35,486,948  00 

Deduct  those  expired  and  marked  off  as  terminated   18,286,518  00 

In  force  at  the  end  of  the  year  $17,200,430  00 

Deduct  amount  reinsured   323,650  00 

Net  amount  in  force  $16,876,780  00 

Marine  and 
inland  risks. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $112,400  00 
Written  or  renewed  during  the  year   1,606,232  00 

Total   $1,718,632  00 

Deduct  those  expired  and  marked  off  as  terminated   1,621,732  00 

In  force  at  the  end  of  the  year   $96,900  00 


Premiums, 
$108,195  81 
159,982  82 

$268,178  63 
141,062  21 

$127,116  42 
1,844  06 

irl25,272  36 


Premiums. 
$4,967  00 
8,712  30 

$13,679  30 
9,667  20 

$4,012  10 


General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   $3,016,387  00 

Total  losses  paid  from  organization  to  date   1,838,073  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   333,622  25 

Total  amount  of  losses  incurred  during  the  year   102,164  66 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written  1   '  $184,800  00 

Amount  of  fire  premiums  received   2,138  7C> 

Amount  of  losses  incurred   7,038  40 

Amount  of  losses  paid   4,191  30 
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FARMERS'  FIRE  INSURANCE  COMPANY. 


YORK,  PA. 

Incorporated  April  6,  1853.  Commenced  business  May  10,  1853. 

G.  Edward  IIkksii,  President.  David  Strickler,  Secretary. 

I.  ASSETS. 

Real  estate  owned  by  the  Company  unincumbered   $22,500  00 

Loans  on  bond  and  mortgage  (first  liens)   68,291  04 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's  in- 
terest is  due   5,499  05 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $58S.74; 

interest  accrued  on  bond  and  mortgage  loans,  $797.25  ;  total--  1,385  99 

Value  of  lands  mortgaged   $131,400  00 

Buildings  (insured  for  $9,200.00)   91,000  00 

Total  value  mortgaged  premises   $222,400  00 

Stock;  Bonds,  etc.,  owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $130,000  00      $149,582  50 

Other  stocks  and  bonds   131,100  00       143,141  00 


Total  par  and  market  value   $261,100  00      $292,723  50 


Looms  on  Stock  Collaterals. 

Tar            Market  Amount 

value,            value.  loaned. 

$4,500  00         $7,800  00  $5,800  00 


292,723  50 


5,800  00 

Cash  belonging  to  the  Company  deposited  in  bank   $21,887  87 

Total  amount  of  cash  items   21,887  87 

Interest  due  and  accrued  on  collateral  loans   76  96 

Premiums  in  due  course  of  collection   16,977  73 

All  other  property,  viz.,  rents  due  and  accrued   50  00 

Aggregate  amount  of  all  actual  available  assets    $435,192  14 

Uemt  not  admitted  as  Aj&SttB, 
Premiums  over  I  months  due   $1,500  00 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due  $9,061  1\ 

Losses  unaiusted,  including  all  reported  and  supposed  losses   4,818  00 

Losses  resisted,  including  interest,  costs  and  expenses   2,.'*7U  00 

Net  amount  of  all  unpaid  losses  and  claims     $16,249  21 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $72,921  28 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one 

year___   125,490  30 


Total  unearned  premiums  as  computed  above   $198,411  58 

Amount  reclaimable  on  perpetual  fire  policies   4,740  08 

All  other  demands  against  the  Company,  viz.,  tax  assessments, 

$1,500;  book  account  liabilities,  $138.67  ;  total——'-   1,638  67 


Total  liabilities,  net  surplus   $221,039  54 

Surplus  beyond  all  liabilities   214,152  60 


Aggregate  liabilities,  including  net  surplus   $435,192  14 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   814,395  70 

Net  collected   $14,395  70 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   264,091  13 

Total   $278,486  83 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   16,977  73 

Entire  premiums  collected  during  the  year   $261,509  10 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   24,238  50 

Net  cash  actually  received  for  premiums   $237,270  60 

$237,270  60 

Interest  received  on  bonds  and  mortgages   4,157  89 

Interest  and  dividends  received  from  all  other  sources   13,948  02 

Income  from  all  other  sources,  viz.,  rent,  $483.23 ;  additional  pre- 
miums, $1,215.06   1,698  29 

Aggregate  income  received  during  the  year  in  cash   $257,074  80 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Fire. 

Gross  amount  paid  for  losses   $158,057  52 

Deduct  salvages  and  reinsurances   101  34 


Net  amount  paid  for  losses   $157,956  18 

$157,956  18 


Paid  for  commission  and  brokerage   47,490  28 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  14,570  40 

Amount  paid  for  State,  national  and  local  taxes   4,254  02 

Adjusting,  $4,278.05;  agency  and  office  expenses   12,436  29 

All  other  payments,  vi/.,  stationery,  printing,  advertising,  pos- 
tage, etc    956  07 


Aggregate  expenditures  during  the  year  in  cash 


1237,663  24 
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V.  MISCELLANEOUS. 


Risks  and  Premium*. 

Premium 


In  force  on  the  thirty-first  day  of  December  of  the 
preceding  year  _*  


Deduct  amount  reinsured 


Fire  risks. 

Premiums. 

rates. 

$88,246,291  00 
23,788,576  00 

$439,553  90 
204,091  13 

$219,197  52 
35,181  11 

$62,034,867  00 
24,500,927  00 

$703,645  03 
274,479  86 

$254,378  63 
90,863  25 

$87,533,940  00 
80,  412  00 

$429,165  17 
657  81 

$164,015  38 

$37,453,528  00 

$428,507  36 

General  Interrogator ie8. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $4,362,256  62 

Total  losses  paid  from  organization  to  date   2,754,265  39 

Total  amount  of  losses  incurred  during  the  year   -     161,839  69 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $453,919  00 

Amount  of  fire  premiums  received   4,571  38 

Amount  of  losses  incurred   1,347  61 

Amount  of  losses  paid   1,360  11 


FARRAGUT  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  January  29,  1872.  Commenced  business  January  30,  1872. 

John  M.  Furman,  President.  Samuel  Darbee,  Secretary. 

Capital  stock  authorized,  200,000. 
Capital  actually  paid  in,  $200,000. 

/  L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $6,000  00 

Loans  on  bond  and  mortgage  (first  liens)   21,100  00 

Interest  accrued  on  bond  and  mortgage  loans   277  08 

Value  of  lands  mortgaged   $19,000  00 

Buildings  (insured  far  $19,000)   20,500  00 


Total  value  of  mortgaged  premises 


180,000  00 
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Stock,  Bonds,  etc.,  owned  by  the  Company. 

Par  Market 

Value.  Value. 

United  States  bonds                                               $220,000  00  8242,387  50 

Other  stocks  and  bonds                                             87,640  00  95,433  28 

Total  par  and  market  value   8307,840  00     8337,820  78 


337,820  78 


Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

87,500  00  88,475  00       86,800  00 

6,800  00 

Cash  in  the  Company's  principal  office  in  currency   8538  88 

Cash  belonging  to  the  Company  deposited  in  bank   20,281  29 

Total  amount  of  cash  items   20,820  17 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   400  00 

Interest  due  and  accrued  on  collateral  loans   99  65 

Premiums  in  due  course  of  collection   14,344  08 

All  other  property,  viz.,  rents  due  and  accrued   134  67 

Aggregate  amount  of  all  actual  available  assets   $407,796  43 


Items  not  admitted  as  Assets. 
Office  furniture,  etc   .84,000  00 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   82,338  19 

Losses  unadjusted,  including  all  reported  and  supposed  losses—  19,892  00 

Losses  resisted,  including  interest,  costs  and  expenses   2,962  50 

Net  amount  of  all  unpaid  losses  and  claims   $25,192  69 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   873,359  21 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   21,654  73 

Total  unearned  premiums  as  computed  above   95,013  94 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   2,041  66 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, $900.00;  commissions  and  other  charges  due  and  to 

become  due  to  agents  and  brokers,  $1,460.83;  total   2,360  83 

Total  liabilities,  except  capital  and  net  surplus   $124,609  L2 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   83,187  31 

Aggregate  Liabilities,  including  paid  up  capital  and  net 
surplus   $407,796  43 
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III.   INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $12,109  98 

Deduct  amount  of  same  not  collected   346  49 

Net  collected   $11,823  49 

GrOSS  premiums  OB  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   183,866  76 

Total   $195,690  25 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   14,344  08 

Entire  premiums  collected  during  the  year   $181,346  17 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   15,722  20 

Net  cash  actually  received  for  premiums   $165,623  97 

$165,623  97 

Interest  received  on  bonds  and  mortgages   1,116  56 

Interest  and  dividends  received  from  all  other  sources   15,635  45 

Income  from  all  other  sources,  viz.,  rent   505  05 

Aggregate  income  received  during  the  year  in  cash   $182,881  03 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Paid  for  losses  (all  tire)   $94,438  66 

Cash  dividends  actually  paid   24,000  00 

Paid  for  commission  and  brokerage   26,742  45 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes —  22,232  00 

Amount  paid  for  State,  national  and  local  taxes   4,023  36 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc- 1   19,432  04 


Aggregate  expenditures  during  the  year  in  cash   $190,868  51 


V.  MISCELLANEOUS. 


Risks  and  Premiums. 

%                                                                                 Fire  risks.  Premiums. 

In  force  on  the  thirtv-first  dav  of  December  of  the  preceding  year__  $31,960,896  00  $183,202  95 

Written  or  renewed  during  the  year                                                30,209,068  00  183,866  76 


Total  $62,169,964  00      $367,069  71 

Deduct  those  expired  and  marked  off  as  terminated   31,336,197  00       173,392  75 


In  force  at  the  end  of  the  year  £30,833,767  00     $193,676  96 

Deduct  amount  reinsured   1,095,350  00  5,531  55 


Net  amount  in  force  829,738,417  00     g!8S,145  41 


General  Inter  royatar'n ». 

Total  premium*  received  from  the  organization  of  the  Company  to  date   $1,714,133  60 

Total  lo*se:  pa  1  from  organization  to  date   679,469  26 

Total  cash  i.ivi  lends  declared  since  the  Company  commenced  business   294,000  00 

Total  amount  of  losses  incurred  during  the  year   105,578  00 


Business  in  the  State  of  Xew  Jersey  duriny  the  year. 

Amount  of  tire  risks  written.    164,394  00 

Amount  of  fire  premiums  received   2,049  40 

Amount  of  losses  incurred   726  80 

Amount  of  losses  paid     726  86 
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FIDELITY  AND  CASUALTY  COMPANY. 


NEW  YOKK  CITY. 

Incorporated  March  20,  1876.  Commenced  business  May  1,  1876. 

William  M.  Kichards,  President.  John  M.  Crane,  Secretary. 

Capital  stock  authorized,  $250,000.  • 
Capital  actually  paid  in,  $250,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $600  00 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 
United  States  bonds   $245,000  00      $252,012  00 


252,012  00 


Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$218,900  00  $185,520  00  $149,846  74 


149,846  74 

Cash  in  the  Company's  principal  office  in  currency                          $20,492  19  # 

Cash  belonging  to  the  Company  deposited  in  bank   2,369  71 

Total  amount  of  cash  items   22,861  90 

Interest  due  and  accrued  on  collateral  loans   208  81 

Premiums  in  due  course  of  collection   42,023  13 

All  other  property,  viz.,  ledger  balances,  $877.14;  salvage  plate 

glass,  $2,358.51  ;  total   3,235  65 

Aggregate  amount  of  all  actual  available  assets    $470,788  23 


Items  not  admitted  as  Asset*. 

Ledger  balances   $877  14 

Salvage  property     2,358  51 

$3,235  65 

II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses..  fmm  $2,420  58 

Losses  resisted,  including  interest,  costs  and  expenses   650  00 

Net  amount  of  all  unpaid  losses  and  claims  $3,070  68 
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Gross  premiums  received  and  receivable  upon  all  unexpired  risks 

running  one  year  or  less  from  date  of  policy  : 
Accident,  premiums.-  $189,183.32  ;  unearned  portion  (50  per  cent.)— $69,591  66 

Fidelity,  premiums          70,110.04;  unearned  portion  (50  per  cent.)-..  38,065  02 

Plate  glass,  premiums—   50,328.19;  unearned  portion  uSO  per  cent.)  25,164  10 

SteamDoiler, premiums  35,842.09;  unearned  portion (50  per  cent.)  17,921  04 

Qtoss  premiums  received  and  receivable  upon  all  unexpired  risks 

running  moire  thorn  one  year  from  date  of  policy : 
Plate  glass, premiums—     3,5S4.06;  unearned  portion  (50  per  cent.)__   2,793  67 

Total  unearned  premiums  as  computed  above   $153,52;")  49 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   1,463  (.K> 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers  12,105  57 

Total  liabilities,  except  capital  and  net  surplus   $170,165  57 

Joint  stock  capital  paid  up  in  cash   250,000  00 

Surplus  beyond  all  liabilities   50,022  60 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $470,788  23 


III.  INCOME  DURING  THE  YEAR. 
Accident.        Fidelity.     Plate  glass.  Steam  boiler. 

Gross  premiums  receiv- 
ed in  cash   $213,266  26       $86,660  40       #54,065  91       $35,696  30 

Deduct  reinsurance,  re- 
bate, abatements 
and  returned  pre- 
miums  7,264  54  8,529  61  1,855  72  1,110  53 


Total  premiums.  6206,001  72       §78,130  79       $52,210  19       $34,585  77 


$370,928  47 

Interest  and  dividends  received  from  all  other  sources   13,033  11 


Aggregate  income  received  during  the  year  in  cash   $384,561  58 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Accident         Fidelity       Plate  glass     Steam  boiler 
risks.  risks.  risks.  risks. 

<ir<»<  amount  paid  for 

losses   $85,098  97       $18,761  93       $18,682  63        $1,190  48 

Deduct  salvage,  rein- 
surance, etc   3,692  38  5,125  69  913  43   

$81,400  59        SI 3,036  24       $17,769  20         $1,190  48 

Net  amount  paid  for  losses   $114,002  51 

Cash  dividends  actually  paid   20,000  00 

Paid  for  commission  and  brokerage   98,467  21 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  39,887  80 

Amount  paid  for  State,  national  and  local  taxes   7,621  20 

All  other  pavments,  viz.,  stationery  printing,  advertising,  pos- 
tage, etc   46,289  88 

Aggregate  expenditures  during  the  year  in  cash    $326,268  60 
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V.  MISCELLANEOUS. 


Risks  and  Premiums. 

Accident  risks.  Premium. 

In  force  Deeember  thirty-first,  preceding  year  $16,840,309  00  1118,024  63 

Written  or  renewed  during  the  year                                                27,523,650  00  274,772  27 

Total  $44,363,959  00  $392,796  90 

Deduct  expirations,  cancellations  and  reinsurance                            22,844,609  00  253,613  58 

In  force  December  thirty-first,  1883  $21,519,350  00  $139,183  32 


Fidelity  risks.  Premium. 

In  force  December  thirty-first,  preceding  year   $5,802,750  35       $48,674  30 

Written  or  renewed  during  the  year   12,300,746  69        99,280  03 


Total  $18,103,497  04     $147,954  33 

Deduct  expirations,  cancellations  and  reinsurance   8,842,948  17        79,844  21 


In  force  December  thirty-first,  1883   $9,260,548  87       $76,110  04 


Plate  glass 

risks.  Premium. 

In  force  December  thirty-first,  preceding  year                                  $1,431,120  55  $42,532  55 

Written  or  renewed  during  the  year                                                2,073,794  39  62,410  44 


Total  I   $3,504,914  94     $104,942  99 

Deduct  expirations,  cancellations  and  reinsurance   1,713,205  40        51,030  74 


In  force  December  thirty-first,  1883   $1,791,709  54       $53,912  25 


Steam  boiler 

risks.  Premium. 

In  force  December  thrity-first,  preceding  year                                  $3,001,557  00  $29,738  81 

Written  or  renewed  during  the  yoar                                                4,139,026  66  42,085  15 


Total   $7,140,583  66       $71,823  96 

Deduct  expirations,  cancellations  and  reinsurance   3,622,991  33        35,981  87 


In  force  December  thirty-first,  1883   $3,517,592  33       $35,842  09 

Aggregate  amount  $36,089,200  74     $305,047  70 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,079,825  91 

Total  losses  paid  from  organization  to  date   341,536  13 

Total  cash  dividends  declared  since  the  Company  commenced  business   40,000  00 

Total  amount  of  losses  incurred  during  the  year   114,002  51 


Business  in  the  State  of  New  Jersey  during  the  year. 


Amount  at  Premiums  Losses  Losses 

risk.  received.  paid.  incurred. 

Accident                            $481,000  00  $5,277  43  $1,900  28  $1,900  28 

Fidelity                               83,250  00  1,993  01     

Plate  glass                             8,841  47  113  80  45  00  45  00 

Steam  boiler                          70,050  00  514  59    ~r  


Aggregate   $643,741  47      $7,898  83      $1,951  28      $1,951  28 
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FIRE  ASSOCIATION. 


PHILADELPHIA,  PA. 
Incorporated  March  27,  1820.  Commenced  business  September  1,  1817. 

JEBBE  Lightfoot,  President,  Jacob  H.  Lex,  Secretary. 

Capital  actually  paid  in,  $500,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $90,300  00 

Loans  on  bond  and  mortgage  (first  liens)   923,710  94 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's 

interest  is  due  (of  which  $3,400.00  is  in  process  of  foreclosure)  3,400  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $8,773.32 ; 

interest  accrued  on  bond  and  mortgage  loans,  $12,940.89  ;  total         21,714  21 

Value  of  lands  mortgaged  $1,601,850  00 

Buildings  (insured  for  $79 1,410)   1,098,650  00 

Total  value  of  mortgaged  premises  $2,700,500  00 


Stock,  Bonds,  etc.,  Chimed  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $200,000  00     $247,500  00 

Other  stocks  and  bonds   2,138,950  00  2,645,079  50 


Total  par  and  market  value  $2,338,950  00   $2,892,579  50 


Loans  on  Stock  Collaterals. 


2,892,579  50 


55,450  00 


Par  Market  Amount 

value.  value.  loaned. 

$96,600  00       $85,290  00       $55,450  00 

Cash  in  the  Company's  principal  office  in  currency   $5,130  60 

Cash  belonging  to  the  Company  deposited  in  bank   118,730  60 

Total  amount  of  cash  items   123,861  20 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   39,023  12 

Interest  due  and  accrued  on  collateral  loans   151  10 

Premiums  in  due  course  of  collection   115,762  37 

All  other  property,  viz.,  rents  due  and  accrued,  $840.36  ;  due  from 

other  companies  for  re-insurance,  $12,883.31  ;  total   13,723  67 

Aggregate  amount  of  all  actual  availahle  assets   $4,279,676  11 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   .fc>0/J7.;  59 

Losses  unadjusted,  including  all  reported  and  supposed  losses   176,122  52 

Losses  resisted,  including  interest,  costs  and  expenses   11,568  25 

Total   $238,664  36 

Deduct  reinsurance  thereon   38,851  37 

Net  amount  of  all  unpaid  losses  and  claims   $199,812  99 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $584,789  63 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   413,676  31 

Total  unearned  premiums  as  computed  above   998,465  94 

Amount  reclaimable  on  perpetual  lire  policies   1,766,881  89 

Total  liabilities,  except  capital  and  net  surplus   $2,965,160  82 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities   814,515  29 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $4,279,671  11 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  lulls  in  course  of  collection  at  close  of  hist 

previous  year,  as  shown  by  that  year's  statement   $112,870  73 


Net  collected   $112,870  73 

I  Stobi  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   1,847,553  76 


Total  $1,960,424  49 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   115,762  -T7 

Entire  premiums  collected  during  the  year  $1,844,662  12 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums          'Ml, oil  95 


Net  cash  actually  received  for  premiums  $1,467,084  17 

$1,467,084  17 

Interest  received  on  bonds  and  mortgages    48,794  80 

Interest  and  dividends  received  from  all  other  .sources   158,865  19 

Income  from  all  other  sources,  viz.,  rent,  $5,264.1 1  ;  transfers, 

$2,729.00  ;  surveys,  $1,692.50;  miscellaneous,  $316.40   10,002  01 


Aggregate  income  received  during  the  year  in  cash   $1,684,746  17 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

(Trows  amount  paid  for  losnes  $l,17o,21<  .">;} 

Deduct  salvages  and  reinsurances     71,909  08 


Net  amount  paid  for  losses  #1,104,708  SO 

11,104,708  .'>0 

Cash  dividends  actually  paid             ...      -    200,000  00 

Paid  for  commission  and  brokerage                          .   .   331,610  7(> 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  77,029  47 

Amount  paid  for  State,  national  and  local  taxes    41,017  4ft 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc    23,780  36 


Aggregate  expenditures  during  the  year  in  cash      ...    »,    $1,778,146  57 


1  0 
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V.  MISCELLANEOUS. 


Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-firsl  day  of  December  of  the  preceding  vear_$126,905,924  00  $1,775,289  88 

Written  or  renewed  during  the  year  144,933,934  00  1,786,160  42 

Total  $271,839,858  00  153,561,450  30 

Deduct  those  expired  and  marked  off  as  terminated                    102,508,062  00  1.441,553  14 

In  force  at  the  end  of  the  vear  $169,381,798  00  $2,119,897  16 

Deduct  amount  reinsured                                                   11,934,843  00  172,167  87 

Net  amount  in  force  $157,396,953  00  $1,947,729  29 

Perpetual  risks.  Deposit. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $83,846,067  00  $1,876,590  64 

Written  or  renewed  during  the  year                                                 2,301,402  00  61,393  34 

Total  $86,147,469  00  $1,937,983  98 

Deduct  those  marked  off  as  cancelled                                           1,625,049  00  43,392  55 

In  force  at  the  end  of  the  year  $84,522,420  00  $1,894,591  43 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $15,668,319  00 

Total  losses  paid  from  organization  to  date   8,193,791  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   2,579,762  00 

Total  amount  of  losses  incurred  during  the  year   1,085,267  60 


Business  in  the  State  of  New  Jersey  during  the  gear. 

Amount  of  fire  risks  written   5,806,330  00 

Amount  of  fire  premiums  received--   65,291  35 

Amount  of  losses  incurred   25,468  37 

Amount  of  losses  paid   24,080  28 
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FIRE  INSURANCE  COMPANY  OF  NORTHAMPTON 

COUNTY. 


EASTON,  PA. 

Incorporated  March  12,  1830.  Commenced  business  June  26,  1830. 

John  Maxwell,  President.  George  W.  Stout,  Secretary. 

I.  ASSETS. 


Real  estate  owned  by  the  Company,  unincumbered   $10,000  00 

Loans  on  bond  and  mortgage  (first  liens)   52,877  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's 

interest  is  due   4,700  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $762.00  ; 

interest  accrued  on  bond  and  mortgage  loans,  $935.29  ;  total-  1,697  29 


Value  of  lands  mortgaged   885,000  00 

Buildings  (insured  for  $48,661.00)   68,400  00 


Total  value  of  mortgaged  premises   8153,400  00 


Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Markel 
value.  value. 
828,100  00       $31,140  00 


31,140  00 

Cash  belonging  to  the  Company  deposited  in  bank   $2,616  1:;  % 


Total  amount  of  cash  items   2,616  13 

Ali  other  property,  viz.,  rents  due  and  accrued,  $100.00;  prom- 
issory notes,  with  security,  $49,499.39   49,599  39 

Aggregate  amount  of  all  actual  available  assets   $152,629  81 

ir.  LIABILITIES. 

Amount  due  depositors   $126,318  47 

Total  liabilities  1    $126,318  47 

Surplus   26,311  34 

Aggregate  liabilities   $152,629  81 

III.  INCOME  DURING  THE  YEAR. 

Net  cash  actually  received  for  premiums  or  deposits  (all  fire)  $30,504  27 

Interest  received  on  bonds  and  mortgages    3,613  27 

Interest  and  dividends  received  from  all  other  sources   4,493  07 

Income  from  all  other  sources,  viz.,  rent     475  00 


Aggregate  income  received  during  the  year  in  cash 
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IV.  EXPENDITURES  DURING  THE  YEAR, 

Net  amount  paid  for  losses  (all  lire)   $5,543  24 

Salaries  and  other  charges  of  officers,  clerks  nod  othei  employes-  1,962  50 

Amount  paid  lor  State,  national  and  local  taxes   166  40' 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc-  g   197  36 

Deposit8  returned  to  members   27,865  51 


Aggregate  expenditures  during  the  year  in  cash   $36,735  01 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  I  deposits. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  vear_  35,903,607  00  #123,679  71 

Written  or  renewed  during  the  year   1,474,225  00  30,504  27 

Total   #7,377,833  00  $154,183  98 

Deduct  those  expired  and  marked  off  as  terminated   1,372,394  00  27,865  51 

In  force  at  t  lie  end  of  the  year   #6,005,438  00  $126,318  47 


( reneral  Tnterrogtitories. 

Total  deposits  received  in  the  last  sixteen  years   $483,855  13 

Total  losses  paid  from  organization  to  date   367,385  01 

Total  amount  of  losses  incurred  during  the  year  ,   5,543  24 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  lire  risks  written   $46,710  00 

Amount  of  deposits  received    1,384  12 

Amount  of  losses  incurred   9  2J> 

Amotfnt  of  losses  paid   9  29 
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FRANKLIN  FIRE  INSURANCE  COMPANY. 


PHILADELPHIA,  PA. 
Incorporated  April  22,  1829.  Commenced  business  June,  1829. 

James  W.  McAllister,  President.  Ezra  T.  Cresson,  Secretary. 

Capital  stock  authorized,  $400,000. 
Capital  actually  paid  in,  $400,000. 


I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $641,500  00 

Loans  on  bond  and  mortgage  (first  liens)   1,111,106  01 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $2,412.70  ; 

interest  accrued  on  bond  and  mortgage  loans,  $16,632.72;  total  19,045  42 

Value  of  lands  mortgaged  ")  ^  RA(l  o^*™ 

Buildings  (insured  for  $1, 148,866.00)  f  »-,b48,b40  uo 


Stock,  Bonds,  etc.,  owned  by  the  Company. 


Par 
value. 
$477,900  00 


Market 
value. 
$530,059  50 


530,059  50 


Loans  on  Stock  Collaterals. 

Par  Market 

value.  value 

$613,150  00  $7 15,856  00 


Anion  ill 
loaned. 
$090,250  00 


550,250  00 

Osh   in  the  Company's  principal  office  in  currency   92,748  89 

«Cash  belonging  to  the  Company  deposited  in  bank   209,382  22 

Total  amount  of  cash  items..  .—    212,133  11 

Interest  due  and  accrued  on  collateral  Loans    2,006  26 

Premiums  in  due  course  of  collection    52,615  L5 

Aggregate  amount  of  all  actual  available  assets   $3,118,713  45 

tl,  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due  188,847  L9 

Losses  unadjusted,  including  ail  reported  and  supposed  losses          .'14,212  27 

Losses  resisted,  including  interest,  cost  and  expenses   1,300  00 

Net  amount  of  all  unpaid  losses  and  claims    $58,859  69 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  tire  risks 

under  one  year   $185,661  98 

Unearned  premiums, pro  rota,  on  fire  risks  running  more  than 

one  year   263,251  04 

Total  unearned  premiums  as  computed  above   448,913  02 

Amount  reclaim  able  on  perpetual  tire  polieies   1,359,987  37 

(  ash  dividends  to  stockholders  remaining  unpaid   691  00 

Total  liabilities,  except  capital  and  net  surplus   $1,868,451  0& 

Joint  stock  capital  paid  up  in  cash   400,000  00 

Surplus  beyond  all  liabilities   850,262  37 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus  --  $3,118,713  45 


[II.  INCOME  DURING  THE  YEAR. 

Fire. 

Entire  premiums  collected  during  the  year   #593,530  70 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   77,199  19 

Net  cash  actually  received  for  premiums   $516,331  51 

$516,331  51 

Interest  received  on  bonds  and  mortgages   98,895  4& 

Interest  and  dividends  received  from  all  other  sources   23,169  65 

Income  from  all  other  sources,  viz.,  rent,  $33,360.88;  survevs, 

$347.50;  miscellaneous,  $3  .50;  policy  transfers,  $2,238.50- 35,978  38 

Aggregate  income  received  during  the  year  in  cash   $674,375  02 


rV.  EXPENDITURES  DURING  THE  YEAR. 


Paid  for  Losses,  all  fire   $323,849  91 

(  ash  dividends  actually  paid   $80,321  00 

Paid  for  commission  and  brokerage   75,281  27 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  49,175  61 

Amount  paid  for  State,  national  and  local  taxes   35,210  07 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  I   76,080  62 


Aggregate  expenditures  during  the  year  in  cash   $639,918  48 


v.  MISCELLANEOUS. 


Ritkt  <ni<(  Premiums. 

Fire  risks.  Premiums, 

In  force  on  tin-  :MM  dav  of  December  of  the  preceding  vear  $137,149,204  00  «2,34K,557  02 

Written  or  renewed  during  the  year                                                    59,778,787  00  688,001  14 

Total  8196,927,991  00  82,987,160  16 

Deduct  those  ex  pi  r.d  and  marked  off  M  terminated                     58,161,088  00  626,988  25 

In  toreC  at  th«-  BBl  Of  thfl  vear  8138,766,908  00  82,360,171  91 

Deducl  amount  reinsured                                                           1,56S,265  00  18,489  75 


Net  ane.unt  in  force  8187,198,688  00   $2,341,682  16- 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $23,086,559  25 

Total  losses  paid  from  organization  to  date   12,782,398  97 

Total  cash  dividends  declared  since  the  Company  commenced  business   4,284,000  00 

Total  amount  of  losses  incurred  during  the  year   351,345  43 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $1,053,790  83 

Amount  of  fire  premiums  received   8,882  59 

Amount  of  losses  incurred   6,587  14 

Amount  of  losses  paid   6,587  14 


GERMAN  AMERICAN  INSURANCE  COMPANY. 


NEW  YOKK  CITY. 

Incorporated  March  7,  1872.  Commenced  business,  March  7,  1872. 

Emil  Oelbermanx,  President  James  A.  Silvey,  Secretary. 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $1,000,000. 

i.  assets. 

Stock,  Bonds,  etc..  owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds  82,580,000  00  £:i,(K>4,745  00 

Other  stocks  and  bonds                                           600,000  00  755,650  00 

Total  par  and  market  value  83,180,000  00   $3,820,395  00 

3,820,395  00 

Cash  in  the  Company's  principal  office  in  currency   81,973  41 

Cash  belonging  to  the  Company  deposited  in  bank   !>o,;>92  72 

Total  amount  of  cash  items   97,565  13 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value                                                             .    2,000  00 

Premiums  in  due  course  of  collection     146,008  18 

Aggregate  amount  of  all  actual  available  assi-ts- .  $4,065,068  31 


II.  liabilities. 

Losses  adjusted  and  unpaid,  due  and  to  become  due      —  $63,638  36 

Losses  unadjusted,  including  all  reported  and  supposed  Losses  38,473  L< 

Losses  resisted,  Including  interest,  costs  and  expenses...  1 7,7-17  :>♦*> 

Total    .  9169,864  48 

Deduct  reinsurance  thereon   .►,  >  ;."»  1 1 


Net  amount  of  all  unpaid  losses  and  claims 


$ 159,809  37 


Fire  and  Fire-Makine  Insurance 


[Dec  31, 


Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $677,490  91 

Unearned  premiums, pro  rata,  on  fire  risks  running  more  than 

one  year   580,629  34 


Total  unearned  premiums  as  computed  above   1,186,120  25 

All  other  demands  against  the  Company,  via.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers--         34,938  43 


Total  liabilities,  except  capital  and  net  surplus   $1,380,958  05 

Join!  Mock  capita]  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   1,685,010  26 


Aggregate  liabilities,  including  paid  up  capital  and  net 
surplus  $4,065,968  31 


III.  INCOME  DURING  THE  YEAR. 

GfOSS  premiums  and  bills  in  course  of  collection  at  close  of  last  Fire, 
previous  year,  as  shown  by  that  year's  statement   $111,163  35 

Net  collected   $111,163  35 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   2,065,043  28 

Total  $2,176,206  63 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   146,008  18 

Entire  premiums  collected  during  the  year  '  $2,030,198  45 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums          346,687  38 

Net  cash  actually  received  for  premiums  $1,683,511  07 

1,683,511  07 

Interest  and  dividends  received  from  all  other  sources   153,921  34 

Aggregate  income  received  during  the  year  in  cash   $1,837,432  41 


[V.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  feu-  losses   $939,166  88 

Deduct  salvages  and  reinsurances   83,719  99 

Net  amount  paid  for  losses   $855,446  89 

$855,446  89 

Cash  dividends  actually  paid   130,000  00 

Paid  for  commission  and  brokerage   251,776  88 

Salaries,  and  other  charges  of  officers,  clerks  and  other  employes  138,039  44 

Amount  paid  for  State,  national  and  local  taxes   43,372  00 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc-:  -   154,764  34 

Aggregate  expenditures  during  the  year  in  cash   $1,573,400  15 

V.    MIS(  EDLANKOlS. 

Risks  and  Premiums. 

Fin-  i  i>k>.  Premiums- 

In  force  on  the  thirtv-tir^  in\  ..f  December  of  the  preceding  vear.  $240,472,1142  00  $2,051,897  21 

Wiilten  Of  renewed  dUling  (lie  year  _*_           251,169,002  00  2,065,043  28 

Total  $491,641,944  00  14,116,940  49 

Deduct  those  expired  and  marked  off  M  terminated                     232,508,924  00  1,717,682  92 

I  n  force  at  the  end  of  the  vear  $259,133,020  00  $2,399,257  57 

Deduct  amount  reinsured                                                      10,881,876  00  121,391  29 

Net  an.o.mt  in  force    8248*461,144  00  $2,277,866  28 
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General  Interrogator  ies. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   #13,432,723  74 

Total  losses  paid  from  organization  to  date   5,961,625  89 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,110,000  00 

Total  amount  of  losses  incurred  during  the  year   895,346  94 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $14,868,297  00 

Amount  of  fire  premiums  received  •   81,307  11 

Amount  of  losses  incurred   29,076  45 

Amount  of  losses  paid   31,253  35 


GERMAN  FIRE  INSURANCE  COMPANY. 


PITTSBURGH,  PA. 

Incorporated  March,  1862.  Commenced  business  July,  1862. 

C.  Barchfeld,  President.  F.  L.  Gross,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 


I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered  _  $14,430  45 

Loans  on  bond  and  mortgage  (first  liens)   209,777  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $274.20  ;  in- 
terest accrued  on  bond  and  mortgage  loans,  $4,141.30  ;  total-  4,415  50 

Value  of  lands  mortgaged   #480,750  00 

Buildings  (insured  for  $156,975.00)   156,975  00 

Total  value  of  mortgaged  premises   $480,750  00 


8toekf  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $37,500  00  $44,422  50 

Other  stocks  and  bonds   82,050  00  101,185  00 


Total  par  and  market  value   .  «1 19,550  00      $145,607  5(1 


1  16,607  -')() 

Cash  belonging  to  the  Company  deposited  in  bank   $29,793  51 


Total  amount  of  cash  items   29,793  51 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value     494  25 

Premiums  in  due  course  of  collection   27,115  17 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks  90  00 

All  other  property,  viz.,  rents  due  and  accreted    -  -    (>8  00 


Aggregate  amount  of  all  actual  available  assets     $431,791  8s 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $9,820  00 

Net  amount  of  all  unpaid  losses  and  claims   $9,820  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $7(5,326  79 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   43,412  07 

Total  unearned  premiums  as  computed  above   119,738  86 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments  1,200  00 

Total  liabilities,  except  capital  and  net  surplus   $130,758  86 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities..   101,033  02 

Aggregate  liabilities,  including  paid  up  capital  and  net 
surplus  1431,791  88 


III.  [NCOME  DURING  THE  YEAR. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $25,798  62 

Net  collected   $25,798  62 

Gross  premiums  on  ri*ks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   222,937  44 

Total   $248,736  06 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   27,115  17 

Entire  premiums  collected  during  the  year   #221,620  89 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   23,692  56 

Net  cash  actually  received  for  premiums   $197,928  33 

#197,928  33 

Interest  received  on  bonds  and  mortgages   11,139  45 

Interest  and  dividends  received  from  all  other  sources   6,499  00 

income  from  all  other  sources,  viz.,  rent   519  00 


Aggregate  income  received  during  the  year  in  cash   $216,085  78 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Paid  for  losses,  all  tire     $110,062  76 

Cash  dividends  actually  paid   i-  24,000  00 

Paid  for  commission  and  brokerage  ..   42,691  50 

Salaries  and  other  charges  of  officers,  clerks,  and  other  employes  17,872  68 

Amount  paid  f<»r  State,  national  and  local  taxes   6,043  04 


ALrLrreLrat<-  expenditures  during  t lie  year  in  cash   -      $200,659  98 
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V.  MISCELLANEOUS. 

Risks  and  Premium*. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  dav  of  December  of  the  preceding  vear__  #16,797,623  00  #195,874  74 

Written  or  renewed  during  the  vear                                                19,614,766  00  222,937  44 


Total  $36,412,389  00  $418,812  18 

Deduct  those  expired  and  marked  off  as  terminated                      17,541,364  00  183,955  04 

In  force  at  the  end  of  the  year  $18,871,025  00  #234,857  14 

Deduct  amount  reinsured                                                        110,338  00  1,290  96 


Net  amount  in  force  #18,760,687  00     $233,566  18 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   #1,491,444  83 

Total  losses  paid  from  organization  to  date   490,797  65 

Total  cash  dividends  declared  since  the  Company  commenced  business   386,000  00 

Total  amount  of  losses  incurred  during  the  year   111,472  76 

Business  in  the  State  of  New  Jersey  during  the  gear. 

Amount  of  fire  risks  written   $11,500  00 

Amount  of  fire  premiums  received   199  91 


(jERMANIA  fire  insurance  company. 


XKW  YORK  CITY. 

Incorporated  March,  1859.  Commenced  business  March,  1859. 

Rudolph  Garbigue,  President,  Hugo  Schumann,  Secretary, 

Capital  stock  authorized,  .$1,000,000. 
( Japital  actually  paid  in,  $1,000,000. 

I.  ASSF/PS. 

Real  estate  owned  by  the  Company,  less  $45,000  incumbrances 

thereon  *   $409,837  83 

Loans  on  bond  and  mortgage  (first  liens)  ...    145,450  00 

Interest  accrued  on  bond  and  mortgage  loans   4,40(>  50 

Value  of  lands  mortgaged   8140,000  00 

Buildings  (Insured  for$140,700.00)   104,600  00 

Total  value  of  mortgaged  promises   #300,100  00 
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Stock)  Bonds,  etc.,  owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds  $1,870,000  00  $1,696,781  25 

Other  stocks  and  bonds                                             118,000  00  138,792  50 

Total  par  and  market  value  $1,498,000  00    $1,835,573  75 

1,835,573  75 

(  ash  in  the  Company's  principal  office  in  currency   $23,684  57 

Cash  belonging  to  the  Company  deposited  in  bank   62,350  48 

Total  amount  of  cash  items   86,035  05 

Premiums  in  due  course  of  collection   8,876  22 

All  other  property,  viz.,  rents  due  and  accrued,  $3,691.64;  cash 
in  hands  of  agents  and  branch  offices  in  course  of  transmis- 
sion, $139,358.83  ;  deposit  with  Treasurer  of  State  of  Missis- 
sippi, $7,500.00  ;  total   150,550  47 

Aggregate  amount  of  all  actual  available  assets     $2,700,729  32 


CI.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $11,367  32 

Losses  unadjusted,  including-  all  reported  and  supposed  losses   64,130  04 

Losses  resisted,  including  interest,  costs  and  expenses   32,361  14 

Net  amount  of  all  unpaid  losses  and  claims  '    $107,858  50 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $484,375  90 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 
|     one  year   289,472  27 

Total  unearned  premiums  as  computed  above   773,848  17 

Due  and  to  become  due  for  interest  on  mortgage   1,125  00 

Total  liabilities,  except  capital  and  net  surplus   $882,831  67 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   817,897  65 

Aggregate  Liabilities,  including  paid  up  capital  and  net 

surplus  .   $2,700,729  32 


III.  INCOME  DURING  THE  VEAR. 

Fire 

<  iross  premiums  and  hills  in  course  of  collection  at  close  of  last 

previous  year,  a*  shown  by  that  year's  statement   $4,197  54 


Net  collected   $4,197  64 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   1,333,859  SO 

Total  $1,338,057  M 

Deduct  premium!  and  bills  in  course  of  collection  at  this  date   S,876  22 

Entire  premiums  collected  during  the  year   1,329,1*1  12 

Deduct  reinsurance,  r<  1  .at «  ,  abatement  and  return  premiums          $128,912  82 

Net  cash  actually  received  for  premiums  fl .205,288  80 

$1,205,268  30 

Entered  received  on  bonds  and  mortgages    12,995  28 

[uteres!  and  dividends  received  from  all  other  sources    91,278  77 


Aggregate  income  received  daring  the  year  in  cash   $1,309,542  35 
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IV.    EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $631,874  64 

Deduct  salvages  and  reinsurances   7,552  04 


Net  amount  paid  for  losses   #624,322  60 


$824,322  60 

Cash  dividends  actually  paid  _   100,000  00 

Paid  for  commission  and  brokerage   232,680  05 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-.-  68,522  41 

Amount  paid  for  State,  national  and  local  taxes     34,109  62 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   169,883  26 


Aggregate  expenditures  during  the  year  in  cash   $1,229,517  94 


V.  MISCELLANEOUS. 


Risks  and  Premium*. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year. -1137,573,120  00  #1,344,861  86 

Written  or  renewed  during  the  year  _           143,049,979  00  1,333,859  80 


Total  15280,623,100  00  $2,678,721  66 

Deduct  those  expired  and  marked  off  as  terminated                   130,429,409  00  1,185,791  76 

In  force  at  the  end  of  the  year  $150,193,690  00  $1,492,929  89 

Deduct  amount  reinsured                                                      1,539,104  00  14,322  24 


Net  amount  in  force  $148,654,585  00   $1,478,607  65 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $15,456,562  52 

Total  losses  paid  from  organization  to  date  ,   7,215,632  33 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,501,000  00 

Total  amount  of  losses  incurred  during  the  year   605,097  18 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $9,903,995  53 

Amount  of  fire  premiums  received   64,856  64 

Amount  of  losses  incurred   19,393  22 

Amount  of  losses  paid    ^_  15,255  72 
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GIRARD  FIRE  AND  MARINE  INSURANCE  COMPANY. 


PHILADELPHIA,  PA. 

Incorporated  March,  1853.  Commenced  business  May,  1853. 

Alfred  S.  Gillett,  President.  Edwin  F.  Merrell,  Secretary, 

Capital  stock  authorized,  $300,000. 
Capital  actually  paid  in,  $300,000. 

I.  ASSETS. 

Real  estate  owned  by  t he  Company,  unincumbered   $343,800  00 

Loans  on  bond  and  mortgage  (first  liens)   474,033  32 

[nterest  due  and  unpaid  on  bond  and  mortgage  loans,  $96.00;  in- 
terest accrued  on  bond  and  mortgage  loans,  $8,448.00;  total  8,544  90 


Value  of  lands  mortgaged  )  tt1  ft1n 

Buildings  (insured  for  $252,775.00)  pi,oiz,biu 


00 


Stock,  Bonds,  etc.,  owned  by  the  Company. 

Par  .Market 

value.  value. 

United  States  bonds                                                 #87,500  00  $106,900  00 

Other  stocks  and  bonds                                             163,000  00  179,340  00 

Total  par  and  market  value                            9250,500  00  9286,240  00 

Loans  on  Stock  Collateral*. 

Par             Market  Amount 

value.             value.  loaned. 

$21,000  00      921,000  00  98,600  00 


286,240  00 


8,600  00 

Cash  in  the  ( 'oinpany's  principal  office  in  currency   $3,214  14 

Cash  belonging  to  the  Company  deposited  in  bank   81,375  98 

Total  amount  of  cash  items    _     84,590  12 

Interest  due  and  accrued  on  collateral  loans   174  34 

Premiums  in  due  course  of  collection   46,713  42 

All  other  property,  viz.,  rents  due  and  accrued,  $2,105.89;  amount 
deposited  for  perpetual  insurance  on  Company's  buildings, 
$2,065.50;  temporary  loan  secured  bv  real  estate,  $3,100.00 ; 

total   7,271  39 

Aggregate  amount  of  all  actual  available  assets   -  $1,259,967  49 

II.  LIABILITIES. 

LOMM  unadjusted,  Including  all  reported  and  supposed  losses  *  18,550  07 

Net  amount  of  all  unpaid  losses  and  claims     $18,550  07 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   8129,381  62 

Unearned  premiums  pro  rata,  on  fire  risks  running  more  than 

one  year   117,630  66 

Total  unearned  premiums  as  computed  above   247,012  28 

Amount  reclaimable  on  perpetual  fire  policies   112,549  08 

Cash  dividends  to  stockholders  remaining  unpaid   4,401  50 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, $305.70;  commissions  and  other  charges  due  and  to  be- 
come due  to  agents  and  brokers,  $8,081.42 ;  return  premium, 

$3,671.43;  reinsurance,  $144.64;  total   12,203  19 

Total  liabilities,  except  capital  and  net  surplus   $394,716  12 

Joint  stock  capital  paid  up  in  cash   300,000  00 

Surplus  beyond  all  liabilities   565,251  37 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $1,259,967  49 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  by  that 

year's  statement  ..  1   145,107  87   

Net  collected   $45,107  87   

Gross  premiums  on  risks  written  and  renewed  dur- 
ing the  year,  as  shown  in  risk  and  premium 

exhibit   375,286  41        $1,114  93 

Total  i   $420,394  28   

Deduct  premiums  and  bills  in  course  of  collection 

at  this  date   46,713  42   

Entire  premiums  collected  during  the  year   $373,680  86   

Deduct  reinsurance,  rebate,  abatement  and  return 

premiums   41,894  08   

Net  cash  actually  received  for  premiums  $331,786  78        $1,114  93 

$332,901  71 

Interest  received  on  bonds  and  mortgages   28,482  06 

Interest  and  dividends  received  from  all  other  sources   18,967  09 

Income  from  all  other  sources,  viz.,  rent   18,907  56 

Aggregate  income  received  during  the  year  in  cash   $399,258  42 


IV.  EXPENDITURES   DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losses   $130,676  83        $3,639  63 

Deduct  salvage?  and  reinsurances   2,375  66   


Net  amount  paid  for  losses   $128,301  17        $3,630  63 

$131,940  80 


Cash  dividends  actually  paid   72,000  00 

Paid  for  commission  and  brokerage   65,604  23 

Salaries  and  other  charges  of  officer**,  clerks  and  other  employes  34,424  00 

Amount  paid  for  State,  national  and  local  taxes   14,209  95 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   31,895  00 


Aggregate  expenditures  during  the  year  in  cash   $350,073  98 
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V.  MISCELLANEOUS. 
Risks  Wtod  Premium*. 

Fire  risks.  Premiums, 

In  foroe  on  the  thirty-Ant  day  of  December  of  the  preceding  year..  847,312,339  00  $568,477  18 

Written  or  renewed  during  the  year                                               37,473,084  00  376,387  98 

Total  $84,786,423  00  1044,865  16 

Deduct  those  expired  and  marked  oh"  as  terminated                     35,043,426  00  341,740  10 

In  force  at  the  end  of  the  vear  149,741.997  00  8608,125  06 

Deduct  amount  reinsured                                                     1,218,307  00  12,900  51 

Net  amount  in  force  ^48,523,690  00  $590,224  55 


General  Interrogatories. 

Total  premiums  rec  eived  from  the  organization  of  the  Company  to  date   86,119,523  00 

Total  losses  paid  from  organization  to  date   2,650,651  39 

Total  cash  dividends  declared  since  the  Company  commenced  business   909,196  00 

Total  amount  of  losses  incurred  during  the  yearl   130  826  37 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  tire  risks  written   $1,149,964  00 

Amount  of  fire  premiums  received   12,097  31 

Amount  of  losses  incurred   5,181  50 

Amount  of  losses  paid   4,118  16 


GLENS  FALLS  INSURANCE  COMPANY. 


GLENS  FALLS,  N.  Y. 

Incorporated  May,  1849.  Commenced  business  May,  1850. 

R.  M.  Little  President.  J.  L.  Cunningham,  Secretary 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 


Real  estate  owned  by  the  Company,  unincumbered  $19,700  00 

Loans  on  bond  and  mortgage  (first  liens)   340,647  «57 

Interest  due  and  unpaid  on  bond  and  mortgage  loans.  -SI  ,004. 00 ; 

interest  accrued  on  bond  and  mortgage  loans,  (538.53  ;  total  1,542  58 

Value  of  land>  mortgaged       I8MJS6  f mi 

Buildings  (insured  for S27.r>,22o.n0)   806,978  00 


Total  value  of  mortgaged  premises. 
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Stocks,  Bonds,  etc.,  owned  by  the  Company. 

Par  Market, 

value.  value. 

Uuited  States  bonds                                                 1560,000  00  $656,850  00 

Other  stocks  and  bonds                                             147,000  00  185,225  00 

Total  par  and  market  value   #707,000  00     $842,075  00 


$842,075  00 

Cash  in  the  Company's  principal  office  in  currency   $2,947  20 

Cash  belonging  to  the  Company  deposited  in  bank   85,483  86 

Total  amount  of  cash  items   88,431  06 

Premiums  in  due  course  of  collection   31,215  75 


Aggregate  amount  of  all  actual  available  assets   $1,323,611  71 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $23,444  28 

Losses  unadjusted,  including  all  reported  and  supposed  losses   12,628  50 

Losses  resisted,  including  interest,  costs  and  expenses   5,200  00 


Total   $41,272  78 

Deduct  reinsurance  thereon   3,482  50 

Net  amount  of  all  unpaid  losses  and  claims   $37,790  28 

Unearned  premiums,  at  50  percent,  of  premiums  on  tire  nsKs 

under  one  year   $146,848  35 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   271,738  70 

Total  unearned  premiums  as  computed  above   4^8,587  05 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers--  4,682  36 


Total  liabilities,  except  capital  and  net  surplus   $461,059  f»9 

Joint  stock  capital  paid  up  in  cash     200,000  00 

Surplus  beyond  all  liabilities   662,552  02 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus  1   $1,323,611  71 


III.  INCOME  DURING  THE  YEAR. 

Fire. 


Gross  premiums  and  bills  in  course  of  collection  at  close  of  la«t 

previous  year,  as  shown  by  that 
Deduct  amount  of  same  not  collected 


previous  year,  as  shown  bv  that  year's  statement   922,820  ~>4 

'  i_   6T>5  42 


Net  collected  1   922,180  12 

Gross  premiums  on  risks  written  and  renewed  during  the  year, as 

shown  in  risk  and  premium  exhibit     560,997  87 


Total     $688,182  4ii 

Deduct  premiums  and  bills  in  course  of  collection  at  ibis  date  88,899  98 

Bntlre  premiums  collected  during  the  year    _   &549,762  01 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   84,144  04 

Net  oash  actually  received  for  premiums  -   $480,618  17 

1485,618  47 

Interest  received  on  bonds  and  mortgagee  ....  17,490 

Interest  and  dividend4  received  from  all  other  sources   _    .  35,650  48 

Income  from  nil  other  sources,  viz.,  rent.  $'225.00 ;  old  judgment, 

$36.80      ...    -  -  !   -    261  80 


Aggregate  income  received  during  the  year  in  cash   $588,921  31 


1  1 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   #269,496  71 

Deduct  salvages  and  reinsurances   10,842  62 

Net  amount  paid  for  losses   #258,654  09 

$258,654  09 

Casli  dividends  actually  paid  ,   20,000  00 

Paid  for  commission  and  brokerage   92,005  37 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  33,823  14 

Amount  paid  for  State,  national  and  local  taxes   13,485  57 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  -   34,683  04 

Aggregate  expenditures  during  the  year  in  cash   $452,651  21 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  #68,367,512  00  #655,936  39 

Written  or  renewed  during  the  year                                               54,897,709  00  560,997  37 

Total  #123,265,221  00  #1,216,933  76 

Deduct  those  expired  and  marked  off  as  terminated                     43,021,448  00  417,705  10 

In  force  at  the  end  of  the  year  #80,243,773  00  #799,228  66 

Deduct  amount  reinsured                                                    1,597,035  00  21,648  20 

Net  amount  in  force  #78,646,738  00  #777,580  46 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   #5,573,997  45 

Total  losses  paid  from  organization  to  date   3,019,826  87 

Total  cash  dividends  declared  since  the  Company  commenced  business   330,000  00 

Total  amount  of  losses  incurred  during  the  year   271,093  34 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $1,006,732  00 

Amount  of  tire  premiums  received   11,940  99 

Amount  of  losses  incurred   2,437  23 

Amount  of  losses  paid    4,723  03 
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GLOBE  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 
v  Incorporated  March  2,  1863.  Commenced  business  March  2,  1863. 

Alfred  A.  Reeves,  President.  Edgar  E.  Holley,  Secretary. 

Capital  actually  paid  in,  $200,000. 


Loans  on  bond  and  mortgage  (first  liens)   $38a500  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   240  00 

Value  of  lands  mortgaged  ^   $38,000  00 

Buildings  (insured  for  $35,500.00)   46,500  00 

Total  value  of  mortgaged  premises   $84,500  00 


Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 
United  States  bonds   $240,000  00     $315,840  00 


315,840  00 

•Cash  in  the  Company's  principal  office  in  currency—.   $7,712  30 

Cash  belonging  to  the  Company  deposited  in  bank   4,537  87 

Total  amount  of  cash  items   12,250  17 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   75  00 

Premiums  in  due  course  of  collection    6,132  45 


Aggregate  amount  of  all  actual  available  assets   $373,037  62 


II.  LIABILITIES. 

Losses  adjusted  aud  unpaid,  duo  and  to  become  due  $6,884  20 

Losses  unadjusted,  including  all  reported  and  supposed  IO06B  8,665  00 

Losses  resisted,  including  interest ,  costs  and  expenses  .  _      1,150  "<> 

Net  amount  of  all  unpaid  losses  and  claims   $14,149  20 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $34,2(53  10 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   12  <m  38 

Total  unearned  premiums  as  computed  above   47,245  48 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   583  38 

All  other  demands  against  the  Company,  viz..  taxes  ami  assess- 
ments, $500.00 ;  commissions  and  other  charges  due  and  to 
become  due  to  agents  and  brokers,  $500.00  ;  total     1,000  00 


Total  liabilities,  except  capital  and  net  surplus 


$62,978  01 
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.Joint  stork  capital  paid  up  in  cash   $'200,000  00 

Surplus  beyond  all  liabilities    110,059  61 


Aggregate  Liabilities,  including  paid  up  capital  and  net 
surplus     $373,037  62 


[II,  INCOME  DURING  THE  YEAR. 

Fire. 

GrOS8  premiums  ami  hills  in  course  Of  collection  at  close  of  last 

previous  year,  as  shown  by  that  years  Statement   $5,612  95 

Deduct  amount  of  same  not  collected   354  07 

Net  collected   85,258  88 

(iross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   97,558  00 

Total   t   #102,816  88 

Deduct  premiums  and  hills  in  course  of  collect  ion  at  this  date   6,132  45 

Entire  premiums  collected  during  the  year   $96,684  43 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums—       11,068  Ti 

Net  cash  actually  received  for  premiums    ??85,C)1<;  l(i 

$85,616  16- 

Interest  received  on  bonds  and  mortgages.    2,370  00 

Interest  and  dividends  received  from  all  other  sources   13,882  12 


Aggregate  income  received  during  the  year  in  cash   $101,868  2& 


IV.   EXPENDITURES  DURING  THE  YEAR. 

Fire. 

(iross  amount  paid  for  losses   $46,103  47 

Deduct  salvages  and  reinsurances,    4,913  72 


Net  amount  paid  for  losses   $41,189  75 


$41,189  75 

(  ash  dividends  actually  paid   20,000  00 

Paid  for  commission  and  brokerage   14,110  82 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  13,941  00 

Amount  paid  for  State,  national  and  local  taxes      _      ..    1,846  07 

All  other  pavments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc"    8,188  94 


Aggregate  expenditures  (hiring  the  year  in  cash   $98,775  58 


v.  M  L8CELLANEOU8, 
Risk*  and  Premium*. 


Fire  risks. 

Di  force  on  the  thirty-first  day  of  December  of  the  preceding  year  vjj,4u5,7.">7  on 
Written  or  renewed  during  the  fear   .   22,047,612  oo 


Premiums. 
1101,192  22 
97, "mm  00 

1198,780  22 
99,202  67 

«99,547  SB 
6,742  07 

Net  amount  in  fctfM   "^.Ml  ,894  00        *92,8a'S  48 


Total   £45,45:  ;,:'.09  00 

Deduct  thOM  expired  and  marked  off  H  terminated   22,649,947  (Hi 

In  lone  at  the  end  of  tin-  year...   ._   J*22,K03,422  (Ml 

Dedaet  amount  reinsured  ,   1,141,528  00 
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General  IntoTogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,843,813  71 

Total  losses  paid  from  organization  to  date   908,311  49 

Total  cash  dividends  declared  since  the  Company  commenced  business   450,000  00 

Total  amount  of  losses  incurred  during  the  year   50,760  60 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $856,951  00 

Amount  of  fire  premiums  received   3,693  43 

Amount  of  losses  incurred   7,542  17 

Amount  of  losses  paid     2,767  17 


GREENWICH  INSURANCE  COMPANY. 


NEW  YORK  CITY. 
Incorporated  May  5,  1834.  Commenced  business  January  1,  1835. 

Samuel  C.  Harriot,  President.  Mason  A.  Stone,  Secretary. 

Capital  actually  paid  in,  $200,000. 


Real  estate  owned  by  the  Company,  unincumbered   $175,000  00 

Loans  on  bond  and  mortgage  (first  liens)   26,500  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   270  00 

Value  of  lands  mortgaged   $60,000  00 

Buildings  (insured  for  $22,000.00)   28,500  00 

Total  value  of  mortgaged  premises   $88,500  00 


Stocky  Bonds)  etc..  Owned  by  the  Company. 


Par  Market 

value.  value. 

JJnited  States  bonds                                              $255,000  00  $809,681  25 

Other  stocks  and  bonds                                          172,500  00  218,325  00 


Total  par  and  market  value   $427,500  00     $527,000  25 


Loan*  on  Stock  (  bilateral*. 


527,906  25 


Par  Market  Amount 

value.  value.  loaned. 

$180,750  00      $203,400  00      $150,050  00 


156,660  00 
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Cash  In  the  Company's  principal  office  in  currency   $5,545  91 

("ash  belonging  to  the  Company  deposited  in  bank   51,649  84 

— •  

Total  amount  of  cash  items   57,195  75 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   316  67 

Interest  due  and  accrued  on  collateral  loans   1,128  23 

Premiums  in  due  course  of  collection   63,080  47 

All  other  property,  viz.,  rents  due  and  accrued   1,458  33 

Aggregate  amount  of  all  actual  available  assets   $1,009,505  70 


[J.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $79,483  11 

Losses  unadjusted,  including  all  reported  and  supposed  losses   18,800  00 

Losses  resisted,  including  interest,  costs  and  expenses   15,330  00  , 

Total   8113,613  11 

Deduct  reinsurance  thereon   7,550  00 

Net  amount  of  all  unpaid  losses  and  claims   $106,063  II 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year  $217,638  24 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   178,399  33 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks___      26,292  49 

Total  unearned  premiums  as  computed  above   422,330  06 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, $2.000.00 ;  commissions  and  other  charges  due  and  to 
become  due  to  agents  and  brokers,  $14,000.00 ;  return  pre- 
mium, $300.00;  total   16,300  00 

Total  liabilities,  except  capital  and  net  surplus   $544,693  17 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   264,812  53 

Aggregate  liabilities,  including  paid  up  capital  and  net 
surplus   $1,009,505  70 


HI.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  Inland. 

Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  bv  that 

year's  statement   $41,413  14        96,584  02 

Deduct  amount  of  same  not  collected   008  80 


Net  collected   £48,506  74  14,980  22 

(iros-  premiums  on  risks  written  and  renewed  dur- 
ing the  vear,  as  shown  in  risk  and  premium  ex- 
hibit   622,144  26  77,014  43 


Total  :   $670,651  00       $81,994  66 

Deduct  premiums  and  bills  in  course  ol  collection 

at  this  date   62,226  37         12,700  74 


Entire  premiums  collected  during  the  year    5608,4*24  63       909,298  91 

Deduct  reinsurance,  rebate,  abatement  and  return 

premiums   33,847  24  6,233  59 


Net  ca*h  actually  received  for  premiums   $574,577  39       969,060  32 


1637,637  71 
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Interest  received  on  bonds  and  mortgages   1,568  28 

Interest  and  dividends  received  from  all  other  sources   24,333  54 

Income  from  all  other  sources,  viz.,  rent,  $13,053.19  ;  return  tax, 

$l>70.73   13,723  92 


Aggregate  income  received  during  the  year  in  cash   $677,263  45 


IV.  EXPENDITURES   DURING  THE  YEAR. 

Marine 
Fire.        and  inland. 

Gross  amount  paid  for  losses   $287,542  42       163,174  57 

Deduct  salvages  and  reinsurances   9,612  66        11,150  73 


Net  amount  paid  for  losses   $277,929  76       #52,023  84 

$329,953  60  . 


(ash  dividends  actually  paid   60,000  00 

Paid  for  commission  and  brokerage   146,910  72 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  39,311  67 

Amount  paid  for  State,  national  and  local  taxes   8,207  18 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   26,535  53 


Aggregate  expenditures  during  the  year  in  cash   $610,918  70 


V.  MISCELLANEOUS. 

I 

liisks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  dav  of  December  of  the  preceding  year__$116,203,888  00  $523,665  74 

Written  or  renewed  during  the  year                                             131,742,320  00  622,144  26 

Total  $247,946,208  00  $1,145,810  00 

Deduct  those  expired  and  marked  off  as  terminated                     93,407,545  00  405,522  10 

In  force  at  the  end  of  the  year  8154,538,663  00  $740,287  84 

Deduct  amount  reinsured                                                    1,193,879  00  10,483  73 

Net  amount  in  force  $153,344,784  00  $729,804  11 

Marine  and 

inland  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__   $1,045,242  00  $37,963  82 

Written  or  renewed  during  the  year                                               32,154,247  00  77,014  43 

Total  3i33,799,489  00  $114,978  26 

Deduct  those  expired  and  marked  off  as  terminated                     31,627,573  00  69,107  22 


In  force  at  the  end  of  the  year   $2,171,916  00       S45,871  03 

Deduct  amount  reinsured   22,000  00  610  00 

Net  amount  in  force   $2,149,916  00        45,261  08 


General  Interrogatories. 

Tota!  premiums  received  from  the  organization  of  the  Company  to  date   $4,779,242  13 

Total  losses  paid  from  organization  to  date     2,282,691  14 

Total  cash  dividends  declared  since  the  Company  commenced  business  1,818,000  00 

Total  amount  of  losses  incurred  during  the  year.*.   366,313  02 


Business  in  the  State  of  New  Jersey  during  th»  year. 

Amount  of  fire  risks  written     $7,244,278  00 

Amount  of  fire  premiums  received                                           -  42,(133  33 

A  mount  of  losses  incurred                                                .  23,56!)  94 

Amount  of  losses  paid .       L 6,636  50 
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HAMILTON  FIRE  INSURANCE  COMPANY. 


NKVY  YORK  CITY. 
Incorporated  May  22,  1852.  Commenced  business  May  22,  1852. 


]).  I)  Whitney,  President,  D.  D.  Leeds,  Secretary. 

Capital  actually  paid  in,  $150,000. 


[.  ASSETS. 


Real    slate  owned  by  the  Company,  unincumbered   $23,000  00 

Loans  on  bond  and  mortgage  (first  liens)   26,150  00 

Interest  accrued  on  bond  and  mortgage^loans   261  50 

Value  of  lands  mortgaged   138,550  00 

Buildings  (insured  for  $24,700.00)   45,450  00 


Total  value  of  mort gaged  premises   884,000  00 


Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                          $220,000  00  $258,200  00 

Other  stocks  and  bonds                                          5,000  00  6,250  00 

Total  par  and  market  value                              225,000  00  264,450  00 


264,450  00 

Cash  in  the  Company's  principal  office  in  currency   $1,089  66 

Cash  belonging  to  the  Company  deposited  in  bank   14,571  63 

Total  amount  of  easb  items   15,611  29 

Premiums  in  due  coarse  of  collection   5,990  13 


Aggregate  amount  of  all  actual  available  assets.-   $335,462  92 


II.    LI  ABILITIES. 

LossCi  adjusted  and  unpaid,  due  and  to  become  due   $2,546  39 

LnjM  -  unadjusted,  including  all  reported  and  supposed  losses   $11,140  28 

bSfSGS  resisted,  inclndin,'  interest,  costs  and  expenses   672  59 

Net  amount  of  all  unpaid  losses  and  claims    $14,359  26 

Unearned  premiums,  at  00  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   «40,399  71 

Unearned  premiums,  pro  rata  on  fire  risks  running  more  than  one 

year   8,360  11 

Unearned  premiums,  at  60  per  cent,  on  inland  navigation  risks  .  200  00 

Total  unearned  premiums  as  computed  above   48,959  82 

Cash  dividends  to  stockholders  remaining  unpaid   7,998  75 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   666  66 


1883.] 


Companies  of  Other  States. 


169 


All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, |375.00 ;  commissions  and  other  charges  due  and  to 
become  due  to  agents  and  brokers,  $1,858.02;  return  pre- 


miums, $74,37;  total   $2,307  39 


Total  liabilities,  except  capital  and  net  surplus   $74,291  88 

Joint  stock  capital  paid  up  in  cash   150,000  00 

Surplus  beyond  all  liabilities   111,171  04 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $335,462  92 


Iir.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at 

close  of  last  previous  year,  as  shown  by  that 

year's  statement  

Deduct  amount  of  same  not  collected  


Net  collected  

Gross  premiums  on   risks  written  and  renewed 
during  the  year,  as  shown  in  risk  and  premium 


Deduct  premiums  and  bills  in  course  of  collection 
at  this  date  


Deduct  re-insurance,  rebate,  abatement  and  return 
premiums  

Net  cash  actually  received  for  premiums   #98,435  02 

$98,935  02 

Interest  received  on  bonds  and  mortgages   1,585  91 

Interest  and  dividends  received  from  all  other  sources   11,737  50 

Income  from  all  other  sources,  viz.,  rent,  $780.76 ;  return  tax, 

$157.51   938  27 


§8,400  00 

#100  00 

143  18 

#8,256  82 

1 

#100  00 

i 

105,367  77 

400  00 

#113,624  59 

#500  00 

9.290  13 

#101,334  46 

ff500  00 

5,899  44 

#98,435  02 

#500  00 

Aggregate  income  received  during  the  year  in  cash   $113,196  70 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losses   &>4,172  73  $203  35 

Deduct  salvages  and  reinsurances   138  74   


Net  amount  paid  for  losses   #54,033  99  9208  35 

164,237  34 

Cash  dividends  actually  paid             .                  ...   15,101  25 

Paid  for  commission  and  hrokerage    17,107  47 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  10,139  85 

Amount  paid  for  State,  national  and  local  taxes   1,386  72 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pot- 
tage, etc..-    7,958  88 

Aggregate  expenditures  during  the  year  in  cash    $105,1)31  2*» 


170 


Fire  and  Fire-Marine  Insurance 

V.  MISCELLANEOUS. 


[Dec.  31, 


Risks  (i  ii (I  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year     $13,251,397  00  $90,538  53 

Written  or  renewed  during  the  year                                                  17,006,400  00  105,367  77 

Total                                                                                   |3Q,257,797  00  $195,906  30 

Deduct  those  expired  and  marked  off  as  terminated                     14,880,337  00  99,004  12 

In  force  at  the  end  of  the  year  #15,377,460  00  $96,902  18 

Deduct  amount  reinsured                                                        502,713  00  1,772  02 

Net  amount  in  force  #14,874,747  00  #95,180  16 


Marine  and 

inland  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__       $25,000  00  $1,350  00 

Written  or  renewed  during  the  year                                                    12,500  00  400  00 

Total                                                                                           #37,500  00  $1,750  00 

Deduct  those  expired  and  marked  off  as  terminated                          25,000  00  1,350  00 

In  force  at  the  end  of  the  year  $12,500  00  $400  00 


General  Interroga  lories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,129,541  01 

Total  losses  paid  from  organization  to  date   1,914,666  32 

Total  cash  dividends  declared  since  the  Company  commenced  business   467,250  00 

Total  amount  of  losses  incurred  during  the  year   52,993  12 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $933,801  00 

Amount  of  fire  premiums  received   5,325  79 

Amount  of  losses  incurred   273  55 

Amount  of  losses  paid   2,548  67 
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HANOVER  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 
Incorporated  April,  1852.  Commenced  business  April,  1852. 

Benjamin  S.  Walcott,  President.  L  Remsen  Lane,  Secretary. 

Capital  actually  paid  in,  fcl, 000,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens) — .   $199,750  00 

I  nterest  accrued  on  bond  and  mortgage  loans   873  74 

Value  of  lands  mortgaged    $184,000  00 

Buildings  (insured  for  #20u,950.00)   249,000  00 

Total  value  mortgaged  premises   $433,000  00 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds  $1,325,000  00  $1,595,230  00 

Other  stocks  and  bonds                                             519,500  00  600,283  75 


Total  par  and  market  value  $1,844,500  00    $2,195,513  75 


Loans  on  Stock  Collaterals. 

Par             Market  Amount 

value.            value.  loaned. 

$7,500  00         $9,000  00  $5,500  00 


2,195,513  75 


5,500  00 

Cash  in  the  Company's  principal  office  in  currency   $24,941  40 

Cash  belonging  to  the  Company  deposited  in  bank   86,369  19 

Total  amount  of  cash  items   111,310  59 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   9,836  67 

Interest  due  and  accrued  on  collateral  loans   24  17 

Premiums  in  due  course  of  collection   7,728  31 

Balance  in  hands  of  agents  not  more  than  three  months  due  127,672  94 


Aggregate  amount  of  all  actual  available  assets  1   $2,658,210  17 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $27,430  01 

Losses  unadjusted,  including  all  reported  and  supposed  losses   71,006  "1 

Losses  resisted,  including  interest,  costs  and  expenses   26,609  95 

Total     $125/115  97 

Deduct  reinsurance  thereon   1,314  19 


Net  amount  of  all  unpaid  losses  and  claims   $\l 
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Unearned  premiums,  a1  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $443,555  92 

Unearned  premiums,  pro  rata,  <>n  fire  risks  running  more  than  one 

year   313,664  34 

Total  unearned  premiums  as  computed  above   757,220  26 


Total  liabilities,  except  capital  and  net  surplus     $880,952  04 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   777,258  13 

y   

Aggregate   liabilities,  including  paid  up  capital  and  net 

surplus   $2,658,210  17 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

(iross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $6,238  38 

Deduct  amount  of  same  not  collected   372  59 

Net  collected   $5,865  71) 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   1,257,725  -!!» 

Total  $1 ,263,591  18 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   7,944  76 

Entire  premiums  collected  during  the  year  $1,255,646  42 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   118,895  90 

Net  cash  actually  received  for  premiums  $1,136,750  52 

$1,136,750  52 

Interest  received  on  bonds  and  mortgages   10,593  40 

Interest  and  dividends  received  from  all  other  sources   93,333  70 

Aggregate  income  received  during  the  year  in  cash   $1,240,677  62 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $655,614  69 

Deduct  salvages  and  reinsurances   9,537  30 


Net  amount  paid  for  losses   $646,077  39 

$646,077  39 

Cash  dividends  actually  paid   100,000  00 

Paid  for  commission  and  brokerage   178,191  97 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes--  55,345  55 

Amount  paid  for  State,  national  and  local  taxes   31,565  96 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc.   174,007  83 


Aggregate  expenditures  during  the  year  in  cash   $1,185,188  70 

V.  MISCELLANEOUS. 
Risks  and  Premium*. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year    $129,268,460  00  $1,353,327  63 

Written  or  renewed  during  the  year                                                125,/59,175  00  1,257,725  39 

Total  $255,027,636  00  *2,61 1,053  02 

Deduct  those  expired  and  marked  off  as  terminated                     114,647,799  On  1,128,491  00 

In  force  at  the  end  of  the  year  $140,379,K36  00  >1,482,562  02 

Deduct  amount  reinsured                                                        2,220,077  on  16,024  47 

Net  amount  in  force  1188.168.159  (hi  ?1 ,466,537  55 
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General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   $14,004,848  17 

Total  losses  paid  from  organization  to  date   7,408,849  68 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,809,500  00 

Total  amount  of  losses  incurred  during  the  year   640,172  77 

Business  in  the  Stale  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   14,926,004  08 

Amount  of  fire  premiums  received    42,317  89 

Amount  of  losses  incurred   13,919  43 

Amount  of  losses  paid   18,507  24 


HARTFORD  FIRE  INSURANCE  COMPANY. 


HARTFORD,  CONN. 

Incorporated  May,  1810.  Commenced  business  August,  1810. 

George  L.  Chase,  President.  C.  B.  Whiting,  Secretary. 

Capital  stock  authorized,  :  3,000,000. 
Capital  actually  paid  in,  $1,250,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $664,675  60 

Loans  on  bond  and  mortgage  (first  liens)   968,090  28 

Interest  accrued  on  bond  and  mortgage  loans   17,682  66 

Value  ol  Jands  mortgaged  $1,100,000  00 

Buildings  (insured  for  $824,000)   1,312,000  00 

Total  value  of  mortgaged  premises  $2,412,000  00 

Stocky  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

Value.  Value. 

United  States  bonds   $205,000  00     $280,498  70 

Other  stocks  and  bonds   1,248,400  00     1,014,9:11  00 


Total  par  and  market  value___'_  $1,453,400  00  $1,850,425 


Loans  (hi  Stock  Collaterals. 


Tar  Market  Amount 

value.  •  value.  Loaned. 
>680,700  00      1817,968  00    $140,000  00 


i  ;isb  in  the  (  ompaii y's  principal  office  in  currency   $2,780  48 

(  ash  belonging  to  the  Company  deposited  in  bank  220,546  55 


1,850,425  26 


1 19,000  00 


Total  amount  of  cash  items  228.833  <>:; 
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Interest  due  and  accrued  on  collateral  loans  and  hank  deposits  7,485  84 

Premiums  in  due  course  of  collection  1   341,095  73 

Rents  due  and  accrued,  $6,096.48   6,096  48 

State  tax  due  from  uou-rcsidcut  stockholders   13,354  95 


Aggregate  amount  of  all  actual  available  assets   $4,541,239  82 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $73,196  57 

Losses  unadjusted,  including  all  reported  and  supposed  losses  152,877  00 

Losses  resisted,  including  interest,  costs  and  expenses   33,908  r>0 


Net  amount  of  all  unpaid  losses  and  claims    $259,982  07 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $806,251  78 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   855,410  0G 


Total  unearned  premiums  as  computed  above   1,661, CGI  84 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers--  36,000  00 


Total  liabilities,  except  capital  and  net  surplus   $1,957,643  91 

Joint  stock  capital  paid  up  in  cash   1,250,000  00 

Surplus  beyond  all  liabilities     1,333,595  91 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $4,541,239  82 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Entire  premiums  collected  during  the  year  $2,607,999  22 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   :i03,561  05 

Net  cash  actually  received  for  premiums  $2,304,438  17 

$2,304,438  17 

Interest  received  on  bonds  and  mortgages   65,882  96 

Interest  and  dividends  received  from  all  other  sources    121,428  51 

Income,  from  all  other  sources,  viz.,  rent   29,448  62 

Aggregate  income  received  during  the  year  in  cash   $2,521,198  26 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

(iross  amount  paid  for  losses   £1,425,4K:*  10 

Deduct  salvages  and  reinsurances   47,766  55 

Net  amount  paid  for  losses   SI  ,377,716  55 

$1,377,716  55 

Cash  dividends  actually  paid   250,000  00 

Paid  for  commission  and  l>rokerager   343,445  30 

Salaries  and  other  charges  of  ofHccrs,  clerks  and  other  employes  ._  126,780  84 

Amount  paid  for  State,  national  and  local  taxes   35,511  65 

All  other  pavments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc.  1   200,338  15 

Aggregate  expenditures  during  the  year  in  cash   $2,333,792  49 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirtv-first  day  of  December  of  the  preceding  year__  1237,918,572  00  $2,797,566  39 
Written  or  renewed  during  the  year   215,994,435  00   2,607,999  22 

Total  $453,913,007  00  $5,405,565  61 

Deduct  those  expired  and  marked  off  as  terminated   181,963,369  00   2,091,647  64 

In  force  at  the  end  of  the  year  $271,949,638  00  $3,313,917  97 

Deduct  amount  reinsured   7,832,493  00     120,599  22 

Net  amount  in  force  $264,117,145  00  $3,193,318  75 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $43,381,499  55 

Total  losses  paid  from  organization  to  date   27,187,630  69 

Total  cash  dividends  declared  since  the  Company  commenced  business   4,813,100  00 

Total  amount  of  losses  incurred  during  the  year   1,397,154  45 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written  .   $1,243,143  00 

Amount  of  fire  premiums  received   11,608  82 

Amount  of  losses  incurred   13,551  91 

Amount  of  losses  paid   11,458  06 


HARTFORD  STEAM  BOILER  INSPECTION  AND  IN- 
SURANCE COMPANY. 


HARTFORD,  CONN. 

Incorporated  June,  1866.  Commenced  business  October,  1866. 

.J.  M.  Allen,  President.  J.  B.  Pierce,  Secretary. 

Capital  stock  autborized,  $1,000,000. 
Capital  actu&lly  paid  in,  $250,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company  unincumbered   $4,486  14 

Loans  on  bond  and  mortgage  (first  liens)   161,325  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's 

interest  is  due   2,500  00 

Interest  accrued  on  bond  and  mortgage  loans   3,924  50 

Value  of  land.s  mortgaged   $501,420  00 

Buildings  (insured  for  $22,100.00)     126,890  00 

Total  value  of  mortgaged  premises    _..  $628,310  00 
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Stock,  Bonds,  etc.,  Owned  by,  the  Company. 

Par  Market 

wj       t  qj  .      .      .  value.  value. 

United  States  bonds   $2,000  00        #2  40G  00 

Other  stocks  and  bonds    198,300  00       219,190  00 


Total  par  and  market  value   $200,300  00      $221,590  00 


221,590  00 


Cash  in  the  Company's  principal  office  in  currency   §4,281  56 

Cash  belonging  to  the  Company  deposited  in  bank   29,377  23 

Total  amount  of  cash  items   33,658  79 

Interest  due  and  accrued  on  stocks  owned  not  included  in  market 

value   3,336  24 

Premiums  in  due  course  of  collection   28,568  48 


Aggregate  amount  of  all  actual  available  assets   $459,389  15 


II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   $772  69 


Net  amount  of  all  unpaid  losses  and  claims   $772  69 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  risks  under 

one  year   #148,195  98 

Unearned  premiums,  pro  rata,  on  risks  running  more  than  one 

year   3,513  97 


Total  unearned  premiums  on  steam  boiler  risks   151,709  95 

Due  for  suit   400  00 


Total  liabilities,  except  capital  and  net  surplus   $152,882  64 

Joint  stock  capital  paid  up  in  cash   250,000  00 

Surplus  beyond  all  liabilities   56,506  51 


Aggregate  liabilities,  including  paid  up  capita]  and  net 

surplus   $459,389  15 


III.  INCOME  DURING  THE  YEAR. 

Steam  boiler 
risks. 

Premiums  and  inspections  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   831,904  44 


Net  collected   $31,904  44 

Groes  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   313,104  83 


Total   #345,009  27 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   28,568  48 

Entire  premiums  and  inspections  collected  during  the  year   $.316,440  79 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   14,628  77 


Net  cash  actually  received  for  premiums  and  Inspections    -  $301,812  02 

$301,812  02 

Interest  received  on  bonds  and  mortgage*!     10,130  05 

[nteresl  and  dividends  received  from  all  oilier  sources    9,587  46 

Income  from  all  other  sources,  viz.,  special  mechanical  services  2,865  61 

Amount  of  surplus  applied  to  increase  of  capital---   160,000  00 


Aggregate  income  received  during  the  year  in  cash   $324,395  14 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Steam  boLer. 

Gross  amount  paid  for  losses   $21,856  97 

Deduct  salvages  and  reinsurances  »   40  00 

Net  amount  paid  for  losses   $21,816  97 

$21,81(5  97 

Cash  dividends  actually  paid_-~_^   22,500  00 

Paid  for  commission  and  brokerage   65,185  18 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  17,325  00 

Amount  paid  for  State,  national  and  local  taxes   4,584  57 

Amount  paid  for  inspection  expenses   90,156  25 

All  other  payments,  viz,,  stationery,  printing,  advertising,  pos- 
tage, etc  *   52,500  00 

Aggregate  expenditures  during  the  year  in  cash   $274,068  03 


V.  MISCELLANEOUS.  f  1 

Risks  and  Premiums.  $m  % 

i  > 

Steam 

In  force  on  the  fbirt  *4nl  day  of  December  of  the  preceding  year  mm  mm'  K^vSi 
Written  or  renewed  during  the  year  *  aB^oS  00      WlM  83 

Deduct  {g     *^j3jg  68 

In  forceattbeendoftheyear  _  $^m^Q0  "^307  80 

General  Interrogatories. 

TOt^^to SS*1!^  in^fcioila  received  from  the  organization  of  the  Oom- 

Total  losses  paid  from  organization  to  date        "~     "~      "  $2,629,813  42 

Total  cash  dividends  declared  since  the  Companv  commenced  business   .l3228  48 

Total  amount  of  losses  incurred  during  the  vear*      "m*u™x*  Dusiness   239,7.TO  00 

5       y^i   20,176  20 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  steam  boiler  risks  written   9fr  Q..Q  n,k 

Amount  of  premiums  received   • 

Amount  received  for  inspections  /.  '*7 

1  4,466  30 
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HOME  INSURANCE  COMPANY. 


NEW  YOKK  CITY. 
Incorporated  April,  1853.  Commenced  business  April  13,  1853. 

Charles  J.  Martin,  President.  John  H.  Washburn,  Secretaiy. 

Capital  stock  authorized,  $3,000,000. 
Capital  actually  paid  in,  $3,000,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $62,918  25 

Loans  on  bond  and  mortgage  (first  liens)   1,172,152  44 

Interest  accrued  on  bond  and  mortgage  loans   27.775  25 

Value  of  lands  mortgaged  $1,543,250  00 

Buildings  (insured  for  $969,850.00)   1,269,050  00 

Total  value  of  mortgaged  premises  $2,812,300  00 


Stock,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 

value.  value. 

United  States  bonds  $3,621,000  00  $3,945,620  00 

Other  stocks  and  bonds                                         1,401,750  00  1,539,055  00 


Total  par  and  market  value  $5,022,750  00   $5,484,675  00 


5,484,675  00 


Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$5135,300  00  $629,238  75  $426,650  00 


426,650  00 

Cash  belonging  to  the  Company  deposited  in  bank   $108,048  52 


Total  amount  of  cash  items   108,048  52 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value  -_-    28,792  69 

Interest  due  and  accrued  on  collateral  loans   2,669  89 

Premiums  in  due  course  of  collection.    121,484  44 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks —  53,478  11 


Aggregate  amount  of  all  actual  available  assets   $7,488,644  59 


I 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $53,608  85 

Losses  unadjusted,  including  all  reported  and  supposed  losses   239,728  30 

Losses  resisted,  including  interest,  costs  and  expenses   30,879  89 


Total   $324,217  04 

Deduct  reinsurance  thereon   3,840  00 

Net  amount  of  all  unpaid  losses  and  claims    $320,377  04 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year  $1,006,894  00 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   1,490,740  00 


Total  unearned  premiums  as  computed  above   2,497,634  00 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments  7,500  00 


Total  liabilities,  except  capital  and  net  surplus   $2,825,511  04 

Joint  stock  capital  paid  up  in  cash   3,000,000  00 

Surplus  beyond  all  liabilities   1,663,133  55 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $7,488,644  59 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $104,797  87 

Deduct  amount  of  same  not  collected   2,620  24 


Net  collected   $102,177  63 

(iross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   3,459,544  38 


Total  $3,561,722  01 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   174,962  55 


Entire  premiums  collected  during  the  year  $3,386,759  46 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums          224,475  08 


Net  cash  actually  received  for  premiums  $3,162,284  38 

$3,162,281  38 

Interest  received  on  bonds  and  mortgages    68,651  46 

Interest  and  dividends  received  from  all  other  sources    205,783  14 


Aggregate  income  received  during  the  year  in  cash    (3,436,724  (.>S 


IV.  EXPENDITURES    DURING  THE  YKAK. 

Fire. 

•Gross  amount  paid  for  losses  $1,780,310  J8 

Deduct  salvages  and  reinsurance   11,153  67 

Net  amount  paid  for  losses  $1,769,156  41 

$1,709,156  41 

Cash  dividends  actually  paid   300,000  00 

Paid  for  commission  and  brokerage                  ....   556,200  03 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  291,346  70 

Amount  paid  tor  State,  national  and  local  taxes   71,159  25 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc       244,176  53 


Aggregate  expenditures  during  the  year  in  rash 


13,232,038  98 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year_$372,341,260  00  $4,069,212  00 

Written  or  renewed  during  the  year                                             313,347,287  00  3,459,544  38 

Total  #685,688,547  00  87,528,756  38 

Deduct  those  expired  and  marked  off  as  terminated  :          267,106,518  00  2,831,762  38 

In  force  at  the  end  of  the  year  $418,582,029  00  $4,696,994  00 

Deduct  amount  reinsured                                                        341,483  00  4,155  00 

Net  amount  in  force  $418,240,546  00  $4,692,839  00 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $59,293,265  85 

Total  losses  paid  from  organization  to  date   35,932,860  95 

Total  cash  dividends  declared  since  the  Company  commenced  business   6,115,000  00 

Total  amount  of  losses  incurred  during  the  year   1,812,841  58 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $7,031,737  00' 

Amount  of  fire  premiums  received--     45,543  82 

Amount  of  losses  incurred   36,824  99 

Amount  of  losses  paid   22,531  07' 


HOWARD  INSURANCE  COMPANY. 


NEW  YOEK  CITY. 

Incorporated  March  9,  1825.  Commenced  business  April  19,  1825. 

Henry  A.  Oakley,  President.  Charles  A.  Hi  ll,  Secretary 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $500,000. 

L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $125,000  00 

Ix>ans  on  bond  and  mortgage  (first  liens)   15,700  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans    412  50 

Value  of  lands  mortgaged   925,000  00 

Buildings  (insured  for  £4,000.00)   .T2,800  00 

Total  value  of  mortgaged  premises   $57,800  00 
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Stock,  Bonds,  etc..  owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $383,000  00     $485,140  00 

Other  stocks  and  bonds   87,750  00       110,763  00 


595,903  00 


Total  par  and  market  value   $470,750  00      $595,903  00 

Cash  in  the  Company's  principal  office  in  currency   $1,142  41 

Cash  belonging  to  the  Company  deposited  in  bank   10,582  87 

Total  amount  of  cash  items   11,725  28 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   1,192  50 

Amount  in  hands  of  Insurance  Superintendent  on  account  La 

Confiance  Insurance  Company   44,778  17 

Premiums  in  due  course  of  collection   40,077  82 

Interest  due  on  unpaid  premiums  from  La  Confiance  Insurance 

Company   1,320  00 

All  other  property,  viz.,  rents  due  and  accrued,  $416.67  ;  taxes 

overpaid,  $225.16   641  83 


Aggregate  amount  of  all  actual  available  assets   $836,751  10 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $53,197  62 

Losses  unadjusted,  including  all  reported  and  supposed  losses   23,997  49 

Losses  resisted,  including  interest,  costs  and  expenses   1,460  00 

Total   $78,655  11 

Deduct  reinsurance  thereon   9,777  39 


Net  amount  of  all  unpaid  losses  and  claims   $68,877  72 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $153,351  94 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   64,812  84 

Total  unearned  premiums  as  computed  above   218,164  78 

Cash  dividends  to  stockholders  remaining  unpaid   1,018  50 

All  other  demands  against  the  Company,  viz*,  commissions  and 
other  charges  due  and  to  become  due  to  agents  and  brokers, 
$24,263.51  ;   reinsurance    due  other  companies,  $5,288.09  ; 

total   29,551  60 


Total  liabilities,  except  capital  and  net  surplus   $317,012  00 

Joint  stock  capital  paid  up  in  cash    500,000  00 

Surplus  beyond  all  liabilities   19,138  50 

Aggregate  Liabilities,  including  paid  up  capital  and  net 
surplus   $836,751  10 

III.  income  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   |81, 880 

Net  collected   881,880  r>:{ 

(iross  premiums  OU  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   547,831  10 

Total   8571),  1(51  08 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   40,077  82 

Entire  premiums  collected  during  the  year   8088,088  86 

Deduct  reinsurance,  rebate,  abatement  and  return  premium!   89,880  88 


Net  cash  actually  received  for  premiums   $418,708  80 

$449,703  50 
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Interest  received  on  bonds  and  mortgages   931  54 

Interest  and  dividends  received  from  all  other  sources   29,934  13 

Income  from  all  other  sources,  viz.,  rent,  $3,400 ;  realized  from 

assets  not  included  in  last  year's  statement,  $2,507.70   5,907  7f> 


Aggregate  income  received  during  the  year  in  cash   $486,476  87 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $356,977  82 

Deduct  salvages  and  reinsurances   22,948  79 


Net  amount  paid  for  losses  _   1334,029  03 

$334,029  03 


Cash  dividends  actually  paid   13,981  50 

Paid  for  commission  and  brokerage   48,721  81 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  40,204  25 

Amount  paid  for  State,  national  and  local  taxes   13,126  84 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc-   33,598  15 


Aggregate  expenditures  during  the  year  in  cash   $483,661  5& 


V.  MISCELLANEOUS. 


Risk*  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  vear_  $38,853,312  00  $401,285  89 

Written  or  renewed  during  the  year                                               56,527,225  00  547,831  15 

Total  $95,380,537  00  $949,117  04 

Deduct  those  expired  and  marked  off  as  terminated                      49,600,173  00  464,434  60 

In  force  at  the  end  of  the  year  $45,780,364  00  $484,682  44 

Deduct  amount  reinsured                                                      4,327,822  00  42,504  50 


Net  amount  in  force  $41,452,542  00      $442,177  94 


General  Interrogatories. 

Total  premiums  received  from  March,  1836,  to  date   $8,002,739  33 

Total  losses  paid  from  organization  to  date   5,321,431  19 

Total  cash  dividends  declared  since  March,  1836   2,170,875  0O 

Total  amount  of  losses  incurred  during  the  year   350,133  22 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $797,072  00 

Amount  of  fire  premiums  received   8,093  86 

Amount  of  losses  incurred   1,489  90 

Amount  of  losses  paid   1,464  90 
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IRVING  INSURANCE  COMPANY. 


NEW  YOKK  CITY. 
Incorporated  April  30,  1872.  Commenced  business  April  30,  1872. 

Albo  de  Bern  ales,  President.  William  F.  R.  Mills,  Secretary, 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $20,000  00 

Interest  accrued  on  bond  and  mortgage  loans   100  00 

Value  of  lands  mortgaged   $27,500  00 

Buildings  (insured  for  $20,500.00)   20,500  00 

Total  value  of  mortgaged  premises   $48,000  00 

Stock,  Bands,  etc.,  owned  by  the  Company. 

Par  Market 
value.  value. 
United  States  bonds   $180.000  00      7222,075  00 

222,975  00 

Cash  belonging  to  the  Company  deposited  in  bank   $14,051  71 

Total  amount  of  cash  items   14,051  71 

Premiums  in  due  course  of  collection    25,580  33 


Aggregate  amount  of  all  actual  available  assets   $282,707  04 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due              ..  '  $819  46 

Losses  unadjusted,  including  all  reported  and  supposed  losses.  24,481  24 

Losses  resisted,  including  interest,  costs  and  expenses  870  01) 

Total      930/370  99 

Deduct  reinsurance  thereon   11,787  81 

Net  amount  of  all  unpaid  losses  and  claims    (13,987  88 

Unearned  premiums,  at  f>0  per  cent,  of  premiums  on  Are  risks 

under  one  year   948,268  89 

Unearned  premiums,  pro  rata,  on  fin?  risks  running  more  tlian 

one  year    O.oOS  o:j 

Total  unearned  premiums  as  computed  above  'r>7,S()(j  85 
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Salaries  and  other  miscellaneous  expenses  due  and  accrued   643  33 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 
v'.0)i K).00 ;  commissions  and  other  charges  due  and  to  become 
doe  to  agents  and  brokers,  $5,755.57;  total   6,055  57 

Total  liabilities,  except  capital  and  net  surplus   $78,503  63 

Joint  stock  capita]  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   4,203  41 

Aggregate  liabilities,  including  paid  up  capital  and  net 
surplus   $282,707  04 

III.  INCOME  DURING  THE  YEAR. 

Fire. 

<Jro»  premiums  and  bills  ill  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $5,539  04 

Deduct  amount  of  same  not  collected   37  05 

Net  collected   $5,501  99 

GlOSS  premiums  on  risks  written  and  renewed  during  the  year,  as 

Shown  in  risk  and  premium  exhibit   199,325  47 

Total   $204,827  46 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   25,628  59 

Entire  premiums  collected  during  the  year   $179,198  87 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   68,519  10 

Net  cash  actually  received  for  premiums   $110,679  77 

$110,679  77 

Interest  received  on  bonds  and  mortgages   1,200  00 

Interest  and  dividends  received  from  all  other  sources   8,045  23 

Aggregate  income  received  during  the  year  in  casli   $119,925  00 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $76,977  86 

Deduct  salvages  and  reinsurances   15,675  88 

Net  amount  paid  for  losses   $61,302  53 

$61,302  53 

t  Jasli  dividends  actually  paid  .   5,050  00 

Paid  for  commission  and  brokerage   24,522  08 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  8,255  00 

Amount  paid  for  State,  national  and  local  taxes   1,104  48 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   8,104  58 

Aggregate  expenditures  during  the  year  in  cash   $108,338  67 


V.    MiscKLLANKoi  "s. 

Risks  and  Pn  iniu  ma 

1  iro  risks,  premium*. 

In  force  00  tin  :,i st  da>  of  heeemher  of  the  preceding  year                  $7,576,19*  00,  $79,312  92 

Written  oi  renewed  during  the  year                                         19,222,599  00,  199,325  47 

Totai                                                                                         $20,798,790 00  "  £278,638  39 

Deduct  tbOCO  expired  and  Dirked  Off  U  terminated                       11,611,920  00  113,706  80 


hi  force  at  the  end  ..f  the  year  SI 5,1 86,859  00     $104,931  59 

Deduct  amount  reinHured.       5,171,240  00        M, 530  58 


Net  amount  in  force  Sjo^ln.M*  00     $110,401  01 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,060,822  68 

Total  losses  paid  from  organization  to  date   641,179  52 

Total  cash  dividends  declared  since  the  Company  commenced  business   176,000  00 

Total  amount  of  losses  incurred  during  the  year   95,S99  56 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $56,468  75 

Amount  of  fire  premiums  received   432  16 


INSURANCE  COMPANY  OF  NORTH  AMERICA. 


PHILADELPHIA,  PA. 
Incorporated  April  14,  1794.  Commenced  business,  1792. 

(Chaklhb  iRLJOnr,  President.  Grevikle  E.  Fryer,  Secivtary. 

Capital  stock  authorized,  $3,000,000.00. 
Capital  actually  paid  in,  $3,000,000.00. 


I.  ASSETS. 

Keal  estate  owned  by  the  Company,  unincumbered   $325,739  47 

Loans  on  bond  and  mortgage  (first  liens)   1,856,866  67 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's 
interest  is  due  (of  which  $10,000.00  is  in  process  of  foreclo- 
sure)  10,000  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   24,400  08 

Value  of  lands  mortgaged  I  <u      ton  on 

Buildings  (insured  for  81,494,100.00)  |^,no,iuw  w 

Stock,  Bonds,  etc.)  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                8.'*5,000  00  842,000  00 

Other  stocks  and  bonds                                         4,886,790  00  4,857,684  00 


Total  par  and  market  value  84,421,790  00  84,899,084  00 


Xjoo/m  on  Stock  Collateral*. 


4,899,684  00 


l'ar  Market  Amount 

value.  value  loaned. 

$l,o:<5,150  00   81,052,863  00     1798,654  00 


793,654  00 
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Cash  In  the  Company's  principal  office  in  currency  )   «r4Knnr  <4 

("ash  belonging  to  the  I  ompany  deposited  in  hank  /  *)4*>UU0  44 


Total  amount  of  cash  items   548,006  44 

Premiums  in  due  course  of  collection   426,924  07 

Hills  receivable,  not  matured,  for  tire,  marine  and  inland  risks   186,421  60 


Aggregate  amount  of  all  actual  available  assets   $9,071,696  33 


U.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $49,525  00 

Losses  unadjusted,  including  all  reported  and  supposed  losses     ._  421,548  00 

Losses  resisted,  including  interest,  costs  and  expenses    29,000  00 


Total   $500,073  00 

Deduct  reinsurance  thereon   50,000  00 


Net  amount  of  all  unpaid  losses  and  claims   $450,073  00 

Unearned  premiums,  at  BO  per  cent,  of  premiums  on  fire  risks 

under  one  year   #799,850  90 

Unearned  premiums, pro  rata,  on  fire  risks  running  more  than 

one  year  _   872,063  27 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks-  )     mr  182  63 

Unearned  premiums  on  marine  risks  j  ' 

Total  unearned  premiums  as  computed  above   1,897,096  60 

Amount  reclaimable  on  perpetual  fire  policies  .   492,612  95 

All  other  demands  against  the  Company,  viz.,  book  debts  due  by 

Company,  $4,266.70;  return  premium,  $15,722.23;  total'— 19,948  93 

Total  liabilities,  except  capital  and  net  surplus   $2,859,731  68 

Joint  stock  capital  paid  up  in  cash    3,000,000  00 

Surplus  beyond  all  liabilities   3,211,965  65 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus    $9,071,696 J33 


III.  [NCOME  DURING  THE  YEAR, 

Marine  and 
Fire.  inland. 

(iros<«  premiums  and  hills  in  course  of  collection  at 
close  of  last  previous  vear,  as  shown  hv  that 

year's  statement   s305,745  11      $343,787  84 


Net  collected                                                1865,746  11  8848,787  84 

iross  premiums  on  ri^ks  written  and  renewed  dur- 
ing the  vear,  as  shown  in  risks  and  premium 

exhibit..                                                       2,443,116  40  1,817,517  7.", 


Total  *2,sus,S6l  51    12,161,808  59 

Deduct  premiums  and  bills  in  course  of  collection  at 

this  date   862,199  58        851458  88 


Kntire  premiums  collected  during  the  year  v2,r>4O,O0H  93    ?1,K10,152  50 

Deduct  reinsurance,  rebate,  abatement   and  return 

premiums     240,587  87       205.0S5  88 

Net  cash  actually  received  for  premiums     S2,3'.)0,<»si  06    $1,545,007  15 

$3,861,148  21 

Interest  rerei ved  on  bonds  and  mortgages     99,627  23 

Interest  and  dividends  received  from  all  other  sources.   277,136  39 

Income  from  all  other  sources,  VUL,  net  perpetual  premiums   52,023  18 

Aggregate  income  received  during  the  year  in  cash   $4,279,935  01 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losses  $1 ,379,609  04   $1,403,075  03 

Deduct  salvages  and  reinsurances   54,015  63       338,603  93 

Net  amount  paid  for  losses  ^1,325,653  41    $1,065,071  10 

$2,890,724  51 

Cash  dividends  actually  paid   600,000  00 

Paid  for  commission  and  brokerage     577,707  77 

Salaries,  and  other  charges  of  officers,  clerks  and  other  employes  122,310  79 

Amount  paid  for  State,  national  and  local  taxes   1 14,843  50 

All  other  payments,  viz.,  stationerv,  printing,  advertising,  pos- 
tage, etc   240,339  00 


Aggregate  expenditures  during  the  year  in  cash   $4,045,925  57 

V.  MISCELLANEOUS. 

Risks  and  Premiums  (excluding  perpetual*). 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__$231, 564/230  00  $2,763,016  63 

Written  or  renewed  during  the  year  228,467,316  00  2,443,116  40 

Total  £460,031 ,546  00  1 5,206,133  03 

Deduct  those  expired  and  marked  off  as  terminated                    194,804,320  00  1,961,564  96 

In  force  at  the  end  of  the  year  $265,227,226  00  $3,244,568  07 

Deduct  amount  •reinsured                                                    4,055,000  00  63,071  00 

Net  amount  in  force  #261, 172,226  00  $3,181,497  07 

Marine  and 

inland  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year.  _  $31,786,697  00  $260,086  70 

Written  or  renewed  during  the  year                                               237,695,730  00  1,817,517  75 

Total  $269,482,427  00  $2,077,604  45 

Deduct  those  expired  and  marked  off  as  terminated                   246,391,065  00  1,862,421  82 

In  force  at  the  end  of  the  year  $23,091 ,362  00  $225,182  63 


Perpetual  Risks. 

A  mount  of  Total  I  uteres! 

risks.  deposit.  premiums. 

In  force  on  the  thirty-first  day  of  December  of  the 

preceding  year  $16,926,929  00  $466,516  76 

Written  or  renewed  during  the  year                             2,801,052  00  65,850  22 


Total  #19,727,981  00     $532,366  98 

Deduct  those  expired  and  marked  off  as  terminated       507,880  00        13,827  04 


In  force  at  the  end  of  the  year  $19,220,101  00      ^518,539  94       *15,W  I  20 

( }eneral  IrUerrogcUories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date  .  .  -  867,952,501  10 

Total  losses  paid  from  organization  to  date  .*.   49,185,492  62 

Total  cash  dividends  declared  since  the  Company  commenced  business    7,80fr,984  26 

Total  amount  of  losses  incurred  during  the  year   2,111,497  51 

Business  in  the  state  of  New  jersey  during  the  year. 

Amount  of  fire  risks  written   $3,067,2(58  00 

Amount  of  fire  premiums  received    31,287 

Amount  of  losses  incurred.  -    14,654  17 

Amount  of  losses  paid       14,654  17 
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MANUFACTURERS'  AND  BUILDERS'  FIRE  INSURANCE 

COMPANY. 

NEW  YOKK  CITY. 

Incorporated  November  19,  1870.     Commenced  business  November  22,  1870. 

Edw  ard  V.  Leow,  President,  J.  Jay  Nestej.l,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 


I.  ASSETS. 


Loans  on  bond  and  mortgage  (first  liens)   $17,600  00 

Interest  accrued  on  bond  and  mortgage  loans   328  00 

Value  of  lands  mortgaged   #16,500  00 

Buildings  (insured  for  $13,500.00)   14,000  00 

Total  value  of  mortgaged  premises   $30*500  00 


Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

I'nited  States  bonds   591,000  00  $113,750  00 

Other  stocks  and  bonds   197,450  00       226,326  00 

Total  par  and  market  value   $388,4-50  00      $340,070  00 


340,07 6  00 


Loan*  on  Stock  (  blUUerals, 

Par  Market  Amount 

value.  value.  loaned. 

840,000  00       $46,650  00  $31,000  00 


31,000  00 

Cash  in  the  Company's  principal  office  in  currency   $1,295  59 

Cash  belonging  to  the  <  ompany  deposited  in  bank   19,613  19 

Total  amount  of  cash  items   20,938  78 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   1,709  00 

Interest  due  and  accrued  on  collateral  loans     293  83 

Premiums  in  due  course  of  collection                           --   16,622  50 

All  other  property,  viz.,  rents  due  and  accrued,  (425.66  ;  interest 

on  deposits  in  bank,  $565.94   991  60 

Aggregate  amount  of  all  actual  available  assets  —  $429,559  71 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $4,405  61 

Losses  unadjusted,  including  all  reported  and  supposed  losses   4,795  80 

Losses  resisted,  including  interest,  costs  and  expenses   3,375  00 

Total   $12,576  41 

Deduct  reinsurance  thereon   212  90 

Xet  amount  of  all  unpaid  losses  and  claims   $12,363  51 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $60,507  56 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   12,772  81 

Total  unearned  premiums  as  computed  above   73,280  37 

Cash  dividends  to  stockholders  remaining  unpaid   84  00 

All  other  demands  against  the  Company,  viz.,  commissions  and 
other  charges  due  and  to  become  due  to  agents  and  brokers 

$2,087.17  ;  return  premium,  $53.88  ;  total   2,141  05 

Total  liabilities,  except  capital  and  net  surplus   $87,868  93 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   141,690  78 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $429,559  71 


III.  INCOME  DI  KING  THE  YEA R. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last  Fire. 

previous  year,  as  shown  by  that  year's  statement   $11,145  16 

Deduct  amount  of  same  not  collected   332  56 

Net  collected   $10,812  60 

I  rross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   164,190  00 

Total   SI  75,002  60 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   16,622  50 

Entire  premiums  collected  during  the  year  1   $158,380  10 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   14,735  46 

Net  cash  actually  received  for  premiums   $143,644  64 

$148,644  64 

Interest  received  on  bonds  and  mortgages   3,109  84 

Interest  and  dividends  received  from  all  other  sources   17,568  38 

Income  tVom  all  other  sources,  viz.,  rent,  $2,668.85  •  .sale  of  maj>s, 

$281.00    2,949  85 

Aggregate  income  received  during  the  year  in  cash  _    $167,272  71 


IV.  EXPENDITURES  DURING  THE  VKAH. 

Fire. 

'Gran amount  paid  for  losses     188,508  HI 

I  Km  I  net  salvages  and  reinsurances   8,<>U4  09 

Net  amount  paid  for  losses  _   $79,809  72 

$79,809  72 
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Cash  dividends  actually  paid   -   12,036  00 

Paid  for  00 m mission  and  brokerage   28,575  53 

Salaries  and  other  charges  of  officers,  clerks,  and  other  employes  18,836  10 

Amount  paid  for  State,  national  and  local  taxes   5,754  25 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc"   10,492  76 


Aggregate  expenditures  during  the  year  in  cash   $155,504  36 


V.  MISCELLANEOUS. 
Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  '»n  the  thirty-first  day  of  December  of  the  preceding  year  £19,069,811  00  $105,953  29 
Written  or  renewed  during  the  vear   27,732,797  00       164,190  00 


Total  #40,802,608  00      #270,143  29 

Deduct  those  expired  and  marked  off  as  terminated   20,562,008  00       120,294  03 


In  force  at  the  end  of  the  vear  #26,240,600  00     #149,849  26 

Deduct  amount  reinsured   1,716,418  00  8,309  33 


Net  amount  in  force  #24,524,182  00     #141,539  93 


General  Interrogator  ies . 


Total  premiums  received  from  the  organization  of  the  Company  to  date   #1,347,393  82 

Total  losses  paid  from  organization  to  date  :   437,059  49 

Total  cash  dividends  declared  since  the  Company  commenced  business   238,000  00 

Total  amount  of  losses  incurred  during  the  year   75,173  56 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $230,307  00 

Amount  of  (ire  premiums  received   1,939  59 

Amount  of  losses  incurred   3,519  12 

Amount  of  losses  paid   2,069  12 
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MANUFACTURERS7  FIRE  AND  MARINE  INSURANCE 

COMPANY. 


BOSTON,  MASS. 

Incorporated  January  9,  1873.  Commenced  business  January  9,  1873. 

Samuel  Appleton,  President.  Samuel  H.  Wise,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $500,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $86,950  54 

Loans  on  bond  and  mortgage  (first  liens)   32,300  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's 

interest  is  due  1__  *   5,000  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $2,887.50; 

interest  accrued  on  bond  and  mortgage  loans,  $658.37  ;  total-  3,545  87 

Value  of  lands  mortgaged  )     «-7  7nn  nA 

Buildings  (insured  for  $15,750.00)  j     *°<,<w  uu 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bond   $100,000  00  $124,000  00 

Other  stocks  and  bonds   350,500  00  410,078  00 

Total  par  and  market  value   $450,500  00     $534,078  00 


Loans  on  Stock  Collaterals. 

Par            Market  Amount 

value.            value.  loaned. 

$57,316  00       $36,987  50  $32,365  00 


Cash  in  the  Company's  principal  office  in  currency   $8,325  46 

Cash  belonging  to  the  Company  deposited  in  bank   103,194  73 


534,078  00 


32,365  00 


Total  amount  of  cash  items   111,520  19 

Interest  due  and  accrued  on  bonds  owned,  not  included  in  market 

value   3,166  67 

Interest  due  and  accrued  on  collateral  loans   311  53 

Premiums  in  due  course  of  collection   126,427  59 

Bills  receivable,  not  matured,  for  lire,  marine  and  inland  risks  11,411  48 

All  other  property,  viz.,  rents  due  and  accrued,  $1,300.00  ;  chattel 

mortgage,  $350.00   1,650  00 

Amount  due  from  La  Confiance Insurance  Company  for  premiums  140,349  44 


Aggregate  amount  of  all  actual  available  assets    $l,0S(.),O7<S  31 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $80,188  89 


Net  amount  of  all  unpaid  losses  and  claims   $80,188  39 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   8880,107  85 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   88,663  47 

Unearned  premiums  on  marine  risks   25,276  84 

Total  unearned  premiums  as  computed  above   444,048  16 

Hills  and  notes  for  premiums  on  marine  and  inland  policies  re- 
turnable on  settlement   1,031  86 

A 11  ot her  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers--  45,166  59 


Total  Liabilities,  except  capital  and  net  surplus    $570,385  00 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities   18,693  31 


Aggregate  liabilities,  including  paid  up  capital  and  net 
surplus   $1,089,078  31 


III.   INCOME  DURING  THE  YEAR. 

Marine  and 


Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  by  that 


(iross  premiums  on  risks  written  and  renewed  dur- 
ing the  year,  as  shown  in  risk  and  premium 


Deduct  premiums  and  bills  in  course  of  collection 


Deduct  reinsurance,  rebate,  abatement  and  return 
premiums  


Fire. 

inland. 

$95,421  31 

84,850  60 

$95,421  31 

^4,850  60 

899,716  04 

89,392  3.1 

$995,137  35 

$94,242  95 

123,347  42 

3,182  17 

$871,789  9:; 

991,060  78 

142,864  70 

30,708  44 

$728,925  23 

880,857  34 

Net  cash  actually  received  for  premiums. 

$789,282  57 

Interest  received  on  bonds  and  mortgages   2,416  19 

Interest  and  dividends  received  from  all  other  sources   3(5,684  00 

Income  from  all  otker  sources,  viz.,  rent   4,949  77 


Aggregate  income  received  during  the  year  in  cash   $833,332  53 


IV.    EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

QVOOI  UllOUnt  paid  far  lOOSei    -   S456,214  7s      S10S,-J<)7  98 

Deduct  salvages  and  reinsurances   33,473  07         23,280  58 


Net  amount  paid  for  losses     ?422,741  71      185,137  85 


$85,127  35 

Cash  dividends  actually  paid-    20,000  00 

Paid  for  commission  and  brokerage   118,94.'^  05 

.Salaries  and  other  charges  of  officers,  clerks  and  other  employes--  36,040  65 

Amount  paid  for  State,  national  and  local  taxes      16,892  89 

All  other  pavments,  viz.,  stationerv,  printing,  advertising,  pos- 
tage, etc.-  ."_   90,758  07 


Aggregate  ex]>enditures  during  the  year  in  cash   $790,003  72 
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V.  MISCELLANEOUS. 


Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year—  879,169,385  00     $689,995  87 


Written  or  renewedTluring  the  year   101,599,177  00       899,716  04 

Total  $180,768,562  00   $1,589,711  91 

Deduct  those  expired  and  marked  off  as  terminated   76,840,501  00  .     687,967  25 

In  force  at  the  end  of  the  year  $103,928,061  00     $901,744  66 

Deduct  amount  reinsured  _   6,082,720  00        53,501  22 

Net  amount  in  force  $97,845,341  00     $848,243  44 


Marine  and 

inland  risks.  Premiums. 

In  force  on  the  thirty-first  dav  of  December  of  the  preceding  year—   $1,527,289  00  $35,717  62 

Written  or  renewed  during  the  year                                                9,661,231  00  89,392  35 

Total  $11,188,520  00  $125,109  97 

Deduct  those  expired  and  marked  off  as  terminated                      9,793,832  00  95,262  86 

In  force  at  the  end  of  the  year                                            $1,394,688  00  $29,847  11 

Deduct  amount  reinsured                                                      225,100  00  4,570  27 

Xet  amount  in  force                                                      $1,169,588  00  $25,276  84 


General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   $7,251,763  28 

Total  losses  paid  from  organization  to  date   4,207,564  58 

Total  cash  dividends  declared  since  the  Company  commenced  business   395,000  00 

Total  amount  of  losses  incurred  during  the  year   519,239  94 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written---   $1,190,095  00 

Amount  of  fire  premiums  received    13,539  59 

Amount  of  losses  incurred   2,697  18 

Amount  of  losses  paid   3,385  38 
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MECHANICS'  FIRE  INSURANCE  COMPANY. 


BROOKLYN,  N.  Y. 

Incorporated  May  7,  1857.  Commenced  business  May  7,  1857. 

John  K.  Oakley,  President,  Walter  Nichols,  Secretary 

Capital  stock  authorized,  $250,000. 
Capital  actually  paid  in,  $250,000. 


Loans  on  bond  and  mortgage  (first  liens)   $155,500  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $180.00 ;  in- 
terest accrued  on  bond  and  mortgage  loans,  $1,875.49  ;  total-  2,055  49 

Value  of  lands  mortgaged   $105,000  00 

Buildings  (insured  for  §172,300.00)   228,000  00 

Total  value  of  mortgaged  premises   $333,000  00 


Stock,  Bonds,  etc.,  owned  by  the  Company. 


Par  Market 

value.  value. 

United  States  bonds                                              $205,000  00  $233,550  00 

Other  stocks  and  bonds                                              5,500  00  4,400  00 


Total  par  and  market  value                             $210,500  00  $237,950  00 

Loans  on  Stock  Collaterals. 

Par            Market  Amount 

value.            value.  loaned. 

$9,450  00       $13,817  50  $8,000  00 


237,950  00 


8,000  00 


Cash  in  the  Company's  principal  office  in  currency   $2,094  28 

Cash  belonging  to  the  Company  deposited  in  bank   85,078  G3 

Total  amount  of  cash  items   (      37,167  91 

Enteral  doe  and  accrued  on  collateral  loans   59  01 

Premiums  in  due  course  of  collection   19,592  53 


Aggregate  amount  of  all  actual  available  assets   $400,324  94 


EL  LIABILITIES. 

L«>          dinged  and  unpaid,  due  and  to  become  due         .--    ?1 1,773  65 

Lo-s»--  unadjusted,  including  all  reported  and  supposed  losses   13,124  01 


Total   824,897  66 

Deduct  reinsurance  thereon    .   4/M»s  21 


Xet  amount  of  all  unpaid  losses  and  claims   $20,889  45 


1883.]  Companies  of  Other  States.  195 


Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   877,944  22 

Unearned  premiums  pro  rata,  on  fire  risks  running  more  than 

one  year   27,689  90 


Total  unearned  premiums  as  computed  above   105,634  12 

All  other  demands  against  the  Company   1,300  00 


Total  liabilities,  except  capital  and  net  surplus   $127,823  57 

Joint  stock  capital  paid  up  in  cash   250,000  00 

Surplus  beyond  all  liabilities   82,501  37 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $460fB24  93 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

'Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $19,689  73 

Deduct  amount  of  same  not  collected  and  cancelled   867  45 

Net  collected   $18,822  28 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   270,208  95 

Total   $289,031  23 

Deduct  premiums  and  bills  in  course  of  collection  and  cancelled  at 

this  date   23,587  89 

Entire  premiums  collected  during  the  year   $265,443  34 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   53,973  45 

Net  cash  actually  received  for  premiums   $211,469  89 

$211,469  89 

Interest  received  on  bonds  and  mortgages   10,770  66 

Interest  and  dividends  received  from  all  other  sources   8,151  66 

Aggregate  income  received  during  the  year  in  cash   $230,392  21 


IV.  EXPENDITURES   DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses  ,   8106,020  44 

Deduct  salvages  and  reinsurances   4,648  65 

Net  amount  paid  for  losses   $151,876  79 

H51,37«  79 

Cash  dividends  actually  paid   25,000  00 

Paid  for  commission  and  hrokerage   42,264  09 

♦Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  24,7(50  02 

Amount  paid  for  State,  national  and  local  taxes    4,991  84 

All  other  payments,  viz.,  stationery,  printing,  advertising,  post- 
age, etc  1   2:y>22  46 

Aggregate  expenditures  during  the  year  in  cash   $272,015  20 


* 
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V.  MISCELLANEOUS. 
Risks  cmd  Premiums, 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $24,359,251  00  $144,570  24 

Written  or  renewed  during  the  year                                                83,040,166  00  270,208  95 

Total  $57,999,417  00  $414,770  19 

induct  those  expired  and  marked  off  as  terminated                     28,991,756  00  210,998  93 

In  force  at  the  end  of  the  vear  $29,007,661  00  $203,780  26 

Deduct  amount  reinsured                                               961,334  00  6,613  24 

Net  amount  in  force  ,  $28,146,327  00  $197,167  02 


( ienercd  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,597,549  00 

Total  losses  paid  from  organization  to  date   1,187.709  79 

Total  cash  dividends  declared  since  the  Company  commenced  business   478,000  00 

Total  amount  of  losses  incurred  during  the  year   147,473  62 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  tire  risks  written   $620,237  91 

Amount  of  fire  premiums  received   (5,367  70 

Amount  of  losses  incurred  1   17  51 

Amount  of  losses  paid   17  51 


MERCHANTS'  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporated  April,  1850.  Commenced  business  April,  1850. 

('.  Y.  B.  OSTBANDER,  President.  ,J.  L.  DOUGLASS,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capita]  actually  paid  in,  (200,000. 

L  ASSETS. 

Real  estate  owned  bj  the  Company,  unincumbered   £27  000  00 

Loans  on  bond  and  mortgage  (first  liens)   125  600  00 

Interest  accrued  on  bond  and  mortgage  loans  j   3,187  66 

Value  of  lands  mortgaged   185,300  00 

Buildings  (insured  tor  §140,400.00;   201,700  00 

Total  value  of  mortgaged  premises     £256,900  00 
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Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $150,000  00  $185,625  00 

Other  stocks  and  bonds   25,000  00        28,150  00 

Total  par  and  market  value   $175,000  00     $213,775  00 

213,775  00 

Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned.  9 

$6,500  00         $8,292  50   _    $5,500  00 

5,500  00 

Cash  in  the  Company's  principal  office  in  currency   $2,860  94 

Cash  belonging  to  the  Company  deposited  in  bank   32,242  24 

Total  amount  of  cash  items   35,103  18 

Interest  due  and  accrued  on  collateral  loans   123  09 

Premiums  in  due  course  of  collection   10,921  60 

All  other  property,  viz.,  taxes  due  from  New  York  City   4,151  59 

Aggregate  amount  of  all  actual  available  assets   $425,362  12 

TT.  LIABILITIES. 

Losses  uuadjusted,  including  all  reported  and  supposed  losses   $4,775  00 

Losses  resisted,  including  interest,  costs  and  expenses   900  00 

Net  amount  of  all  unpaid  losses  and  claims   $5,675  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $52,144  16 

Unearned-premiums,  pro  rata,  on  fire  risks  running  more  than  one 

year   12,883  93 

Total  unearned  premiums  as  computed  above   65,028  09 

Total  liabilities,  except  capital  and  net  surplus   $70,703  09 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   154,659  03 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $425,362  12 


III.  [NCOME  DURING  THE  VKAR. 

Fire. 

Entire  premiums  collected  during  the  year   $117,423  44 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   4,319  24 

Net  cash  actually  received  for  premiums   #113,104  20 

$113,104  20 

Interest  received  on  bonds  and  mortgages    8,144  42 

Interest  and  dividends  received  from  all  other  sources    11,520  78 


Aggregate  income  received  during  the  year  in  cash   $182,769  l<> 


IV.  EXPENDITURES  DURING  THE  V  ESA K. 

Virv. 

GroHH  amount  paid  for  Ionhch  ,.   $02,232  09 

Deduct  Halvages  and  reiiiHuranceH   93T>  90 


Net  amount  paid  for  Iohhch   -          $0 1,29(5  79 

$61,296  79 
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Paid  tor  commission  and  brokerage   24,636  80 

Salaries  and  other  charges  of  officers,  clerks  and  .other  employes.-  20,399  82 

Amount  paid  for  State,  national  and  local  taxes   5,812  36 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc-   10,811  39 

Aggregate  expenditures  during  the  year  in  cash   $122,957  16 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums 

In  force  on  the  thirty-first  dav  of  December  of  the  preceding  year__  $20,183,698  00  $123,375  43 

Written  or  renewed  during  the  year                                               20,289,005  00  125,000  17 

Total  .  $40,472,703  00  $248,375  60 

Deduct  those  expired  and  marked  off  as  terminated                     20,541,669  00  119,830  37 

In  force  at  the  end  of  the  year  $19,931,034  00  $128,545  23 

Deduct  amount  reinsured                                                        36,500  00  107  91 

Net  amount  in  force  $19,894,534  00  $128,437  32 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $4,306,589  42 

Tota!  losses  paid  from  organization  to  date   1,863,015  61 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,082,000  00 

Total  amount  of  losses  incurred  during  the  yearl   51,827  12 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $1,219,519  00 

Amount  of  fire  premiums  received   7,831  14 

Amount  of  losses  incurred   10,972  85 

Amount  of  losses  paid   10,972  85- 
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METROPOLITAN    PLATE   GLASS  INSURANCE  COM- 
PANY. 


NEW  YOEK  CITY. 

Incorporated  April  22,  1874.  Commenced  business  April  23,  1874. 

Capital  stock  authorized,  $100,000. 
Capital  actr&lly  paid  in,  $100,000. 


I.  ASSETS. 

Stock,  bonds,  etc.,  owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds  $145,000  00    $165,012  50 

$165,012  50 

Cash  in  the  Company's  principal  office  in  currency   $1,031  68 

Cash  belonging  to  the  Company  deposited  in  bank   11,737  44 

Total  amount  of  cash  items   12,769  12 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   556  25 

Premiums  in  due  course  of  collection   7,501  42 

All  other  property,  viz.,  glass  on  hand,  $5,217.23  ;  other  items, 

$3,588.46  ;  total   8,805  69 


Aggregate  amount  of  all  actual  available  assets  $194,644  98 


II.  LIABILITIES.  « 
Losses  unadjusted,  including  all  reported  and  supposed  losses   $1,238  09 


Net  amount  of  all  unpaid  losses  and  claims   1,238  09 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  plate  glass 

risks  under  one  year_*_   $47,556  80 


Total  unearned  premiums  as  computed  above   47,550  SO 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   3,489  42 

All  other  demands  against  the  (  ompany,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers..  1,500  28 


Total  liabilities,  except  capital  and  net  surplus  $53,784  59 

Joint  stock  capital  paid  up  in  cash    lOQj 000  00 

Surplus  beyond  all  liabilities     40,860  39 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $194,614  98 
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III.  INCOME  JDU&ING  THE  YEAR. 

Plate  glass, 

rxosa  premiums  and  bills  in  course  of  collection  at   close  oi* 

last  previous  year  as  shown  by  that  year's  statement   $7,520  24 

Net  collected   $7,526  24 

Ghross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   100,470  23 


Total   $107,996  47 

Deduct  premium's  and  bills  in  course  of  collection  at  this  date   8,744  66 

Knt. ire  preiyiunis  collected  during  the  year   $99,251  80 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   5,985  62 

Net  cash  actually  received  for  premiums   $93,266  18 

$93,266  18 

Interest  and  dividends  received  from  all  other  sources   6,351  76 


Aggregate  income  received  during  the  year  in  cash   $99,617  94 

IV.  EXPENDITURES  DURING  THE  YEAR. 

Plate  glass. 

Ghross  amount  paid  for  losses   $44,221  40 

Deduct  salvages  and  reinsurances   10,824  19 

Net  amount  paid  for  losses   $33,397  21 

$33,397  21 

(  ash  dividends  actually  paid   .10,000  00 

Paid  for  commission  and  brokerage    23,025  67 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  20/423  32 

Amount  paid  for  State,  national  and  local  taxes   620  80 


Aggregate  expenditures  during  the  year  in  cash   $87,467  00 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Plate 

glass  risks.  Premiums. 

In  force  00  the  thirtv-first  dav  of  December  of  the  preceding  vear__  $2,886,649  00  $87,079  55 

Written  or  renewed  during  the  year                                                  3,265,946  00  100,470  23 


Total   $6,152,595  00     $187,549  78 

Deduct  those  expired  and  marked  off  as  terminated   3,057,217  00         92,436  18 


In  force  at  the  end  of  the  year    $3,095,378  00      $95,113  60 


( renerai  interrogatories. 


Total  premium!  received  from  tbe  organization  of  the  Company  to  date   $600,983  00 

Total  toCBOi  paid  from  organization  to  elate,  less  salvage   .  185,042  00 

Total  CSSh  dividends  declared  since  the  Company  commenced  husiness   77,000  00 

Total  amount  of  losses  incurred  during  the  year.    44,366  29 


Susmeu  mi  the  State  of  Sen-  Jersey  during  the  year. 

Amount  of  plate  glass  risks  written.   $73,789  33 

Amount  of  premiums  received    2,280  38 

Amount  of  losses  mcurred  .!   793  13 

Amount  of  losses  paid    793  13 
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MONT  AUK  FIRE  INSURANCE  COMPANY. 


BROOKLYN,  N.  Y. 

Incorporated  May  19,  1857.  Commenced  business  May  23,  1857. 

Daniel  F.  Fernold,  President.  George  F.  Malby,  Secretaiy* 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $16,500  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   310  00 

Value  of  lands  mortgaged   $16,000  00 

Buildings  (insured  for$15,225.00)   21,500  00 


Total  value  of  mortgaged  premises   $37,500  00 


Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                  898,000  00  $119,690  00 

Other  stocks  and  bonds                                             88,900  00  149,603  00 


Total  par  and  market  value   $1S6,^00  00     $269,293  00 


269,293  00 


Loam  on  Stock-  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$32,400  00  $34,185  00  $27,100  00 


27,100  00 

Cash  belonging  to  the  Company  deposited  in  bank   $23,446  19 

Total  amount  of  cash  items   23,446  19 

Interest  due  and  accrued  on  collateral  loans   12  00 

Premiums  in  due  course  of  collection   13,556  67 


Aggregate  amount  of  all  actual  available  assets   $350,517  86 


II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   $6,534  45 

Losses  unadjusted,  including  all  reported  and  supposed  losses  1,800  00 

Losses  resisted,  including  interest,  costs  and  expenses   1,489  58 

Net  amount  of  all  unpaid  losses  and  claims  -_        $12,824  03 
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Unearned  premiums,  at  HO  percent,  of  premiums  on  fire  risKs 

under  one  year   #52,062  40 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   8,663  77 

Total  unearned  premiums  as  computed  above   60,726  17 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   916  67 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, $500.00  ;  commissions  and  other  charges  due  and  to 

become  due  to  agents  and  brokers,  $2,304.63;  total   2,804  63 

Total  liabilities,  except  capital  and  net  surplus   $77,271  50 

Joint  stock  capital  paid  up  in  cash    200,000  00 

Surplus  beyond  all  liabilities   73,246  36 

Aggregate  liabilities,  -  including  paid  up  capital  and  net 

surplus   $350,517  86 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $8,918  74 

Deduct  amount  of  same  not  collected   625  88 


Net  collected   $8,292  86 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   130,409  28 


Total   $138,702  14 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   14,143  25 


Entire  premiums  collected  during  the  year   $124,558  89 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   15,028  54 


Net  cash  actually  received  for  premiums   $109,530  35 

$109,530  35 

Interest  received  on  bonds  and  mortgages   —  1,034  00 

Interest  and  dividend*  received  from  all  other  sources   14,796  08 


Aggregate  income  received  during  the  year  in  cash  .      $125,360  43 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $63,199  10 

Deduct  salvages  and  reinsurances   283  21 

Net  amount  paid  for  losses   $62,915  89 

$62,915  89 

Cash  dividends  actually  paid   20,000  00 

Paid  for  commission  and  brokerage   20,052  89 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  11,088  44 

Amount  paid  for  State,  national  and  local  taxes   707  16 

All  other  pavments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc.-  -   15,021  33 


Aggregate  expenditures  during  the  year  in  cash   $129,785  71 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirtv-nrst  day  of  December  of  the  preceding  year__  $14,406,638  00  197,819  33 

Written  or  renewed  during  the  year                                               17,429,288  00  130,409  28 

Total  $31,825,926  00  $228,228  61 

Deduct  those  expired  and  marked  off  as  terminated                     15,865,092  00  108,625  02 

In  force  atrthe  end  of  the  year  $15,970,834  00  $119,603  59 

Deduct  amount  reinsured                                                      218,750  00  1,215  46 

Net  amount  in  force.  $15,752,084  00  $118,388  13 


General  Interrogatories.  • 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,002,898  00* 

Total  losses  paid  from  organization  to  date   953,344  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   523,500  00 

Total  amount  of  losses  incurred  during  the  year   63,686  78 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $155,639  00 

Amount  of  fire  premiums  received   2,347  12 

Amount  of  losses  incurred   12  42 

Amount  of  losses  paid   12  42 


NATIONAL  FIRE  INSURANCE  COMPANY. 


1 1 AKTFORD,  CONN. 

Incorporated  November  27,  1871.      Commenced  business  December  1,  1871. 

Mark  Howard,  President.  J  AMES  NICHOLS,  Secretary, 

Capita]  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $1,000,000. 

L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $30,495  98 

Loans  on  bond  and  mortgage  (first  liens)   424,650  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $99«S. 00  ; 

interest  accrued  on  bond  and  mortgage  loans,  $7,087.96  ;  total  8,085  96 

Value  of  landH  mortgaged     $562,400  00 

Buildings  (insured  for  #336,625.00)   —  --    645,750  00 

Total  value  of  mortgaged  premises  _  SI, 108,240  00 
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Stock,  Bonds,  ete.}  Owned  by  the  Company, 

Par  Market 
value.  value. 

United  States  bonds   #100,000  00  $120,000  00 

Other  stocks  and  bonds   747,000  00  077,253  00 

Total  par  and  market  value   $847,000  00    81,097,258  00 

1,097,253  00 

Loam  mi  Stock  ( bUaterate. 

Tar  Market  Amount 

value.  value.  loaned. 

$31,325  00       175,607  00  #46,060  00 

46,060  00 

Cash  in  office  of  Company  1   #101  41 

Cash  belonging  to  the  Company  deposited  in  bank   122,483  47 

Cash  in  course  of  transmission  from  agents   3(5,000  00 

Total  amount  of  cash  items   158,674  88 

Interest  due  and  accrued  on  bonds  owned,  not  included  in  market 

value,  and  deposits  in  bank    8,603  33 

[Merest  due  and  accrued  on  collateral  loans   681  50 

Aggregate  amount  of  all  actual  available  assets   $1,774,504  65 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   823,384  00 

Losses  unadjusted,  including  all  reported  and  supposed  losses   20,644  50 

Losses  resisted,  including  interest,  costs  and  expenses   8,o00  00 

Net  amount  of  all  unpaid  losses  and  claims   $52,528  50 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  tire  risks 

under  oue  year   $101,656  66 

Unearned  premiums, pro  rata,  on  fire  risks  running  more  than 

one  year   106,233  92 

Total  unearned  premiums  as  computed  above   267,890  58 

Total  liabilities,  except  capital  and  net  surplus   $320,419  08 

Joint  stock  capital  paid  up  in  cash  *   1,000,000  00 

Surplus  beyond  all  liabilities   454,085  57 

Aggregate  Liabilities,  Including  paid  up  capital  and  net 

surplus     $1,774,504  65 


111.  Of  COKE  DURING  THE  YEAR. 

Fire. 

Kut ire  premiums  collected  during  the  year   1451,023  ~4 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums  40,856  22 

Net  cash  actually  received  for  premiums   $4lo,ii()7  ~vl 

(410,667  52 

Interest  received  on  bonds  and  mortgages   28,065  93 

Interest  and  dividends  received  from  all  other  sources   66,942  71 

Income  from  all  Other  sources,  vi/..,  rent   3,836  80 

Profit  on  sale  of  real  estate               __.    1,842  50 

Aggregate  income  received  during  the  year  in  cash   $510,355  46 
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IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses  '   8236,551  81 

Deduct  salvages  and  reinsurances   4,141  07 

Net  amount  paid  for  losses   $232,410  74 

$232,410  74 

Cash  dividends  actually  paid   100,000  00 

Paid  for  commission  and  brokerage   63,604  71 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes.  32,053  38 

Amount  paid  for  State,  national  and  local  taxes   12,229  79 

All  other  pavments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   23,909  99 

Aggregate  expenditures  during  the  year  in  cash   $464,208  61 


*  V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the;  thirty-first  day  of  December  of  the  preceding  year__  $42,914,290  00  $460,737  65 

Written  or  renewed  during  the  year                                              40,2^0,215  00  451,023  74 


Total  $83,184,505  00     $911,761  39 

Deduct  those  expired  and  marked  off  as  terminated   37,387,177  00       388,848  60 


In  force  at  the  end  of  the  year  $45,797,328  00     $522,912  79 

Deduct  amount  reinsured   447,016  00         5,424  68 


Net  amount  in  force  $45,350,312  00      $517,488  11 


( General  Interrogatoi*ies. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $4,275,974  40 

Total  losses  paid  from  organization  to  date   2,039,484  43 

Total  cash  dividends  declared  since  the  Company  commenced  business   877,000  00 

Total  amount  of  losses  incurred  during  the  year   257,080  42 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $217,770  00 

Amount  of  fire  premiums  received   2,118  81 

Amount  of  losses  incurred  ,  500  00 
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NATIONAL  FIRE  INSURANCE  COMPANY. 


NEW  YORK  (  IT Y. 
Incorporated  1838.  Commenced  business  April  9,  1838. 

IIi'Miv  T.  Dkowm:,  President.  F.  J.  Walton,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $75,588  98 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,250.00; 

interest  accrued  on  bond  and  mortgage  loans,  $771.80  ;  total-  2,021  80 

Value  of  lands  mortgaged  )  ft17,  onft  nn 

Buildings  (insured  for  S99,400.00)  /  *1/4>-W  uu 

Stock,  Bonds,  etc.,  Owned  by  the  Company, 

Par  Market 

value.  value.  / 

United  States  bonds                                               $205,000  00  $249,187  60 

Other  stocks  and  bonds                                            30,500  00  45,800  00 


Total  par  and  market  value   §235,500  00     $294,987  50 


294,987  50 

Cash  in  the  Company's  principal  office  in  currency   S2,s4s  26 

Cash  belonging  to  the  Company  deposited  in  bank   9,453  21 

Total  amount  of  cash  items   12,301  47 

Premiums  in  due  course  of  collection   21,188  30 


Aggregate  amount  of  all  actual  available  assets   $40(5,088  05 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  dm-  and  to  become  due   810,175  00 

Losx  -  unadjusted,  including  all  reported  and  supposed  losses   14,125  00 

Net  amount  of  all  unpaid    losses  and  claims   $25,000  00 

Unearned  premiums,  al  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $8f>,30G  08 

Unearned  premiums,  />/<,  rata,  on  fire  risks  running  more  than 

one  year   21,263  30 


Total  unearned  premiums  as  computed  above   107,569  38 

Total  Liabilities,  except  capita]  and  net  surplus   $132,569  38 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  Liabilities   73,518  67 

A  ire; rebate  liabilities,  including  paid  up  capita]  and  net 

surplus   $406,088  05 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $18,963  52 

Deduct  amount  of  same  not  collected   4,918  20 

Net  collected   $14,045  32 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   258,261  61 

Total   $272,306  93 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   21,188  30 

Entire  premiums  collected  during  the  year   $251,118  63 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   39,009  93 

Net  cash  actually  received  for  premiums   $212,108  70 

$212,108  70 


Interest  received  on  bonds  and  mortgages  \  *  ~  ~7 

Interest  and  dividends  received  from  all  other  sources  J  ' 

Income  from  all  other  sources,  viz.,  rent,  $219.72 ;  profit  on  sale 

of  Produce  Exchange  stock,  $1,900.00   2,119  72 

Aggregate  income  received  during  the  year  in  cash   $227,928  79 


IV.  EXPENDITURES   DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $118,303  74 

Deduct  salvages  and  reinsurances   3,803  32 

Net  amount  paid  for  losses   $114,500  42 

$114,500  42 

Cash  dividends  actually  paid   20,000  00 

Paid  for  commission  and  brokerage   45,733  47 

Salaries  and  other  charges  of  officers,  clerks 'and  other  employes-  23,093  84 

Amount  paid  for  State,  national  and  local  taxes   2,195  25 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   19,067  01 

Aggregate  expenditures  during  the  year  in  cash   $224,589  99 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $29,082,980  00  $215,744  79 

Written  or  renewed  during  the  year                                               32,849,494  00  258,261  61 


Total  $62,832,474  00      $474,006  40 

Deduct  those  expired  and  marked  off  as  terminated   33,645,985  00       255,728  69 


In  force  at  the  end  of  the  year  $29,186,489  00     $218,277  71 

Deduct  amount  reinsured   199,786  00         1,815  69 


Net  amount  in  force  $28,986,703  00     $216,462  02 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $3,810,059  51 

Total  losses  paid  from  organization  to  date   1,958,004  07 

Total  cash  dividends  declared  since  the  Company  commenced  business   990,056  00 

Total  amount  of  losses  incurred  during  the  year   103,067  09 


* 
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Business  in  the  state  <>/  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $592,605  00 

Amount  of  fnv  premiums  received   4,342  39 

Amount  of  losses  incurred   2,234  89 

Amount  of  losses  paid   1,759  89 


NEW  HAMPSHIRE  FIRE  INSURANCE  COMPANY. 


MANCHESTER,  N.  H. 

Incorporated  1869.  I  <>mmenced  business  April,  1870. 

J.  A.  Weston,  President.  John  C.  French,  Secretary. 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $500,000. 

T.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $88,246  86 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                               $200,000  00  $2.38,510  00 

Other  stocks  and  bonds                                             398,800  00  441,582  00 

Total  par  and  market  value  3598,800  00      $680,092  00 

680,092  00 

Loan*  ( n  Stock-  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$100,215  00      $115,358  48       $88,629  17 

88,629  17 

Cafh  hnllMlglllf  to  the  Company  deposited  in  bank   $76,348  .10 

Total  amount  of  cash  items    .  _   76,348  50 

Interest  due  and  accrued  on  stocks  owned,  not    included   in ) 

market  value  [  5,988  00 

Interest  due  and  accrued  on  collateral  loans   J 

Premiums  in  due  course  of  collection    25,843  40 


Aggregate  amount  of  all  actual  available  assets    $965,147  93 
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II.  LIABILITIES. 

Net  amount  of  all  unpaid  losses  and  claims   $31,000  00/ 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $148,566  46 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one 

year___  :   79,418  82 

Total  unearned  premiums  as  computed  above   227,985  28 

Total  liabilities,  except  capital  and  net  surplus   $258,985  28 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities  1-   200,162  65 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $965,147  93 

III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $21,039  96 

Net  collected   $21,039  96 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   517,934  05 

Total   $538,974  01 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   25,843  40 

Entire  premiums  collected  during  the  year   $513,130  61 

Deduct  reinsurance,  rebate,  aoatement  and  return  premiums   75,338  54 

Net  cash  actually  received  for  premiums   $437,792  07 

$437,792  07 

Interest  received  on  bonds  and  mortgages  > 

Interest  and  dividends  received  from  all  other  sources  J  ' 

Aggregate  income  received  during  the  year  in  cash   $483,336  47 

IV.  EXPENDITURES  DURING  THE  YEAR. 

Net  amount  paid  for  losses,  all  fire   $254,245  05 

Cash  dividends  actually  paid   40,000  00 

Paid  for  commission  and  brokerage   85,099  06 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  16,731  16 

Amount  paid  for  State,  national  and  local  taxes   14,099  91 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   24,889  57 

Aggregate  expenditures  during  the  year  in  cash   $485,064  75 


V.  MISCELLANEOUS. 
Risks  and  Premiums. 


Fire  risks.  Premiums. 
8,148,576  00     $335,170  81 

Written  or  renewed  during  the  year   89,774,887  ik)      017,984  05 


In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $28,148,576  00     1885,170  si 
i  the 


Total    $«7,92*,9M  do     $858,104  86 

Deduct  those  expired  and  marked  off  as  terminated   27,468,768  00      871,110  27 


In  force  at  the  end  of  the  year  $40,454,200  00  $481,904  59 

Deduct  amount  reinsured                                                        2,580,000  00  25,876  01 

Net  amount  in  force  _  $37,874  200  00  $450,118  58 

14 
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G client!  Interrogatories, 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,637,243  00 

Total  losses  paid  troin  organization  to  date   1,407,495  87 

Total  cash  dividends  declared  since  the  Company  commenced  business   244,000  00 

Total  amount  of  losses  incurred  daring  the  year   249,276  72 

Business  in  the  State  of  New  Jersey  daring  the  year. 

Amount  of  fire  risks  written   $699,270  00 

Amount  of  fire  premiums  received   7,055  48 

Amount  of  losses  incurred   5,171  66 

Amount  of  losses  paid   6,958  93 


NEW  ORLEANS  INSURANCE  COMPANY. 


NEW  ORLEANS,  LA. 

Incorporated  1805.  Commenced  business  1805. 

Jules  T'uyes,  President.  John  W.  Hincks,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $500,000. 

I.  ASSETS. 


Real  estate  owned  by  the  Company,  unincumbered   $63,581  00 

Loans  on  bond  and  mortgage  (first  liens)   117,664  08 

Loans  <>n  l.nnd  and  mortgage  upon  which  more  than  one  year's 

interest  is  due  (of  which  $500.00  is  in  process  of  foreclosure)  11,700  00 
Inte  rest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,536.34; 

interest  accrued  on  bond  and  mortgage  loans,  $3,401.37  ;  total  4,937  71 


Value  of  lands  mortgaged   $85,000  00 

Buildings  (insured  for  1180,420.00)   224,500  00 

Total  value  of  mortgaged  premises   £309,500  00 

Stock,  Bond*,  etc..  Owned  by  the  Company. 

Par  Market 
value.  value. 


United  States  bonds   8200,000  00     §248,000  00 

Other  rtoekl  and  bonds   98*600  00        92,s5o  00 


Total  oar  and  market  value   $293,000  00      §340,850  00 

340,850  00 


Lot' n.<  on  Sloe/:  Collaterals. 

I'ar 

value. 


Market  Amount 
value.  loaned. 
§192,061  00       $70,920  17 


76,920  17 
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Cash  in  the  Company's  principal  office  in  currency   $2,768  98 

Cash  belonging  to  the  Company  deposited  in  bank   91,420  38 


Total  amount  of  cash  items   94,189  36 

Premiums  in  due  course  of  collection   107,869  20 

Bill  receivable,  not  matured,  for  lire,  marine  and  inland  risks   14,348  45 

All  other  property,  viz.,  due  from  other  Companies  for  reinsur- 
ance, $3,900.36  ;  cash  in  hand  of  Liverpool  agents,  $283.36  ; 

total   4,183  72 


Aggregate  amount  of  all  actual  available  assets   $836,243  69 


Items  not  admitted  as  Assets. 
Premiums  in  course  of  collection  over  three  months'  due   $3,198  89 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $28,904  99 

Losses  unadjusted,  including  all  reported  and  supposed  losses   27,533  47 

Losses  resisted,  including  interest,  costs  and  expenses   2,000  U0 

Net  amount  of  all  unpaid  losses  and  claims   $58,438  46 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $191,709  15 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one 

year   13,049  91 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks_       2,453  92 

Unearned  premiums  on  marine  risks   9,484  94 

Total  unearned  premiums  as  computed  above   216,697  92 

Cash  dividends  to  stockholders  remaining  unpaid   4,370  50 

Due  for  reinsurances  1   14,818  71 

Total  liabilities,  except  capital  and  net  surplus   $294,325  59 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities   41,918  10 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $836,243  69 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  by  that 

year's  statement   $45,853  98       #27,553  16 

Deduct  amount  of  same  not  collected   218  73  24  81 

Net  collected   845,685  25  027,528  35 

Gross  premiums  on    risks  written  and  renewed 
during  the  year,  as  shown  in  risk  and  premium 

exhibit   044,118  33  205,107  47 

Total   8689,758  58     8292,685  82 

Deduct  premiums  and  bills  in  course  of  collection 

at  this  date   37,224  55        73,841  54 

Entire  premiums  collected  during  the  year   $625,529  06     $218,71)4  28 

Deduct  re-insurance,  rebate,  abatement  and  return 

premiums   242,154  38        85,894  U 

Net  cash  actually  received  for  premiums   £410,374  05     8152,900  17 

$563,274  S2 

Interest  received  on  bonds  and  mortgages   20,4^-V  08 

Interest  and  dividends  received  from  all  otber  sources   Yl.llX  25 


212 


Fire  and  Fire-Marine  Insurance 


[Dec.  31, 


[ncome  from  all  other  sources,  viz,,  rent   2,879  57 

Bills  receivable   12,472  19 


Aggregate  income  received  during  the  year  in  cash   $010,842  91 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine 
Fire.        and  inland. 

Gross  amount  paid  for  losses   8405,784  19      #149,172  93 

Deduct  sfelT&gea  and  reinsurances   74,051  03        38,060  58 


Net  amount  paid  for  losses   #331,733  16      #111,112  35 

1442,845  51 

Cash  dividends  actually  paid   45,629  50 

Paid  for  commission  and  brokerage   84,723  76 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes.-  32,089  59- 

Amount  paid  for  State,  national  and  local  taxes   17,151  77 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   30,944  81 


Aggregate  expenditures  during  the  year  in  cash   $653,384  94 


V.  MISCELLANEOUS. 


Risks  and  Premiums. 


Fire  risks.  Premiums. 

In  force  on  the  thirtv-first  dav  of  December  of  the  preceding  vear__  ^33,803,619  00.  $373,650  10 
Written  or  renewed  during  the  year  _   48,087,057  00       644,118  33 


Total  _^  #81,890,676  00   #1,017,768  43 

Deduct  those  expired  and  marked  oh°  as  terminated   46,788,414  00       491,676  61 


In  force  at  the  end  of  thevear  #35,102,262  00     #526,091  82 

Deduct  amount  reinsured   6,578,586  00  121,41160 


Net  amount  in  force     *  l'S,523,07«  0i>  #4<M,6S0_22 


.Marine  and 
inland  risks.  Premiums. 


In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  #854,198  00  #21,556  81 

Written  or  renewed  during  the  year  _*   28,837,277  00  265,107  47 

Total   $29,691,475  00  #286,664  28 

Deduct  those  expired  and  marked  off  as  terminated   27,194,547  00  240,619  38 

In  force  at  the  end  of  the  year   #2,490,928  00  #46,044  90 

Deduct  amount  reinsured   1,294,661  00  22,107  18 

Net  amount  in  force   *  1,202,267  00  #23,877  72 


General  Inferrrxjatorie*. 


Total  premiums  received  Dram  the  reorganization  of  the  Company  to  date   05,394,945  62 

Total  lonei  paid  from  reorganisation  to  date   2,403,495  04 

Total  cash  dividend-  declared  since  the  Company  commenced  business   550,000  00 

Total  amount  of los>es  incurred  during  the  year   469,518  21 


BuiiAfU  in  the  Stair  of  Xev:  Jersey  during  the  ymr. 

Amount  of  lire  risks  written   $942,335  50 

Amount  of  fire  premiums  received   8,765  23 

Amount  of  losses  incurred   27,111  43 

Amount  of  losses  paid   27,165  1& 
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NEW  YORK  BOWERY  FIRE  INSURANCE  COMPANY. 


NEW  YOKK  CITY. 

Incorporated  April,  1833.  Commenced  business  September,  1833. 

John  A.  Delaney,  President.  Henry  Griffin,  Secretary. 

Capital  stock  authorized,  $300,000. 
Capital  actually  paid  in,  $300,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $44,7 00  00 

Interest  accrued  on  bond  and  mortgage  loans   335  25 

Value  of  lands  mortgaged   $50,000  00 

Buildings  (insured  for  $58,600.00)   75,000  00 


Total  value  of  mortgaged  premises   $125,000  00 


Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
Value.  Value. 
United  States  bonds   $700,000  00     $775,000  00 


Loans  on  Stock  Collaterals. 

Par            Market  Amount 

value.           value.  loaned. 

$15,850  00       $23,400  00  $14,850  00 


Cash  in  the  Company's  principal  office  in  currency   $27,994  42 

Cash  belonging  to  the  Company  deposited  in  bank   4,948  70 


775,000  00 


14,850  00 


Total  amount  of  cash  items   32,943  12 

Interest  due  and  accrued  on  collateral  loans   435  50 

Premiums  in  due  course  of  collection   32,000  00 


Aggregate  amount  of  all  actual  available  assets   $900,2(53  87 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $14,000  00 

Losses  unadjusted,  including  all  reported  and  supposed  losses—  30,900  00 

Losses  resisted,  including  interest,  costs  and  expenses   7,700  00 

Net  amount  of  all  unpaid  Losses  and  claims   $52,600  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $124,894  00 

Unearned  premiums, ]/ro  rata,  on  fire  risks  running  more  than 

one  year   63,340  57 

Total  unearned  premiums  as  computed  above   188,234  57 
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Salaries  and  other  miscellaneous  expenses  due  and  accrued   1,000  00 

All  other  dein ands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers--  0,400  00 


Total  liabilities,  except  capital  and  net  surplus   $24cS,234  57 

Joint  Btock  capita]  paid  up  in  cash   300,000  00 

Surplus  beyond  all  liabilities   352,029  30 


Aggregate  liabilities,  including  paid  up  capital  and  net 
surplus   $900.263  87 


III.  INCOME  DURING  THE  YKAR. 

*  Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $31,000  00 

Deduct  amount  of  same  not  collected   1,00 )  00 

Net  collected   $80,000  00 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   380,887  57 

Total   $410,887  57 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   32,000  00 

Entire  premiums  collected  during  the  year   $378,887  57 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   15,824  87 


Net  cash  actually  received  for  premiums   $363,062  70 

$363,062  70 

Interest  received  on  bonds  and  mortgages   2,640  00 

Interest  and  dividends  received  from  all  other  sources   37,474  93 


Aggregate  income  received  during  the  year  in  cash   $403,177  63 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $252,137  64 

Deduct  salvages  and  reinsurances   4,393  31 


Net  amount  paid  for  losses   $247,744  33 


$247,744  33 

Cash  dividends  actually  paid   36,000  00 

Paid  for  commission  and  brokerage   68,012  39 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes   32,725  00 

Amount  paid  for  State,  national  and  local  taxes   6,116  96 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  .   20,568  58 


Aggregate  expenditures  during  the  year  in  cash   $411,167  26 


V.   M  IS(  'ELLA XKOl'S. 


Bitki  and  Premiums. 

Fire  risks.  Premiums 

In  forre  on  the  thirtv-first  dav  of  December  of  the  preceding  year__  $49,095,032  00  $888,220  68 

Written  or  renewed  during  the  year  "_            50,209,039  00  380,8H7  57 

Total  810.1,304,071  00  £719,108  25 

Deduct  those  expired  and  marked  oil'  a-  terminated                      40,719,470  00  347,776  72 

In  force  at  the  end  of  the  year  $55,535,201  00  $371,381  53 

Deduct  amount  reinsured                                                        1,531,135  00  14,921  56 


Net  amount  in  force  $5-4,051,016  00      £356,409  97 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   £'5,765,252  85 

Total  losses  paid  from  organization  to  date   2,420,892  42 

Total  cash  dividends  declared  since  the  Company  commenced  business   2,672,500  00 

Total  amount  of  losses  incurred  during  the  year  r  229,635  17 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $406,182  09 

Amount  of  fire  premiums  received   5,790  07 

Amount  of  losses  incurred   15,871  11 

Amount  of  losses  paid   13,121  41 


NIAGARA  FIRE  INSURANCE  COMPANY. 


NEW  YOKK  CITY. 
Incorporated  July,  1850.  Commenced  business  August,  1850. 

Peter  Notman,  President.  Thomas  F.  Goodrich,  Secretary, 

Capital  actually  paid  in,  $500,000. 

X.  ASSETS. 

Real  estate  owned  by  the  Company  unincumbered   $22,000  00 

Loans  on  bond  and  mortgage  (first  liens)  :   103,900  00 

Interest  accrued  on  bond  and  mortgage  loans  ,   3,117  00 

Value  of  lands  mortgaged   $148,260  00 

Buildings  (insured  for  $70,260.00)   70,260  00 


Total  value  of  mortgaged  premises   $213,600  00 


Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                            $808,000  00  $882,245  00 

Other  stocks  and  bonds,                                         469,820  00  494,780  Ot 

Total  par  and  market  value  1_$1,272,820  00   $1,477,026  00 


Loans  on  Stock  CoUatt  ral$* 

Par             .Market  Amount 

value.              value.  loaned. 

3n,u»,(>  00      $14,000  o  »  »o  uo 


,477,025  00 


Cash  in  the  Company's  principal  office  in  currency   $1,941  92 

Cash  belonging  to  the  Company  deposited  in  bank   64,818  60 


10,500  00 


Total  amount  of  cash  items   56,760  52 
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Interest  due  and  aecrued  on  stocks  owned  not  included  in  market 

value   15,949  16 

Interest  due  and  accrued  on  collateral  loans   315  00 

Premiums  in  due  course  of  collection   182,155  08 

All  other  property,  viz.,  rents  due  and  accrued,  $2*24.00;  due  from 

other  companies  for  reinsurance,  $2,089.21  ;  total   2,313  21 


Aggregate  amount  of  all  actual  available  assets   $1,874,034  97 


II.  LIABILITIES. 

LOBMfl  adjusted  and  unpaid,  due  and  to  become  due  >  14 

Losses  unadjusted,  including  all  reported  and  supposed  losses—  j"   *  ' 
Losses  resisted,  including  interest,  costs  and  expenses   13,400  00 

Net  amount  of  all  unpaid  losses  and  claims   $181,024  14 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under 

one  year   $463,017  93 

Unearned  premiums, pro  rata,  on  fire  risks  running  more  than  one 

year   339,638  31 

Total  unearned  premiums  as  computed  above   802,656  24 

Cash  dividends  to  stockholders  remaining;  unpaid   315  00 

All  other  demands  against  the  Company   65,829  58 

Total  liabilities,  except  capital  and  net  surplus   $1,049,824  96 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities  T  L.  324,210  01 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $1,874,034  97 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Entire  premiums  collected  during  the  year  $1,369,519  78 

Deduct  reinsurance,  rebate,  abatementand  return  premiums          289,361  52 

Net  cash  actually  received  for  premiums  $1,280,158  26 

$1,280,158  26 

Interest  received  on  bonds  and  mortgages   6,318  57 

Interest  and  dividends  received  from  all  other  sources  I  69  939  53 

Income  from  all  other  sources,  viz.,  rent  J 

Aggregate  income  received  during  the  year  in  cash   $1,356,416  36 


IV.  EXPKN DJLTUKES  DI  KING  THE  VKAK. 

Fire. 

(iro.-s  amount  paid  for  losses   1964,518  24 

Deduct  salvages  and  reiiiMirances   1M,079  97 


Net  amount  paid  for  losses   1821,488  27 


$821,433  27 

Cash  dividends  actually  paid   60,230  50 

Paid  for  commission  and  brokerage   192,917  83 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  75,379  37 

Amount  paid  tor  State,  national  and  local  taxes   26,730  12 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  _*   120,038  73 


Aggregate  expenditures  during  the  year  in  cash   $1,296,729  82 
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Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__$ 130,800,266  00   $1,123,495  48 


V.  MISCELLANEOUS. 

Bisks  and  Premiums. 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   §15,568,557  10 

Total  losses  paid  from  organization  to  date   8,456,701  97 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,784,000  00 

Total  amount  of  losses  incurred  during  the  year   901,521  85 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $5,813,358  00 

Amount  of  fire  premiums  received   45,119  71 

Amount  of  losses  incurred  *   15,986  20 

Amount  of  losses  paid   9,173  18 


ORIENT  INSURANCE  COMPANY. 


HARTFORD,  CONN. 

Incorporated  June,  1867.  Commenced  business  January,  1872. 

John  W.  Brooks,  President.  George  W.  Lester,  Secretary. 

Capital  stock  authorized,  $2,000,000. 
Capital  actually  paid  in,  $1,000,000. 

L  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $29,494  69 

Loans  on  bond  and  mortgage  (lirst  liens)   220,669  08 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $56.00  ;  in- 
terest accrued  on  bond  and  mortgage  loans,  $2,944.84  ;  total-  3,000  84 

Value  of  landn  and  buildings  mortgaged  (insured  for  $200,090.' )0)__  £579,050  00 
Stock,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 
value.  value. 
8704,850  00     $929,040  00 


929,040  00 
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Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value  value.  loaned. 

tt99,975  00     $163,088  00       397,512  00 

97,512  00 

Cash  in  the  Company's  principal  office  in  currency   $1,679  70 

Cash  belonging  to  the  Company  deposited  in  bank   53,688  00 

Total  amount  of  cash  items   55,362  70 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value    10,672  42 

Interest  due  and  accrued  on  collateral  loans   1,580  47 

Premiums  in  due  course  of  collection                .   64,402  21 

All  other  property,  viz.,  rents  due  and  accrued  .   160  00 

Aggregate  amount  of  all  actual  available  assets   $1,411,894  41 


II.  LIABILITIES. 
Losses  adjusted  and  unpaid,  due  and  to  become  due_ 


$57,746  66 


Losses  unadjusted,  including  all  reported  and  supposed  losses. 
Losses  resisted,  including  interest,  costs  and  expenses  _'_       8,204  00 

Xet  amount  of  all  unpaid  losses  mid  claims  '   $60,950  66 

Unearned  premiums,  at  o0  per  cent,  of  premiums  on  tire  risks 

under  one  year   8182,101  73 

Unearned  premiums,  pro  r/r'a,  oh  fire  risks  running  more  than 

one  year  98,357  06 

Total  unearned  premiums  as  computed  above   280,458  79 

Total  liabilities,  except  capital  and  net  surplus   $331,409  45 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   70,484  96 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $1,411,894  41 


III.   INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  1  ills  in  course  of  collection  al  clOflCOf  last 

previous  year,  as  shown  by  that  year's  statement   $12,14')  72 

Deduct  amount  of  same  not  collected   1,:$77  62 

Net  collected   $40,703  20 

Gross  pivuiiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   517,771  44 

Total   SM&j&H  04 

Deduct  premiomi  snd  bills  in  course  of  collection  at  this  date   04,402  21 

Entire  premiums  collected  during  the  year*.   £494,132  43 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   85,435  06 

Net  cash  actually  received  for  premiums   |428JS9I  s? 

$428,696  87 

Interest  received  on  bonds  and  mortgages    *     12,509  61 

Interest  and  dividends  received  from  all  other  sources    57,228  89 

Income  from  all  other  sources,  viz.,  rent   1,080  50 

Aggregate  income  received  during  the  year  in  cash   $499,515  87 
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IV.  EXPENDITURES   DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   #253,767  01 

Deduct  salvages  and  reinsurances   4,296  86 

Net  amount  paid  for  losses   $249,470  15 

$249,470  15 

Cash  dividends  actually  paid   80,000  00 

Paid  for  commission  and  brokerage   (>9,2 19  42 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  32,316  31 

Amount  paid  for  State,  national  and  local  taxes   11,190  83 

All  other  payments,  viz.,  general  expense  account   40,048  85 


Aggregate  expenditures  during  the  year  in  cash   $482,845  56 


V.  MISCELLANEOUS. 


Risks  and  Premiums. 


Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year.  $39,300,398  00  $481,854  25 
Written  or  renewed  during  the  year   40,497,328  00       517,77:!  44 


Total  #79,797,726  00      $999,625  69 

Deduct  those  expired  and  marked  off  as  terminated   36,431,264  00       448,557  47 


In  force  at  the  end  of  the  year  $43,366,462  00     $551,068  22 

Deduct  amount  reinsured   409,475  00  6,969  38 


Net  amount  in  force  $42,956,987  00     $514,098  84 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $3,778,916  04 

Total  losses  paid  from  organization  to  date  1   2,218,564  40 

Total  cash  dividends  declared  since  the  Company  commenced  business   605,000  00 

Total  amount  of  losses  incurred  during  the  year   288,739  65 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  ol  fire  risks  written   $777,949  00 

Amount  of  fire  premiums  received--    8,033  62 

Amount  of  losses  incurred   8,154  57 

Amount  of  losses  paid.-   5,553  34 
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PENNSYLVANIA  FIKE  INSURANCE  COMPANY. 


PHILADELPHIA,  PA. 

[incorporated  March,  1825.  Commenced  business  April,  1825. 

John  Devebeux,  President.  John  L.  Thomson,  Secretary. 

Capital  stock  authorized,  $400,000. 
Capital  actually  paid  in,  $400,000. 


Real  estate  owned  by  the  Company,  unincumbered   $115,000  00 

Loans  on  bond  and  mortgage  (first  liens)   184,070  00 

  3.8S3  44 


Value  of  lands  mortgaged  )   <*KA- aaa  nn 

Buildings  (insured  for  §13(5,000.00)  j    •°*B»U0U  uu 


Stock,  Bonds,  etc..  owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                  Si ,000  00  SI ,010  00 

Other  stocks  and  bonds                                           1,532,200  00  1,071,473  17 


Total  par  and  market  value  §1,533,200  00   SI ,072,483  17 


Loans  on  Stock  Collaterals. 


1,672,433  17 


Par  Market  Amount 

value.  value.  loaned. 

3344,850  00     1886,686  00     1261,000  00 


261,000  00 

Cash  in  the  Company's  principal  office  in  currency   £1,045  91 

Cash  belonging  to  the  (  ompany  deposited  in  bank   25,806  68 

Total  amount  of  cash  items   26,852  49 

Interest  due  and  Accrued  on  collateral  loans   2,128  67 

Premiums  in  due  course  of  collection   57,403  75 


Aggregate  amount  of  all  actual  available  assets   $2,322,821  52 


II.  LIABILITIES. 

Net  amount  of  all  unpaid  losses  and  claims   $71,117  67 

Unearned  premiums,  at  50  percent,  of  premiums  on  fire  ri>ks 

under  one  year   8207,272  83 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   202,207  02 

Total  unearned  premiums  as  computed  above   499,479  85 

Amount  reclaimable  on  perpetual  tire  policies     454,439  33 

Total  liabilities,  except  capital  and  net  surplus   $1,023,036  85 
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Joint  stock  capital  paid  up  in  cash   400,000  00 

Surplus  beyond  all  liabilities   897,784  67 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $2,322,821  52 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $55,269  99 

Net  collected   $55,269  99 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   943,996  45 

Total   $999,266  44 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   57,403  75 

Entire  premiums  collected  during  the  year   $941,862  69 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   127,288  83 

Net  cash  actually  received  for  premiums   $814,573  86 

$814,573  86 

Interest  received  on  bonds  and  mortgages   10,378  22 

Interest  and  dividends  received  from  all  other  sources   98,631  68 

Income  from  all  other  sources,  viz.,  rent,  $250.00;  5  per  cent,  on 

perpetuals,  $566.14   816  14 

Aggregate  income  received  during  the  year  in  cash   $924,399  90 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Net  amount  paid  for  losses,  all  fire   $619,950  35 

Cash  dividends  actually  paid   40,000  00 

Paid  for  commission  and  brokerage   176,539  09 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  25,447  16 

Amount  paid  for  State,  national  and  local  taxes   21,297  37 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   43,244  92 

Loss  on  securities  sold   11,691  98 


Aggregate  expenditures  during  the  year  in  cash   $938,170  87 


V.  MISCELLANEOUS. 
Risk*  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year   $68,849,770  00  $820,814  62 

Written  or  renewed  during  the  year                                               73,859,254  00  043,900  45 


Total  #142,709,024  00  $1,770,811  07 

Deduct  those  expired  and  marked  off  oh  terminated                     00,175,578  00  754,971  39 

In  force  at  the  end  of  the  year                                          982,588*446  00  #1,015,839  08 

Deduct  amount  reinsured  J                                            2,040,908  00  43,241  55 

Net  amount  in  force   _  ___  #79,892,538  00  $972.598  13 

Perpetual 

risks.  Deposits. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  #18,151,482  00  #-173,191  00 

Written  or  renewed  during  the  year                                                 808,866  00  22,090  53 

Total                                                                                                1 19,050,348  00  #495,882  13 

Deduct  those  expired  and  marked  off  as  terminated                         309,483  00  9,010  53 

In  force  at  the  end  of  the  year   $18,080,805  00  #480,871  00 


222 


Fire  and  Fire-Marine  Insurance 


[Dec.  31, 


( Intend  Interroyatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   510,985,110  00 

Total  losses  paid  from  organization  to  date   7,313,420  00 

Total  cash  dividends  declared  Mnce  the  Company  commenced  business   2,139,000  00 

Total  amount  of  losses  incurred  during  the  year   G'.J2,358  24 

Business  in  the  Stale  of  Neiv  Jersey  during  Cue  year. 

Amount  of  fire  risks  written   $300,160  00 

Amount  of  fire  premiums  received   3,207  93 

Amount  of  losses  incurred   2,782  70 

Amount  of  losses  paid   2,782  70 


PEOPLE'S  FIRE  INSURANCE  COMPANY. 


NEW  YOKK  CITY. 

Incorporated  1851.  Commenced  business  April  23,  1851. 

F.  Y.  Price,  President.  A.  C.  Milne,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $16,500  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  (165.00  ;  in- 
terest accrued  on  bond  and  mortgage  loans,  $495.00   G60  00 

Value  of  lands  mortgaged   880,000  00 

Buildings  (insured  for  £14,200.00)   21,500  00 

Total  value  of  mortgaged  premises  $51,500  00 

Stock,  Ho/tdsj  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   1179,000  00  §223,960  00 

Other  >toek>  and  bonds   110,000  0  )  ll'L',7S0  00 


Total  par  and  market  value   $201,000  00      S:J  10,710  00 


Loam  on  Stock  Collate  raU. 

Par  Market  Amount 

value.  valor  loaned. 

55,000  00        $4,500  00  £8,700  00 


310,740  CO 


3,700  00 


Cash  in  the  <  oinpany's  principal  office  in  currency   9SM)60  89 

Ca~sh  belonging  to  the  Company  deposited  in  bank   7,701  17 

Total  amount  of  cadi  item-   0,863  56 
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Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   4,325  00 

Interest  due  and  accrued  on  collateral  loans   98  51 

Premiums  in  due  course  of  collection   18,233  26 

Aggregate  amount  of  all  actual  available  assets   $400,120  30 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $3,484  45 

Losses  unadjusted,  including  all  reported  and  supposed  losses   3,468  95 

Losses  resisted,  including  interest,  costs  and  expenses   2,500  00 

Total   §9,453  40 

Deduct  reinsurance  thereon   216  94 

Net  amount  of  all  unpaid  losses  and  claims   $9,236  46 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  tire  risks 

under  one  year   $64,781  49 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   12,971  71 

Total  unearned  premiums  as  computed  above   77,753  20 

All  other  demands  against  the  Company,  viz.,  taxes  and  assessments, 
S600.00 ;  commissions  and  other  charges  due  and  to  become 
due  to  agents  and  brokers,   $3,756.61 ;  return  premiums, 

$1,036.62;  rent,  $600.00  ;  other  charges,  $351.18  ;  total   6,344  41 

Total  liabilities,  except  capital  and  net  surplus   $93,334  07 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   106,786  26 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus  i  _^      $400,120  33 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $11,833  27 

Deduct  amount  of  same  not  collected   1,321  17 


Net  collected   $10,512  10 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   167,556  67 

Total   SI  78,068  77 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   18,233  26 


Entire  premiums  collected  during  the  year   $ 159,835  51 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   15,851  27 


Net  cash  actually  received  for  premiums   #143,984  24 

$143,984  24 

Interest  received  on  bonds  and  mortgages   825  00 

Interest  and  dividends  received  from  all  other  sources   14,376  40 


Aggregate  income  received  during  the  year  in  cash   $159,185  64 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $58,702  56 

Deduct  salvages  and  reinsurances   1,219  04 


Net  amount  paid  for  losses   $57,483  52 

$57,483  52 
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Cash  dividends  actually  paid   20,000  00 

Paid  for  commission  and  brokerage   30,594  96 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  10,287  78 

Amount  paid  for  State,  national  and  local  taxes   2,224  55 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   14,070  95 


Aggregate  expenditures  during  the  year  in  cash   $134,601  76 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  31st  day  of  December  of  the  preceding  year  $13,464,499  00  $105,012  17 

Written  or  renewed  during  the  year  _.                      19,485,266  00  167,556  67 


Total  §32,949,765  00      §272,568  84 

Deduct  those  expired  and  marked  off' as  terminated   15,216,022  00       117,692  86 


In  force  at  the  end  of  the  year  $17,733,743  00     $154,875  98 

Deduct  amount  reinsured   575,821  00         5,271  87 


Net  amount  in  force  $17,157,922  00     $149,604  11 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date  

Total  losses  paid  from  organization  to  date  

Total  cash  dividends  declared  since  the  Company  commenced  business  

Total  amount  of  losses  incurred  during  the  year  

Business  in  the  State  of  Neiu  Jersey  during  the  year. 

Amount  of  tire  risks  written  

Amount  of  tire  premiums  received  

Amount  of  losses  incurred  

Amount  of  losses  paid  


$2,172,528  40 
1,051,694  56 
478,000  00 
52,881  14 


$674,362  00 
5.612  21 
/79  12 
779  12 
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PHENIX  INSURANCE  COMPANY. 


BROOKLYN,  N.  Y. 

Incorporated  September  10,  1853.  Commenced  business,  September  10,  1853. 

Stephen  Ceo  well.  President.  Philander  Shaw,  Secretary. 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $1,000,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $329,550  00 

Loans  on  bond  and  mortgage  (first  liens)   335,956  60 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $275.00 ;  in- 
terest accrued  on  bond  and  mortgage  loans,  $5,349.60 ;  total-  5,624  60 

Value  of  lands  mortgaged  +   $237,550  00 

Buildings  (insured  for  $327,900.00)   374,850  00 

Total  value  of  mortgaged  premises   $612,400  00 


Stock,  Bonds,  etc.,  Owned  by  the  Compwiy. 

Par  Market 
value.  value. 

United  States  bonds   $737,500  00  $901,112  50 

Other  stocks  and  bonds   1,099,182  33  1,300,393  73 


Total  }>ar  and  market  value  $l,83fi,f»82  38   82,201,506  23 


2,201,506  23 


Loans  on  Stock-  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

-:;:;:»,  150  00      $314,028  75  #224,022  00 


224,022  00 

Cash  in  the  Company's  principal  office  in  currency   $523  19 

Cash  belonging  to  the  Company  deposited  in  bank   138,974  79 


Total  amount  of  cash  items      1    239,497  98 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value                                           -   5,722  51 

Interest  due  and  accrued  on  collateral  loans    142  41 

Premiums  in  due  course  of  collection                   _    406,238  39 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks  7,147  51 

All  other  property,  viz.,  rents  due  and  accrued                    _     ._  3.132  76 


Aggregate  amount  of  all  actual  available  assets. _      -  $3,759,035  98 


15 
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II.  LIABILITIES. 

LOB86S  adjusted  and  unpaid,  due  and  to  become  due   $9,099  58 

Losses  unaffiliated,  Including  all  reported  and  supposed  losses   210,734  50 

Losses  resisted,  including  interest,  costs  and  expenses   18,978  08 

Net  amount  of  all  unpaid  losses  and  claims   $238,812  11 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $709,700  9(5 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   1,024,301  44 

Unearned  premiums  on  marine  risks   82,869  00 

Total  unearned  premiums  as  computed  above   1,816,871  40 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   2,666  67 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, $2,500.00  ;  commissions  and  other  charges  due  and  to 
become  due  to  agents  and  brokers,  $11,617.85  ;  return  pre- 
mium   8407.91 ;  total   14,525  76 

Total  liabilities,  except  capital  and  net  surplus   $2,072,875  94 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   686,160  04 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  by  that 

year's  statement   $21,679  54       $47,020  87 

Net  collected   $21,679  54       $47,020  87 

Gross  premiums  on  risks  written  and  renewed  dur- 
ing the  year,  as  shown  in  risk  and  premium 

exhibit   2,977,323  22       689,510  47 

Total  $2,999,002  76      $736,531  34 

Deduct  premiums  and  bills  in  course  of  collection  at 

this  date   38,336  77        85,378  12. 

Entire  premiums  collected  during  the  year  $2,960,665  99     $651,153  22 

Deduct  reinsurance,  rebate,  abatement  and  return 

premiums   410,100  03        89,142  36 

Net  cash  actually  received  for  premiums  $2,550,565  96      $562,010  86 

$3,112,576  82 

Interest  received  on  bonds  and  mortgages   17,718  62 

Interest  and  dividends  received  from  all  other  sources   104,924  06 

Income  from  all  other  sources,  viz.,  rent   10,098  78 

Aggregate  income  received  during  the  year  in  cash    $3,245,318  28 


IV.   EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gn»ss  amount  paid  for  losses  $1,327,337  75      $.522,898  79 

Deduct  salvages  and  reinsurances   116,471  40         95,010  OS 

Net  amount  paid  lor  losses  $1,210,8C6  35     §427,888  71 

$1,638,755  06 

Cash  dividends  actually  paid   100,000  00 

Paid  for  commission  and  hrokerage     649,219  25 

Salaries,  and  other  charges  of  officers,  clerks  and  other  employes  208,416  92 

Amount  paid  for  State,  national  and  local  taxes   51,274  87 

All  other  pavments,  viz.,  stationerv,  printing,  advertising,  pos- 
tage, etc*-.-    256,136  59 

Aggregate  expenditures  during  the  year  in  cash   $2,903,802  69 
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V.  MISCELLANEOUS. 

Bisks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__$ 249,357,657  00  $2,571,898  03 

Written  or  renewed  during  the  year                                            271,737,417  00  2,977,323  22 


Total  $521,095,074  00   $5,549,221  25 

Deduct  those  expired  and  marked  off  as  terminated   224,243,683  00     2-215,067  52 


In  force  at  the  end  of  the  year  $296,851,391  00   $3,334,153  73 

Deduct  amount  reinsured   8,935,782  00       139,225  70 


Net  amount  in  force  $287,915,609  00   $3,194,928  03 


Marine  and 

inland  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__   $9,769,211  00  $48,956  00 

Written  or  renewed  during  the  year                                               127,902,110  00  689,510  47 


Total  $137,671,321  00     $738,466  47 

Deduct  those  expired  and  marked  off  as  terminated   125,307,209  00       655,597  47 


In  force  at  the  end  of  the  year  $12,364,112  00       $82,869  00 


Net  amount  in  force  $12,364,112  00       $82,869  00 


General  Lite  rro gator  ies. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $40,880,789  41 

Total  losses  paid  from  organization  to  date   20,910,083  56 

Total  cash  dividends  declared  since  the  Company  commenced  business   2,514,000  00 

Total  amount  of  losses  incurred  during  the  year   1,685,444  23 


Business  in  the  State  of  Ney)  Jersey  during  the  year. 

Amount  of  fire  risks  written   $3,396,391  00 

Amount  of  fire  premiums  received   27,962  81 

Amount  of  losses  incurred     8,857  26 

Amount  of  losses  paid   11,015  93 
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PHCENIX  INSURANCE  COMPANY. 


HARTFORD,  CONN. 


Incorporated  May,  1854. 
H.  K  BLLOOG,  President. 


Commenced  business  June,  1854. 

D.  W.  C.  Skilton,  Secretaiy^ 


Capital  stock  authorized,  #5,100,000. 
Capital  actually  paid  in,  $2,000,000. 


J.  ASSETS. 


Real  estate  owned  by  the  Company,  unincumbered   $178,255  31 

Loans  on  bond  and  mortgage  (first  liens)- 


Valueoflands  mortgaged   $216,000  00 

Buildings  (insured  for $86,750.00)   148,000  00 

Total  value  of  mortgaged  premises   2364,000  00 

Stock,  Bonds,  etc..  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $101,200  00  $126,380  00 

Other  stoeks  and  bonds   3,076,790  91 


Total  par  and  market  value   5101,200  00    $3,203,170  91 


Loans  on  Stock  Collaterals, 

Market  Amount 
value.  loaned. 

S4«>2,:*70  00  S;{()1, :*67  00 


Cash  in  the  Company's  principal  office  in  currency   $40,t>:n  gt 

Cash  belonging  to  the  Company  deposited  in  bank   :}2.'5,2o9  62 

Total  amount  of  cash  items  — 

Interest  due  and  accrued  on  collateral  loans    

Premium*  in  due  course  of  collection     

All  other  property,  viz.,  rents  due  and  accrued  


161,380  00 
4,141  40 


Aggregate  amount  of  all  actual  available  assets 


3,203,170  93 


304,367  00* 


365,891  29 
8,214  86 

208,424  61 
1,203  50 

*4,435,048  88 


II.  LIABILITIES 


I,<»s>c>  adjusted  and  unpaid,  due  and  to  become  due  |    ^  _  r_ 

lx>sses  unadjusted,  including  all  reported  and  supposed  losses  (  vip* 
Ix>sses  resisted,  including  interest,  costs  and  expenses  ls,oif>  6s 

Net  amount  of  all  unpaid  looses  and  claims   $216,589  71 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $569,359  48 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   628,107  99 


Total  unearned  premiums  as  computed  above   $1,197,467  47 


Total  liabilities,  except  capital  and  net  surplus   $1,413,057  18 

Joint  stock  capital  paid  up  in  cash   2,000,000  00 

Surplus  beyond  all  liabilities   1,021,991  70 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus  —    $4,435,048  88 


III.  INCOME  DURING  THE  YEAR. 

Fire  and  tor- 
nado risks. 

Grsos  cash  premiums  received  $2,030,162  19 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums          133,589  05 


Net  cash  actually  received  for  premiums  $1,896,573  14 

$1,896,573  14 

Interest  received  on  bonds  and  mortgages   8,204  90 

Interest  and  dividends  received  from  all  other  sources   205,818  44 

Income  from  all  other  sources,  viz.,  rent   3,003  84 


Aggregate  income  received  during  the  year  in  cash   $2,113,600  32 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Net  amount  paid  for  losses   $1,214,389  12 

•Cash  dividends  actually  paid   280,000  00 

Paid  for  commission  and  brokerage   310,065  81 

Salaries  and  other  charges  of  officers,  clerks,  and  other  employes  9°,1Q8  14 

Amount  paid  for  State,  national  and  local  taxes   58,883  25 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   152,099  66 


Aggregate  expenditures  during  the  year  in  cash   $2,105,626  28 


V.  M  [8CELLANEOU8. 

Risks  <ui<l  Premiums. 

Fire  and  tor- 
nado risks.  Premiums. 


In  force  on  the  thirty-first  day  of  December  of  the  preceding  year_ -#188,849,029  00  $2,119,066  80 

Written  or  renewed  during  the  year                                               179,044,2.31  00  2,0.30,162  19 

Total  #368,493,260  00  #4,149,218  99 

Deduct  those  expired  and  marked  off  as  terminated                     167,061,314  00  1,882,052  08 

In  force  at  the  end  of  the  year  #201,431,916  00  #2,267,166  91 


General  TnleiTogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   #29,742,194  29 

Total  losses  paid  from  organization  to  date   17,695,723  26 

Total  cash  dividends  declared  since  the  Company  commenced  business   3,325,000  00 

Total  amount  of  losses  incurred  during  the  year   1,157,519  69 


230 


Fire  and  Fire-Marine  Insurance 


[Dec.  31, 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $2,154,560  00 

Amount  of  fire  premiums  received   22,092  82 

Amount  oflosses  incurred   15,999  73 

Amount  of  losses  paid   14,497  73 


PROVIDENCE  WASHINGTON  INSURANCE  COMPANY. 


PROVIDENCE,  R.  I. 

Incorporated  1799.  Commenced  business  1799. 

J.  II.  DeWolf,  President.  J.  B,  Branch,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $400,000. 

I.  ASSETS. 

Stock;  Bonds,  etc.}  Oicned  by  the  Company. 

Par  Market 
value.  value. 

United  State  s  bonds   _  $200,000  00  $255,235  JO 

Other  stocks  and  bonds   434,260  00  528,715  00 

Total  par  and  market  value   £634,260  00     $783,950  00 


$783,950  00 


Cash  in  the  Company's  principal  office  in  currency   $219  87 

Cash  belonging  to  the  Company  deposited  in  bank-   36,738  83 


Total  amount  of  cash  items   36,958  70 

Premiums  in  due  course  of  collection   86,542  76 

Bills  receivable,  not  matured,  for  tire,  marine  and  inland  risks —        153,422  63 


Aggregate  amount  of  all  actual  available  assets   $1,060,874  09 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $22,929  67 

Ix>s><  -  unadjusted,  including  all  reported  and  supposed  losses   129,034  21 

Losses  resisted,  ineludini,'  interest,  costs  and  expenses   6,805  28 

Total   $158,769  16 

Deduct  reinsurance  thereon   33,428  96 

Net  amount  of  all  unpaid  losses  and  claims   $125,340  20 
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Unearned  premiums,  at  5  >  per  cent,  of  premiums  on  fire  risks 

under  one  year   $205,656  71 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   139,1  3  47 

Unearned  premiums,  at  53  per  cent,  on  inland  navigation  risks   6,206  22 

Unearned  premiums  on  marine  risks  ,   166,899  29 

Total  unearned  premiums  as  computed  above   $517,865  09 

Cash  dividends  to  stockholders  remaining  unpaid   472  35 

Total  liabilities,  except  capital  and  net  surplus   $643,678  24 

Joint  stock  capital  paid  up  in  cash   400,000  00 

Surplus  beyond  all  liabilities   17,195  85 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $1,060,874  09 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 


Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  by  that 
year's  statement  

Deduct  amount  of  same  not  collected  


Gross  premiums  on  risks  written  and  renewed  dur- 
ing the  year,  as  shown  in  risk  and  premium 


Deduct  premiums  and  bills  in  course  of  collection 
at  this  date  

Entire  premiums  collected  during  the  year  

Deduct  reinsurance,  rebate,  abatement  and  return 
premiums  

Net  cash*  actually  received  for  premiums  

$994,311  44 

Interest  and  dividends  received  from  all  other  sources   36,938  74 

Aggregate  income  received  during  the  year  in  cash   $1,031,250  18 


Fire. 

inland. 

$35,857  36 

$151,892  19 

684  69 

$35,857  36 

$151,207  50 

649,529  80 

720,494  71 

$685,387  16 

#871,702  21 

48,970  52 

192,651  20 

$636,416  64 

$679,051  01 

107,840  25 

213,315  96 

8528,576  39 

$465,735  05 

IV.    EXPENDITURES  DURING  THE  V/EAR. 

Marine  and 
Fire,  inland. 

Gross  amount  paid  for  louses   $352,534  39      $558,214  77 

Deduct  salvages  and  reinsurances   33,211  13       158,939  13 

Net  amount  paid  for  losses   $,319,323  26     $399,275  64 

$718,598  90 

Cash  dividends  actually  paid   •   31,805  55 

Paid  for  commission  and  brokerage  1(>1, .'Ml  11 

Salaries  and  other  charges  of  officers,  clerks  and  other  employee  -  27,258  95 

Amount  paid  for  State,  national  and  local  taxes     12,609  67 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  ;   82,256  5ft 

Aggregate  expenditures  during  the  year  in  cash   $1,omn,871  04 


t 
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V,  MISCELLANEOUS. 

Risks  and  T^emiums. 


Fire  risks.  Premiums. 

En  Coroe  on  the  thirty-first  day  of  December  of  the  preceding  year—  £49,470,269  oo  $488,789  30 
Written  or  renewed  during  the  year   70,555,204  00       649,529  80 


Total  .  $120,025,473  00    $1,138,319  10 

Deduct  those  expired  and  marked  ofi  as  terminated   52,281,920  00       444,261  88 


In  force  at  the  end  of  the  year  $67,203,553  00     $694,057  22 

Deduct  amount  reinsured   4,778,940  00        59,729  42 


Net  amount  iu  force  $62.424613  00      $634,327  80 


Marine  and 

inland  risks.  Premiums, 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year..  $5,419,350  00  $154,139  10 

Written  or  renewed  during  the  year  _*             73,477,525  00  720,494  71 

Total  $78,896,875  00  $874,633  81 

Deduct  those  expired  and  marked  off*  as  terminated                     74,441,391  00  665,351  43 


in  force  at  the  end  of  the  year   $4,455,484  00     $209,282  38 

Deduct  amount  reinsured   951,551  00        29,970  65 


Net  amount  in  force   $3,503,933  00      $179,311  73 


General.  Inter  i  -ogc  it  or  ies . 


Total  premiums  received  from  the  organization  of  the  Company  to  date   $9,3:59,602  25 

Total  losses  paid  from  organization  to  date   5,129,752  81 

To'  ;1  cash  dividends  declared  since  the  Company  commenced  husiness   1,778,563  39 

Total  amount  of  losses  incurred  during  the  year   737,514  74 

Business  in  the  State  of  New  Jersey  during  the  //ear. 

Amount  of  fire  risks  written   $1,003,757  00 

Ai     mi  of  fire  premiums  received   12,833  40 

Amount  of  losses  incurred  1   8,698  87 

Amount  of  losses  paid   8,448  21 
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ROCHESTER  GERMAN  INSURANCE  COMPANY. 


ROCHESTEK,  N.  Y. 

Incorporated  February  16,  1872.       Commenced  business  February  23,  1872. 

Frederick  Cook,  President.  H.  F.  Atwood,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered  

Loans  on  bond  and  mortgage  (first  liens)  

Interest  due  and  unpaid  on  bond  and  mortgage  loans 


$1,822  82 
255,110  00 
7,075  75 


Stock,  Bond*,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                              $100,000  00  8118,156-  25 

Other  stocks  and  bonds                                             75,000  00  87,600  00 


Total  par  and  market  value   §175,000  00     8205,756  25 


Cash  in  the  Company's  principal  office  in  currency   *2,904  91 

Cash  belonging  to  the  Company  deposited  in  bank   48,494  74 


205,756  25 


Total  amount  of  cash  items   51,399  65 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   62  50 

Interest  accrued  on  deposits  in  banks   394  85 

Premiums  in  due  course  of  collection  -  53,401  83 


Aggregate  amount  of  all  actual  available  assets   $575,023  65 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $3,625  30 

Losses  unadjusted,  including  all  reported  and  supposed  losses   22,607  4^ 

Losses  resisted,  including  interest,  costs  and  expenses   1,602  27 


Net  amount  of  all  unpaid  losses  and  claims   $27,835  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $137,461  00 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   70,928  32 

Total  unearned  premiums  as  computed  above   208,389  32 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers--  3,480  00 

Total  liabilities,  except  capital  and  net  surplus   $239,704  82 
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Joint  stock  capital  paid  up  in  cash    $200,000  00 

Surplus  beyond  all  liabilities  .   135,319  33 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $575,023  65 


III.  INCOME  DURING  THE  YEAR, 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   #357287  4  ; 

Net  collected   $35,287  46 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   412,926  43 

Total   $448,213  89 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   53,401  83 

Entire  premiums  collected  during  the  year   $394,812  06 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   68,188  27 

Net  cash  actually  received  for  premiums   $326,623  79 

$326,623  79 

Interest  received  on  bonds  and  mortgages   15,878  51 

Interest  and  dividends  received  from  all  other  sources   5,483  55 

Income  from  all  other  sources,  viz.,  commission,  profit  of  local 

agency   1,728  46 

Aggregate  income  received  during  the  year  in  cash   $349,709  31 


[V.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   #167,385  28 

Deduct  salvages  and  reinsurances   5,058  54 

Net  amount  paid  for  losses   $162,326  74 

$162,326  74 

Cash  dividends  actually  paid   16,000  00 

Paid  for  commission  and  brokerage   78,042  11 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes.  11,897  18 

Amount  paid  for  State,  national  and  local  taxes   9,923  29 

All  other  payments,  viz.,  stationery,  printing,  advertising,  post- 
age, etc   18,536  64 

Aggregate  expenditures  during  the  year  in  cash   $296,725  96 


V.  MISCELLANEOUS. 
ffialn  and  Prrmiiniis. 

Fire  risks.  Premiums. 

In  force  on  the  thirt  v-fir<t  dav  of  December  of  the  preceding  vear__  929,211,829  00  $304,842  46 

Written  or  rcnew.  d  during  the  year   _*              38,792,831  00  412,926  43 

Total                                                                                         168,004,160  00  $717,768  89 

Deduct  those  expired  and  marked  off  as  terminated                       29,674,817  00  298,489  44 

In  f.rce  at  the  end  of  the  vear  $38,329,348  00  $419,279  45 

Deduct  amount  reinsured                                                          1,293,760  00  17,918  01 


Net  amount  in  force  $37,035,583  00     $401,361  44 
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General  later  rogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,414,477  87 

Total  losses  paid  from  organization  to  date   1,240,407  19 

Total  cash  dividends  declared  since  the  Company  commenced  business   183,000  00 

Total  amount  of  losses  incurred  during  the  year   168,193  47 


Business  in  the  State  of  New  Jersey  during  the  year. 

ft 

Amount  of  fire  risks  written   .   $172,520  00 

Amount  of  fire  premiums  received    2,098  70 

Amount  of  losses  incurred   23  42 

Amount  of  losses  paid   _  23  42 


RUTGERS  FIRE  INSURANCE  COMPANY. 
•  t  

NEW  YORK  CITY. 

Incorporated  October  3,  1853.  Commenced  business  October  10,  1853. 

Edward  B.  Fellows,  President.  Joseph  F.  Hanford,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $98,000  00 

Loans  on  bond  and  mortgage  (first  liens)   115,500  00 

[nterest  accrued  on  bond  and  mortgage  loans   1,764  00 

Value  of  lands  mortgaged   SI 52,600  00 

Buildings  (insured  for  $99,100.00)   154,200  00 

Total  value  of  mortgaged  premises   $806,800  00 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 
$131,000  00     $149,400  00 

149,400  00 

Loans  on  Stock  Collaterals, 

Par  Market  Amount 

value.  value.  loaned. 

$24,100  00    __$32,096  50       $21,950  00 

21,950  00 

Cash  in  the  Company's  principal  office  in  currency   $5,902  02 

Cash  belonging  to  the  Company  deposited  in  bank   8,946  92 

Total  amount  of  cash  items   14,909  58 

Interest  accrued  On  stocks  and  bonds  owned,  not  included  in  mar- 
ket value   2.365  42 
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Interest  due  and  accrued  Oil  collateral  loans   $120  00 

Premiums  in  due  course  of  collection   84.')  07 

All  other  property,  viz.,  rents  due  and  accrued    50  00 

Aggregate  amount  of  all  actual  available  assets    $404,902  63 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $1,600  82 

Losses  unadjusted,  including  all  reported  and  supposed  losses   500  00 

Net  amount  of  all  unpaid  losses  and  claims   $2,100  82 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $31,727  14 

Unearned  premiums  pro  rata,  on  fire  risks  running  more  than 

one  year   7,811  49 

Total  unearned  premiums  as  computed  above   39,538  63 

Total  liabilities,  except  capital  and  net  surplus   $41,639  45 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities  !   163,263  18 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $404,902  63 


111.   INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement  -   $1,235  54 

Deduct  amount  of  same  not  collected   228  42 

Net  collected   $1,007  12 

dross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   82,631  36 

Total   $83,638  48 

1 '  duct  premiums  and  bills  in  course  of  collection  at  this  date   1,207  69 

Entire  premiums  collected  during  the  year   $82,430  70 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   6,576  77 

Net  cash  actually  received  for  premiums   $75,854  02 

$75,854  02 

Interest  received  on  bonds  and  mortgages   7,693  34 

Interest  and  dividends  received  from  all  other  sources   12,817  06 

Income  from  all  other  sources,  viz.,  rent     2,857  17 


Aggregate  income  received  during  the  year  in  cash   $99,221  59 


iv.  EXPENDITURES   DURIJJG  the  YEAH. 

lire. 

Gross  amount  paid  for  losses   $22,308  40 

Deduct  salvages  and  reinsurances     __  BW  M 


Net  amount  paid  for  losses   $21,014  14 

$21,914  14 


(  ash  dividends  actually  paid    20,000  00 

Paid  for  commission  and  brokerage   12,829  15 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  14,583  31 

Amount  paid  for  State,  national  and  local  taxes   5,518  28 

All  Other  payments,  vi/..,  stationery,  printings  advertising,  post- 
age, etc          -       7,655  95 


Aggregate  expenditures  during  the  year  in  cash 


$82,500  83 
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V.  MISCELLANEOUS. 

Risks  and  Premiums, 

Fire  risks.  Premiums. 

In  force  on  the  thirtv-nrst  dav  of  December  of  the  preceding  year__  $11,989,674  00  $86,555  25 

Written  or  renewed  during  the  year                                               13,568,671  00  82,631  36 

Total  $25,558,345  00  $164,186  61 

Deduct  those  expired  and  marked  off  as  terminated                     12,799,164  00  83,667  46 

In  force  at  the  end  of  the  year  $12,759,181  00  $80,519  15 

Deduct  amount  reinsured                                                       230,573  00  1,434  90 

Net  amount  in  force  $12,528,608  00  $79,084  25 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $2,500,649  49 

Total  losses  paid  from  organization  to  date   948,212  99 

Total  cash  dividends  declared  since  the  Company  commenced  business   880,000  00 

Total  amount  of  losses  incurred  during  the  year   22,431  55 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $455,316  25 

Amount  of  fire  premiums  received   2,770  69 

Amount  of  losses  incurred   2,157  13 

Amount  of  losses  paid   2,157  13 


SECURITY  INSURANCE  COMPANY. 


NEW  HAVEN,  CONN. 
Incorporated  April,  1841.  Commenced  business  April,  1841. 

Chables  Peterson,  President.  Herbert  Mason,  Secretary. 

Capital  actually  paid  in,  $200,000. 

J.  ASSETS. 

Loans on  bond  and  mortgage  (first  liens)     $58  700  00 

Interest  accrued  on  bond  and  mortgage  loans   '  3.S  75 

Value  of  lands  mortgaged   $60  400  00 

Buildings  (insured  for  $55,100.00;  55'l00  00 

Total  value  of  mortgaged  promises   $121,000  00 

Stock,  Bonds,  etc.f  Owned  by  the  Company, 

Par  Market 
value.  value. 
1171,780  01 )     $280,078  00 


230,573  00 
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Locms  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$12,000  0(1       $10,859  UP       $12,100  00 

$12,100  00 

Cash   in  t he  (  ompany's  principal  office  in  eurreney   $818  13 

Cash  belonging  to  the  Company  deposited  in  hank   37,230  17 

Total  amount  of  cash  items   37,548  30 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value  and  deposits  in  bank   727  69 

Interest  due  and  accrued  on  collateral  loans   6  67 

Premiums  in  due  course  of  collection   17,449  85 

Bills  receivable,  not  matured,  for  lire,  marine  and  inland  risks   1,104  89 

All  other  property,  viz.,  due  from  other  Companies  for  re-insur- 
ance -   348  32 

Aggregate  amount  of  all  actual  available  assets   $358,592  47 

TI.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   #1,254  09 

Losses  unadjusted,  including  all  reported  and  supposed  losses   19,370  23 

Losses  resisted,  including  interest,  costs  and  expenses   2,491  67 

Total   $23,110  59 

Deduct  reinsurance  thereon   908  00 

Net  amount  of  all  unpaid  losses  and  claims   $22,208  59 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  lire  risks  un- 
der one  year   $66,995  41 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one 

year   22,321  70 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks__  2,204  80 

Unearned  premiums  on  marine  risks   10,905  79 

Total  unearned  premiums  as  computed  above   102,427  70 

All  other  demands  against  the  Company,  viz.,  interest  paid  on 

loans  before  due  and  payable   3,261  30 

Total  liabilities,  except  capital  and  net  surplus   $127,897  59 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   30,694  88 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $358,592  47 


III.  INCOME  DURING  THE  YKAK. 

Marine  and 

Fire.  inland. 

Gross  premiums  and  hills  in  course  of  collection  at 
close  of  la«t  previous  vear,  as  shown  by  that 

year's  statement                                                   $12,787  04  $11,080  37 

Deduct  amount  of  same  not  collected                                  7  51  547  98 

Net  collected                                                      $12,779  53  $10,532  39 

tiros'*  premiums  on  risks  written  and  renewed  dur- 
ing the  vear,  as  shown  in  risk  and  premium  ex- 
hibit                                                               225,190  49  109,058  60 

Total                                                               $237,970  02  $120,091  04 

Deduct  premiums  and  hills  in  course  of  collection 

at  this  date                                                              13,378  75  5,176  00 

Entire  premiums  collected  during  the  year                $224,591  27  $114,915  04 

Deduct  reinsurance,  rebate,  abatement  and  return 

premiums                                                             41,301  77  13,433  93 

Net  cash  actually  received  for  premiums           $183,229  50  £108,481  11 


$284,710  10 
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Interest  received  on  bonds  and  mortgages   $3,052  90 

Interest  and  dividends  received  from  all  other  sources   14,177  43 

Income  from  all  other  sources   668  12 

Aggregate  income  received  during  the  year  in  cash   $302,609  06 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland- 
Gross  amount  paid  for  losses   $122,599  63     $102,719  66 

Deduct  salvages  and  reinsurances   9,748  56         8,233  85 


Net  amount  paid  for  losses   $112,351  07       $94,485  81 

$206,836  88 


Cash  dividends  actually  paid   12,000  00 

Paid  for  commission  and  brokerage   46,784  10 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes--  20,217  07 

Amount  paid  for  State,  national  and  local  taxes   2,722  90 


Aggregate  expenditures  during  the  year  in  cash   $288,560  95 


V.  MISCELLANEOUS. 


Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $13,192,860  00  $148,630  36 

Written  or  renewed  during  the  year                                               20,178,352  00  225,190  45 

Total  $33,371,212  00  $373,820  81 

Deduct  those  expired  and  marked  off  as  terminated                     16,635,635  00  188,193  35 

In  force  at  the  end  of  the  year  $16,735,577  00  $185,627  46 

Deduct  amount  reinsured                                                        793,401  00  10,070  91 

Net  amount  in  force  $15,942,176  00  $175,556  55 


Marine  and 

inland  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__     $713,237  00  $20,942  18 

Written  or  renewed  during  the  year                                               19,706,695  00  109,558  65 

Total  $20,419,932  00  $130,500  83 

Deduct  those  expired  and  marked  off  as  terminated                     19,552,046  00  113,794  79 


In  force  at  the  end  of  the  year   $867,886  00       $16,706  04 

Deduct  amount  reinsured   55,225  00  1,390  65 


Net  amount  in  force   $812,061  00       $15,315  39 


Oen  r<il  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   $3,510,646  84 

Total  losses  paid  from  organization  to  date   2,524,384  31 

Total  cash  dividends  declared  since  the  Company  commenced  business   290,281  00 

Total  amount  of  losses  incurred  during  the  year   211,039  68 

Business  in  the  St  ite  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $181,532  00 

Amount  of  fire  premiums  receive  i  '   2,4  [Q  48 

Amount  of  losses  incurred--    5.165  55 

Amount  of  losses  paid   7,125  41 
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SPRINGFIELD  FIRE  AND  MARINE  INSURANCE  COM- 
PANY. 


SPRINGFIELD,  MASS. 

Incorporated  1849.  Commenced  business  1851. 

J,  X.  I  H  nh AM,  President.  S.  J.  HALL,  Secretary. 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $1,000,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $103,150  00 

Loans  on  bond  and  mortgage  (first  liens)   327,116  67 

Interest  accrued  on  bond  and  mortgage  loans   8,363  28 

Value  of  lands  mortgaged   $230,500  00 

Buildings  (insured  for  $200,250.00)   353,500  00 

Total  value  of  mortgaged  premises   $584,000  00 

Stock,  BondSy  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds  $100,000  00  $135,000  00 

Other  stocks  and  bonds   1,245,100  00  1,601,745  00 


Total  par  and  market  value  «1 ,345,100  00    *1 ,700,745  00 


Loam  on  Stock  Collaterals. 


1,796,746  00 


Par  Market  Amount 

value.  value.  loaned. 

$20,500  00       $32,925  00       818,675  00 


18,675  00 

Cash  in  the  Company's  principal  office  in  currency   $4,214  8] 

Cash  belonging  to  the  Company  deposited  in  bank   74,117  25 

Total  amount  of  cash  items                    —    78,332  06 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   27,204  66 

Interest  due  and  accrued  on  collateral  loans    466  88 

Premiums  in  due  course  of  collection    201,000*00 

Bills  receivable,  not  matured,  for  lire,  marine  and  inland  risks  -  20,825^34 
All  other  property,  viz.,  rents  due  and  accrued,  *<S28.2o;  due  from 

other  companies  for  reinsurance,  $2,1126.38   3,754  63 

Aggregate  amount  of  all  actual  available  assets                 _  $2,585,633  82 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $66,504  91 

Losses  unadjusted,  including  all  reported  and  supposed  losses   90,528  38 

Losses  resisted,  including  interest,  costs  and  expenses   15,049  68 

Total   $172,082  97 

Deduct  reinsurance  thereon   19,194  80 


Net  amount  of  all  unpaid  losses  and  claims   $152,888  17 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  and 

tornado  risks  under  one  year   $514,158  92 

Unearned  premiums,  pro  rata,  on  fire  and  tornado  risks  running 

more  than  one  year   487,491  24 

Total  unearned  premiums  as  computed  above   1,001,650  16 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers--         30,150  00 


Total  liabilities,  except  capital  and  net  surplus   $1,184,688  33 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   400,945  49 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $2,585,633  82 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year  s  statement   $175,202  10 


Net  collected   $175,202  10 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   1,762,590  12 


Total  $1,937,792  22 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date          201,000  00  * . 


Entire  premiums  collected  during  the  year  $1,736,792  22 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums          245,585  28 


Net  cash  actually  received  for  premiums  $1,491,206  94 


$1,491,206  94 

Interest  received  on  bonds  and  mortgages   17,078  90 

Interest  and  dividends  received  from  all  other  sources   89,007  19 

Income  from  all  other  sources,  viz.,  rent   4,151  50 


Aggregate  income  received  during  the  year  in  cash   $1,601,444  53 


IV.   EX  PENDLTTRKS   DURING  TDK  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $992,892  96 

Deduct  salvages  and  reinsurances   60,791  39 


Net  amount  paid  for  losses   $932,101  57 


1932,101  57 

Cash  dividends  actually  paid   100,000  00 

Paid  for  commission  and  brokerage  .     247,3(59  89 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  54,812  31 

Amount  paid  for  State,  national  and  local  (axes    42,1  (>S  42 

All  other  payments,  viz.,  stationery,  printing,  advertising,  post- 
age, etc  .   137,498  66 


Aggregate  expenditures  during  the  year  in  cash   $1,513,960  M 

16  ===== 
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V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  and 

tornado  risks.  Premiums. 

In  force  on  the  t  liirtv-first  day  of  December  of  the  preceding  year__$12G,04(),821  00  $1,602,487  89 

Written  or  renewed  during  the  year                                               130,650,000  00  1,762,590  12 


Total  $256,690,821  00   $3,365,078  01 

Deduct  those  expired  and  marked  off  as  terminated   109,186,754  00     1,498,101  17 


In  force  at  the  end  of  the  year  $147,504,067  00   $1,866,976  84 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $15,924,006  21 

Total  losses  paid  from  organization  to  date   10,197,474  92 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,692,042  00 

Total  amount  of  losses  incurred  during  the  year   924,368  74 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $1,740,334  00 

Amount  of  fire  premiums  received   28,407  71 

Amount  of  losses  incurred   24,902  42 

Amount  of  losses  paid     19,314  54 


STAR  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 
Incorporated  December  2,  1864.        Commenced  business  December  2,  1864. 
Nicholas  C.  Miller.  President.  James  M.  Hodges,  Secretary, 

Capital  actually  paid  in,  $500,000. 

L  ASSETS. 


Real  estate  owned  by  t he  Company,  unincumbered   $21,500  00 

Loans  on  bond  and  mortgage  ( first  liens)   106,775  00 

Loans  on  bond  and  mortgage  upon  which  more  than  one  vear's  in- 
terest is  due   12,726  80 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   3,109  13 

Value  of  landn  mortgaged   $154,000  00 

Buildings  (insured  for  $127,300.00)   152,000  00 


Total  value  of  mortgaged  premise^   $306,000  00 
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Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                               $325,000  00  $348,218  75 

Other  stocks  and  bonds                                           100,875  00  106,058  75 

Total  par  and  market  value   $425,875  00     $454,277  50 

454,277  50 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.  value.  loaned. 

#5,800  00       $10,015  00         $7,025  00 


7,025  00 

Cash  in  Company's  principal  office  in  currency   $11,734  31 

Cash  belonging  to  the  Company  deposited  in  bank   12,193  10 


Total  amount  of  cash  items   23,927  41 

Interest  due  and  accrued  on  collateral  loans   168  75 

Premiums  in  due  course  of  collection   71,422  28 

All  other  property,  viz.,  rents  due  and  accrued,  $4,068.43 ;  due 

from  other  Companies  for  reinsurance,  $3,816.93;  total   7,885  36 


Aggregate  amount  of  all  actual  available  assets   $708,817  23 


II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   $32,505  74 

Losses  unadjusted,  including  all  reported  and  supposed  losses   9,851  GO 

Losses  resisted,  including  interest,  costs  and  expenses   2,750  00 


Net  amount  of  all  unpaid  losses  and  claims-    (45,107  40 


Unearned  premiums,  at  50  percent,  of  premiums  on  fire  risks 


Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   33,992  72 

Total  unearned  premiums  as  computed  above   143,024  50 

^Salaries  and  other  miscellaneous  expenses  due  and  accrued   1,500  00 

Due  and  to  become  due  for  borrowed  money   10,000  00 

All  other  demands  against  the  Company,  viz.,  commissions  and 
other  charges  due  and  to  become  due  to  agents  and  brokers, 

$2,306.20 ;  return  premium,  $207.10;  total    2,513  80 


Total  liabilities,  except  capital  and  net  surplus   $202,145  20 

Joint  stock  capital  paid  up  in  cash     500,000  00 

Surplus  beyond  all  liabilities   0,672  03 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $708,817  23 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in   course  of  collection  at  close  of 

last  previous  year  as  shown  by  that  year's  statement   $83,407  07 

Deduct  amount  of  same  not  collected   1,620  80 

Net  collected.   $1,786  27 

dross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   402,378  23 

Total   $484,164  50 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   71,422  28 

Entire  premiums  collected  during  the  year   $412,742  22 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   1)2,820  25 

Net  cash  actually  received  for  premiums   $319,1)21  97 

$319,92]  97 

[nteresl  received  on  bonds  and  mortgages   7,153  49"' 

Interest  and  dividend*  received  from  all  other  sources   18,929  54 

Income  from  all  other  sources,  viz.,  rent   1,163  0(> 

Aggregate  income  received  during  the  year  in  cash   $347,168  00 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $291,335  68 

Deduct  salvages  and  reinsurances   87,427  94 

Net  amount  paid  for  losses   $203,907  74 

$203,907  74 

Paid  for  commission  and  brokerage   55,616  01 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  29,658  22 

Amount  paid  for  State,  national  and  local  taxes   11,001  67 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   32,664,87 

Aggregate  expenditures  during  the  year  in  cash   $332,848  51 


V.  MISCKLLANKOl'S. 


Risks  and  Premiums. 

l  ire  risks.  Premiums. 

In  force  on  the  thirtv-first  dav  of  December  of  the  preceding  year__  s29,3r>4,986  00  >303..m2  9G 

Written  or  renewed  during  the  year  _*             42,337,682  00  4(12,378  23 

Total  ^71,092,669  00  $705,931  19 

Deduct  those  expired  and  marked  off  as  terminated                      38,146,833  00  848,086  80 


In  force  at  the  cud  of  the  year  *33,r>4o,836  00      $357,344  39 

Dednot  amount  reinsured   5,840,755  00        73,700  11 


Net  amount  in  force  s27,7<i5,0K0  00      $283,644  28 


( Icneral  [ntrrrof/atorirs. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $4,031,882  91 

Total  losser  paid  from  organization  to  date   2,341,671  04 

Total  0MD  dividends  dflG&lfied  dlMX  t tie  Company  commenced  husiness   390,791  77 

Total  amount  of  losses  incurred  during  the  year   232,349  40- 
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Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written--   $393,811  00 

Amount  of  fire  premiums  received   4,031  69 

Amount  of  losses  incurred   1,859  32 

Amount  of  losses  paid  -   1,859  32 


STATE  INVESTMENT   AND  INSURANCE  COMPANY. 


SAN  FKANCISCO,  CAL. 

Incorporated  December  1,  1871.         Commenced  business  January  15,  1872. 

A.  J.  Bryant,  President.  Chas.  H.  Cushing,  Secretary. 

Capital  stock  authorized,  $200,000. 
Capital  actually  paid  in,  $200,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $150,859  13 

Loans  on  bond  and  mortgage  (first  liens)   79,550  00 

Interest  accrued  on  bond  and  mortgage  loans   221  77 

Value  of  lands  mortgaged   $119,500  00 

Buildings  (insured  for  $57,300.00)   91,000  00 

Total  value  of  mortgaged  premises  !   $210,500  00 

Slock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                               $50,000  00  $61,500  00 

Other  stocks  and  bonds                                             20,000  00  14,800  00 


Total  par  and  market  value   $70,000  00       $76,300  00 


Loans  on  Stock  Collaterals. 


Par  Market  Amount 

value.         value.  loaned. 
$48,900  00       $49,960  00       $24,000  00 


76,300  00 


24,000  00 

<Jash  in  the  Company's  principal  office  in  currency   $3,082  97 

Cash  belonging  to  the  Company  deposited  in  bank   21,763  27 

Total  amount  of  cash  items   25,740  24 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   1,160  00 

Interest  due  and  accrued  on  collateral  loans   lilo  70 

Premiums  in  due  course  of  collection    43,024  67 

Bills  receivable,  not  matured,  for  tire,  marine  and  inland  risks  257  50 

All  other  property,  viz.,  rents  due  and  accrued   465  00 


Aggregate  amount  of  all  actual  available  assets 


$401,750  01 
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II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses   $5,715  06 

Losses  resisted,  including  interest,  costs  and  expenses   2,50U  00 

Net  amount  of  all  unpaid  losses  and  claims   $8,215  06 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $107,191  74 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   14,940  56 

Unearned  premiums  on  marine  risks   732  50 

Total  unearned  premiums  as  computed  above   122,864  80 

(ash  dividends  to  stockholders  remaining  unpaid   175  00 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers-  2,375  18 

Total  liabilities,  except  capital  and  net  surplus   $133,630  04 

Joint  stock  capital  paid  up  in  cash   200,000  00 

Surplus  beyond  all  liabilities   68.119  97 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus     $401,750  01 


IIL  INCOME  DURING  THE  YEAR. 

Marine  aud 


Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  by  that 
year's  statement  

Deduct  amount  of  same  not  collected  


Gross  premiums  on  risks  written  and  renewed  dur- 
ing the  year,  as  shown  in  risk  and  premium 


Deduct  premiums  and  bills  in  course  of  collection 


Fire. 

inland. 

$39,933  76 

$4,644  58 

421  10 

$39,512  66 

$4,644  58 

255,809  33 

9,970  79 

$295,321  99 

$14,615  37 

43,024  67 

257  50 

$252,297  32 

$14,357  87 

29,854  24 

2,260  90 

«222,443  08 

$12,096  97 

Deduct  reinsurance,  rebate,  abatement  and  return 
premiums  

Net  cash  actually  received  for  premiums         ?222,443  08 

$234,540  05 

Interest  received  on  bonds  and  mortgages   5,506  08 

Interest  and  dividends  received  from  all  other  sources   3,277  07 

Income  from  all  other  sources,  viz.,  rent   10,286  00 


Aggregate  income  received  during  the  year  in  cash   $253,609  20 


IV.   EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losses   100,499  53         12,959  52 

Deduct  salvages  and  reinsurances   751  84   


Net  amount  paid  for  losses   $99,747  69       $12,959  52 

$112,707  21 

Cash  dividends  actually  paid   24,151  00 

Paid  for  commission  and  brokerage   52,607  18 
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Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  19,535  00 

Amount  paid  for  State,  national  and  local  taxes   2,450  32 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  r  -  ---  21,029  09 

Aggregate  expenditures  during  the  year  in  cash   $232,479  80 


V.  MISCELLANEOUS. 

.Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year—  $12,398,917  00  $198,023  18 

Written  or  renewed  during  the  year                                               13,691,221  00  255,809  33 


Total  $29,390,138  00     $451,835  49 

Deduct  those  expired  and  marked  off  as  terminated   14,124,209  00       207,724  07 


In  force  at  the  end  of  the  year  $15,265,929  00     $244,111  42 

Deduct  amount  reinsured   241,433  00         4,066  78 


Net  amount  in  force                                                   $15,024,496  00  $240,044  68 

Marine  and 

inland  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__      $165,873  00  $9,693  29 

Written  or  renewed  during  the  year                                                 372,303  00  9,970  79 


Total   $537,976  00       $19,664  08 

Deduct  those  expired  and  marked  off  as  terminated   521,976  00        18,199  08 


In  force  at  the  end  of  the  year   $16,000  00        $1,465  00 


General  Interrogatories. 


Total  premiums  received  from  the  organization  of  the  Company  to  date   $3,115,039  87 

Total  losses  paid  from  organization  to  date   1,410,233  58 

Total  cash  dividends  declared  since  the  Company  commenced  business   417,000  00 

Total  amount  of  losses  incurred  during  the  year   112,361  77 

Business  in  the  State  of  New  Jersey  during  tlie  year. 

Amount  of  fire  risks  written   $192,366  0O 

Amount  of  fire  premiums  received   3,945  58 

Amount  of  losses  incurred   1,340  l\3> 

Amount  of  losses  paid   643  13 
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ST.  PAUL  FIRE  AND  MARINE  INSURANCE  COMPANY. 


ST.  PAUL,  MINN. 

Incorporated  May,  1854.  Commenced  business  May,  1854. 

H 

C.  H.  BlGELOW,  President.  C.  B.  Gilbert,  Secretary. 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $500,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $103,364  56 

L<>ans  on  bond  and  mortgage  (first  liens)   149,574  28 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $520.00  ; 

interest  accrued  on  bond  and  mortgage  loans,  $2,884.78  ;  total-  3,404  78 

Value  of  lands  mortgaged   $793,100  00 

Buildings  (insured  for  $116,535.00)   146,500  00 


Total  value  of  mortgaged  premises   9399,600  00 


Stock,  Bond*,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

i;nit«  d  States  bonds                                                 150,000  00  .$62,000  00 

(  N  hex  Blocks  and  bonds                                             842,453  34  380,834  54 


TOkd  par  and  market  value   $992,458  34     $442,834  54 


442,834  54 


Loan*  on  Stock  (  'of  la  feral*. 

Par  Market  Amount 

value.  value  loaned. 

§450,100  00      ?4 19,280  00  $201,033  94 


264,633  94 

in  tbe(  oinpany's  principal  office  in  currency..    16*466  40 

Cusb  belonging  to  the  Company  deposited  in  hank    85,509  67 


Total  amount  of  cash  items   88,976  07 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   8,809  43 

Interest  due  and  accrued  on  collateral  loans   5,437  43 

Premiums  in  due  course  of  collection   21,906  60 

Billfl  receivable,  not  matured,  for  fire,  marine  and  inland  risks —  10,026  57 
All  other  property,  viz.,  rents  due  and  accrued,  $658.94  ;  due  from 

other  companies  for  reinsurance,  $1,400,73   2,059  67 

Aggregate  amount  of  all  actual  available  assets   $1,101,027  87 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $19,138  42 

Losses  unadjusted,  including  all  reported  and  supposed  losses   32,334  10 

Losses  resisted,  including  interest,  costs  and  expenses   3,250  00 

Total   J.54,722  52 

Deduct  reinsurance  thereon   11,000  00 

Net  amount  of  all  unpaid  losses  and  claims   $43,722  52 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $155,305  64 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   149,241  80 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks__       5,945  50 

Total  unearned  premiums  as  computed  above   310,492  94 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers--  2,346  98 

Total  liabilities,  except  capital  and  net  surplus   $356,562  44 

Joint  stock  capital  paid  up  in  cash   500,000  00 

Surplus  beyond  all  liabilities   244,465  43 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $1,101,027  87 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  by  that 

year's  statement   $27,170  62        $5,237  14 

Deduct  amount  of  same  not  collected   784  80   


Net  collected   $26,385  82  $5,237  14 

Gross  premiums  on  risks  written  and  renewed  dur- 
ing the  year,  as  shown  in  risk  and  premium 

exhibit   568,743  77  46,945  01 


Total   $595,129  59  $52,182  15 

Deduct  premiums  and  bills  in  course  of  collection 

at  this  date   19,559  62  10,026  57 

Entire  premiums  collected  during  the  year   $575,569  97  $42,155  58 

Deduct  reinsurance,  rebate,  abatement  and  return 

premiums   105,702  33  4,881  08 


Net  cash  actually  received  for  premiums          $469,867  64       $37,274  50 

$507,142  14 

Interest  received  on  bonds  and  mortgages   9,500  37 

Interest  and  dividends  received  from  all  other  sources   55,552  00 

Income  from  all  other  sources,  viz.,  rent   7,366  91 


Aggregate  income  received  during  the  year  in  cash   $579,561  42 


IV.  EXPENDITURES   DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losses   $34H,776  55       882,148  90 

Deduct  salvages  and  reinsurances   45,592  64  5,442  40 


Net  amount  paid  for  losses   ___  $303,183  91       $26,701  50 

$329,885  41 
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Cash  dividends  actually  paid   50,000  00 

Paid  for  commission  and  brokerage   73,074  08 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  29,231  21 

Amount  paid  for  State,  national  and  local  taxes   8,998  39 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   26,721  74 


Aggregate  expenditures  during  the  year  in  cash   $517,911  43 


V.  MISCELLANEOUS. 


Risks  and  Premiums. 

Tire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year.    $45,010,915  00  £558,376  80 

Written  or  renewed  during  the  year  _*             41,988,450  00  568,743  77 


Total  *86,999,365  00   81,127,120  57 

Deduct  those  expired  and  marked  off  as  terminated   .37,771,410  00       498,144  60 


In  force  at  the  end  of  the  vear  $49,227,955  00     $628,975  97 

Deduct  amount  reinsured   4,748,923  00        50,046  66 


Net  amount  in  force  844,479,023  00      ^578,929  31 


Marine  and 

inland  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__       $91,754  00  $4,891  00 

Written  or  renewed'during  the  year                                                  6,724,784  Oo  46,945  01 

Total                                                                                    $6,816,535  00  $51,836  01 

Deduct  those  expired  and  marked  off'  as  terminated                      6,654,355  00  39,945  01 

In  force  at  the  end  of  the  year                                               $162,180  00  ¥11,891  00 

General  Interrogatories, 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $6,323,262  28 

Total  losses  paid  from  organization  to  date   3,886,371  32 

Total  cash  dividends  declared  since  the  Company  commenced  business   616,696  47 

Total  amount  of  losses  incurred  during  the  year_l   340,259  99 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $155,100  00 

Amount  of  fire  premiums  received   1,518  38 


0 
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UNION  INSURANCE  COMPANY. 


PHILADELPHIA,  PA. 

Incorporated  February  6,  1804.  Commenced  business  July  25,  1803. 

Colson  Hieskill,  President  John  B.  Craven,  Secretary. 

Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $1,000,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $186,000  00 

Loans  on  bond  and  mortgage  (first  liens)   63,000  00 

Interest  due  and  unpaid  on  bond  and  mortgage  loans   887  50 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

I 

Par  Market 
value.  value. 

United  States  bonds   S17,000  00       #19,550  00 

Other  stocks  and  bonds   408,560  00       457,359  50 


Total  par  and  market  value  #4*25,560  00     #476,909  50 


Loans  on  Stock  Collateral*. 

Market  Amount 

value.  loaned. 

$80,227  51  #55,878  63 


476,909  50 


55,878  63 

Cash  in  the  Company's  principal  office  in  currency   #75,366  52 

Cash  belonging  to  the  Company  deposited  in  bank   300,849  13 

Total  amount  of  cash  items   376,215  65 

Interest  due  and    accrued  on    stocks  owned,    not    included  in 

market  value   2,188  28 

Interest  due  and  accrued  on  collateral  loans                  ...   797  52 

Premiums  in  due  course  of  collection  Jt  190,056  81 

Bills  receivable,  not  matured,  for  lire,  murine  and  inland  risks  38,121  69 
All  other  property,  viz.,  rents  due  and  accrued,  $1,489,34;  due 

from  other  Companies  for  reinsurance,  $520.68;  total    2,010  02 


Aggregate  amount  of  all  actual  available  assets    11,392,065  60 


[I.  LIABILITIES. 

Losses  adjusted  and  unpaid,  duo  and  to  become  due   $9,921  08 

losses  unadjusted,  including  all  reported  and  supposed  Iohsch   96,180  40 

Nft  amount  of  nil  unpaid  losses  and  claims  (106,107  OS 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $79,299  78 

Unearned  premiums,  pro  rata,  on  lire  risks  running  more  than 

one  year   86,938  94 

Unearned  premiums,  at  50  percent,  on  inland  navigation  risks....  2,348  00 

Unearned  premiums  on  marine  risks   50,329  40 


Total  unearned  premiums  :is  computed  above   224,910  12 

Amount  reclaimable  on  perpetual  fire  policies    32,480  41 

Cash  dividends  to  stockholders  remaining  unpaid   2,498  27 


Total  liabilities,  except  capital  and  net  surplus   $366,001  88 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities  ^   26,063  72 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $1,392,065  60 


III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at 


Gross  premiums  on   risks  written  and  renewed 
during  the  year,  as  shown  in  risk  and  premium 


Deduct  premiums  and  bills  in  course  of  collection 


$34,876  36 

$118,886  00 

$34,876  36 

$118,886  00 

393,354  86 

642,475  74 

$428,231  22 

$761,361  74 

i 

37,814  18 

190,364  32 

$390,417  04 

9570,997  42 

i 

70,373  83 

237,089  07 

$320,043  21 

$333,908  35 

Deduct  re-insurance,  rebate,  abatement  and  return 
premiums  

Net  cash  actually  received  for  premiums   $320,043  21 

$653,951  54 

Interest  received  on  bonds  and  mortgages   2,160  00 

Interest  and  dividends  received  from  all  other  sources   24,744  80 

Income  from  all  other  sources,  viz.,  rent   14,709  00 

Aggregate  income  received  during  the  year  in  cash   $695,565  34 


IV.  EXPENDITURES  DUBTNG  THE  TEAR. 

Marine  and 

m  Fire.  inland. 

<,m^  amount  paurfor  losses   $297,023  84      $436,104  58 

Deduct  salvages  and  reinsurances   34,134  44         83,314  06 

Net  amount  paid  for  losses   S202.SS9  40      $3.12,790  47 

£615,679  87 

(  ash  dividends  actually  paid   39,993  20 

Paid  for  commission  and  brokerage    128,050  55 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  31,616  00 

Amount  paid  for  State,  national  and  local  taxes   17,386  78 

All  other  payments,   viz.,  stationery,  printing,  advertising,  pos- 
tage, etc    47,574  79 

Aggregate  expenditures  during  the  year  in  cash   $SSO,301  19 
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V.  MISCELLANEOUS. 


Hisks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-fiist  day  of  December  of  the  preceding  year__  $32,181,128  00     ft 360,329  38 


Written  or  renewed  during  the  year                                               37,921,284  00  393,354  86 

Totafl  $70,102,412  00  $753,684  24 

Deduct  those  expired  and  marked  off  as  terminated                     42,990,435  00  421,450  88 

In  force  at  the  end  of  the  year  $27,111,977  00  $332,233  36 

Deduct  amount  reinsured                                                    1,680,808  00  20,473  31 

Net  amount  in  force  125,431,169  00  $311,760  05 


Marine  and 

inland  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__   $1,432,292  00  $63,278  55 

Written  or  renewed  during  the  year                                               62,431,555  00  642,475  74 

Total  $63,863,847  00  $705,754  29 

Deduct  those  expired  and  marked  off  as  terminated                      62,405,901  00  642,211  35 


In  force  at  the  end  of  the  year   $1,457,946  00       $63,542  94 

Deduct  amount  reinsured   417,294  00         4,865  54 

Net  amount  in  force   $1,040,652  00       $58,677  40 


Perpetual 

risks.  Deposits. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__   $1,053,425  00  $35,149  34 

Written  or  renewed  during  the  year                                                    83  500  00  2,851  70 


Deduct  those  expired  and*  marked  off  as  terminated. 


In  force  at  the  end  of  the  year   $1,095,625  00 


$1,136,925  00 

$38,001  04 

41,300  00 

1,911  70 

.    $1,095,625  00 

$36,089  34 

General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $16,929,733  00 

Total  losses  paid  from  organization  to  date   12,389,432  00 

Total  cash  dividends  declared  since  the  Company  commenced  business   1,836,599  00 

Total  amount  of  losses  incurred  during  the  year   645,707  24 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $1,595,835  55 

Amount  of  fire  premiums  received   13,646  57 

\mount  of  losses  incurred   6,987  04 

Amount  of  losses  paid   10,S64  39 
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UNITED  FIREMEN'S  INSURANCE  COMPANY. 


PHILADELPHIA,  PA. 

Incorporated  April  2,  I860.  Commenced  business  April  1,  1861. 

Joseph  L.  Cayen,  President.  Robert  B.  Beath,  Secretary. 

Capital  stock  authorized,  $300,00  0. 
Capital  actually  paid  in,  $300,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company  (less  $20,000  incumbrances 
thereon)    

Loans  on  bond  and  mortgage  and  ground  rents  (first  liens)  

Loans  on  bond  and  mortgage  and  ground  rents  upon  which  more 
than  one  year's  interest  is  due  (of  which  $2,000.00  is  in  pro- 
cess of  foreclosure)  

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,082.91  ; 
interest  accrued  on  bond  and  mortgage  loans,  $3,572.62  ;  total 


$129,364  87 

243,020  59 

7,000  00 

4,655  ^ 


Value  of  lands  mortgaged  )  ^no  nnn  nn 

Buildings  (insured  for  §194,050.00)  )  ^98>00U  00 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                $r>0,000  00  SGI, 812  50 

Other  stocks  and  bonds                                             190,000  00  198,805  00 

Total  par  and  market  value                            §240,000  00  $260,617  50 


260,617  50 


Loans  on  Stock  Collaterals. 


Par  Market 
value.  value. 
jjjgjjOO  00     fl8g,800  00 


A  moo  Nt 
loaned. 
1112,000  Of) 


I 

Cash  in  the  Company's  principal  office  in  currency   $104  98 

Cash  belonging  to  the  Company  deposited  in  bank   10,940  48 

Total  amount  of  cash  items   . 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value  

Interest  due  and  accrued  on  collateral  loans  

Premiums  in  due  course  of  collection     

All  other  property,  viz.,  rents  due  and  accrued  


112,000  00 


11,054  46 

4,458  00 
833  07 

7,571  09 
438  04 


Aggregate  amount  of  all  actual  available  assets 


$781,013  51 
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II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due   $1,159  35 

Losses  unadjusted,  including  all  reported  and  supposed  losses   6,926  16 

Losses  resisted,  including  interest,  costs  and  expenses   1,900  00 


Net  amount  of  all  unpaid  losses  and  claims   $9,985  51 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $49,217  50 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one 

year   20,592  66 


Total  unearned  premiums  as  computed  above   69,810  16 

Amount  reclaimable  on  perpetual  fire  policies   329,047  56 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments  2,108  49 


Total  liabilities,  except  capital  and  net  surplus   $410,951  72 

Joint  stock  capital  paid  up  in  cash   300,000  00 

Surplus  beyond  all  liabilities   70,061  79 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $781,013  51 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $4,605  58 

Deduct  amount  of  same  not  collected   359  87 

Net  collected   $4,245  71 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   131,288  29 

Total   $135,534  00 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   7,571  09 

Entire  premiums  collected  during  the  year   $127,962  91 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   11,897  39 

Net  cash  actually  received  for  premiums   $116,065  52 

$116,065  52 

Interest  received  on  bonds  and  mortgages   11,514  65 

Interest  and  dividends  received  from  all  other  sources   16,979  34 

Income  from  all  other  sources,  viz.,  rent,  $6,345.64 ;  transfers, 

$908.50    7,254  14 

Aggregate  income  received  during  the  year  in  cash   $151,813  65 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Net  amount  paid  for  losses,  all  fire   $62,977  33 

Cash  dividends  actually  paid     -    18,000  00 

Paid  for  commission  and  brokerage   27, 1  ()<  >  26 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes--  8,673  45 

Amount  paid  for  State,  national  and  local  taxes   2,648  66 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   15,315  46 


Aggregate  expenditures  during  the  year  in  cash   $134,721  14 
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V.  MISCELLANEOUS. 


Risks  and  Premiums. 

Fire  i  isks.  Premiums. 

In  force  on  the  thirty-first  dav  of  December  of  the  preceding  year__   $8,204,676  00  $92,317  85 

Written  or  renewed  during  the  vear                                                  13,482,965  00  131,288  29 


Total  $21, 087, 041  00  $228,606  14 

Deduct  those  expired  and  marked  off  as  terminated                       9,734,570  00  89,394  97 

In  force  at  the  end  of  the  year  $11,953,005  00  $134,211  17 

Deduct  amount  reinsured                                                         177,632  00  2,081  46 


Net  amount  in  force  $11,775,433  00      $132,129  71 


General  Intei  rogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $937,600  72 

Total  losses  paid  from  organization  to  date  _*   602,563  28 

Total  cash  dividends  declared  since  the  Company  commenced  business   146,505  86 

Total  amount  of  losses  incurred  during  the  year   68,073  07 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   1837,512  00 

Amount  of  fire  premiums  received   10,694  19 

Amount  of  losses  incurred   2,227  67 

Amount  of  losses  paid   1,394  44 


UNITED  STATES  FIRE  INSURANCE  COMPANY. 

NEW  YOKK  CITY. 

Incorporated  April  1,  1824.  Commenced  business  April  9,  1824. 

W.  WnAOK  (Jndkrhtll,  President.  (Jeorge  E.  Cock,  Secretary* 

Capital  stock  authorized,  $250,000. 
Capital  actually  paid  in,  $250,000. 

I.  assets. 

Loans  on  bond  and  mortgage  (first  liens)  

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $790.00  ; 
interest  accrued  on  bond  and  mortgage  loans,  $1,186.17  ;  total 

Value  of  lands  mortgaged   $249,500  00 

Buildings  (insured  for  S233.866.00)   300,000  00 

Total  value  of  mortgaged  premises   $549,500  00 


$238,400  00 
1,976  17 
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Stock,  Bonds,  etc.,  Owned,  by  the  Company. 

Par  Market 
Value.  Value. 
United  States  bonds   $229,000  00     $283,972  50 


283,972  5(1 

Cash  in  the  Company's  principal  office  in  currency   $1,031  00 

Cash  belonging  to  the  Company  deposited  in  bank   731  00 

Total  amount  of  cash  items   1,762  00 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value  -   2,200  00 

Interest  due  and  accrued  on  collateral  loans   163  00 

Premiums  in  due  course  of  collection   9,239  00 


Aggregate  amount  of  all  actual  available  assets   $537,712  67 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $6,985  92 

Losses  unadjusted,  including  all  reported  and  supposed  losses   6,505  00 


Net  amount  of  all  unpaid  losses  and  claims   $13,490  92 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $33,777  00 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   6,894  75 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks.__  3,142  98 


Total  unearned  premiums  as  computed  above   43,814  73 

Cash  dividends  to  stockholders  remaining  unpaid   78  75 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   1,200  00 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, $625.00 ;  commissions  and  other  charges  due  and  to 
become  due  to  agents  and  brokers,  $1,539.00 ;  return  pre- 
mium,  $266.00;  total   2,430  00 


Total  liabilities,  except  capital  and  net  surplus   $61,014  40 

Joint  stock  capital  paid  up  in  cash--,,   250,000  00 

Surplus  beyond  all  liabilities   226,698  27 


Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $537,712  67 


III.  INCOME  DURING  THE  VKAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  by  that 

year's  statement   1   $4,307  31        #4,669  69 

Deduct  amount  of  same  not  collected  714  79  r>or>  00 

Net  collected   $8,592  02        #4,164  69 

Gross  premiums  on  risks  written  and  renewed  dur- 
ing the  year,  as  shown  in  risk  and  premium 

exhibit   81,633  62  7,316  17 

Total   $85,226  14       #11,480  86 

Deduct  premiums  and  hills  in  course  of  collection  at 

this  date   8,960  66  ">77  81 

Entire  premiums  collected  during  the  year  #7(5,265  48      #10,903  05 

Deduct  reinsurance,  rebate,  abatement  and  return 

premiums   2,88/5  74  890  11 

Net  cash  actually  received  for  premiums  $73,879  74      110,012  94 

1183,392  (>8 


1  7 
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Interest  received  on  bonds  and  mortgages  

Interest  and  dividends  received  from  all  other  sources - 
Income  from  all  other  sources  


Aggregate  income  received  during  the  year  in  cash- 


11,772  86 
10,668  08 
776  72 


$106,610  10 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losses   ."$35,547  94       $11,571  30 

Deduct  salvages  and  reinsurances   868  96 


Net  amount  paid  for  losses   $35,547  94       $10,702  34 

Cash  dividends  actually  paid  

Paid  for  commission  and  brokerage  

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  

Amount  paid  for  State,  national  and  local  taxes  

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  


$10,702  34 
25,618  75 
12,510  73 
11,091  67 
3,037  53 

11,206  38 


Aggregate  expenditures  during  the  year  in  cash   $109,715  34 


V.  MISCELLANEOUS. 

Misks  and  Premiums. 

Fire  risks. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $12,702,441  00 
Written  or  renewed  during  the  year   15,085,948  00 

Total  $27,788,389  00 

Deduct  those  expired  and  marked  off  as  terminated   13,537,297  00 

In  force  at  the  end  of  the  year  $14,251,092  00 

Deduct  amount  reinsured   325,663  00 

Net  amount  in  force  $13,925^429  00 

Marine  and 
inland  risks. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $314,855  00 
Written  or  renewed  "during  the  year   1,195,135  00 

Total   $1,509,990  00 

Deduct  those  expired  and  marked  off  as  terminated   1,325,560  00 

I  ii  force  at  the  end  of  the  year   $184,430  00 


Premiums . 
$55,586  91 
81,633  62 

$137,220  53 
57,978  66 

$79,241  87 
1,695  11 

$77,546  76 


Premiums. 
$11,559  23 
7,316  17 

$18,875  40 
12,589  45 

.  $6,285  95 


General  Interrogatories. 

Total  premiums  received  fr<»m  the  organization  of  the  Company  to  date   $3,079,041  00 

Total  losses  paid  from  organization  to  date   1,651,176  00 

Total  rash  dividends  declared  since  the  Company  commenced  business   1,479,119  00 

Total  amount  of  losses  incurred  during  the  year   43,090  00 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written.   $317,078*  00 

Amount  of  fire  premiums  received   3,335  72 

Amount  of  losses  incurred   1,510  38 

Amount  of  losses  paid   1,510  38 
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WASHINGTON  FIRE  AND  MARINE  INSURANCE 
COMPANY. 


BOSTON,  MASS. 


Incorporated  December  31,  1872.  Commenced  business  January  1,  1873. 


Isaac  Sweetser,  President.  A.  Willard  Damon,  Secretary. 


Capital  stock  authorized,  $1,000,000. 
Capital  actually  paid  in,  $1,000,000. 


I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)  

Interest  accrued  on  bond  and  mortgage  loans 

Value  of  lands  mortgaged  

Buildings  (insured  for  $108,495.00)  


Total  value  of  mortgaged  premises. 


Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                              $145,000  00  $170,887  50 

Other  stocks  and  bonds                                           803,650  01  954,122  87 


TotaJ  par  and  market  value   $948,650  00   $1,125,310  37 

1,125,310  37 


Loans  on  Stock  Collaterals. 

Par             Market  Amount 

value.             value.  loaned. 

$92,1  GO  00      $145,745  00  $102,400  00 


102,400  00 

Cash  in  the  Company's  principal  office  in  currencv   $42,917  89 

Cash  belonging  to  the  Company  deposited  in  bank   100,572  16 


Total  amount  of  cash  items   143,41)0  05 

Interest  due  and  accrued  on  stocks  owned  not  included  in  market 

value   3,000  00 

Interest  due  and  accrued  on  collateral  loans   1,184  00 

Premiums  in  due  course  of  collection   98,712  13 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   35,893  79 


Aggregate  amount  of  all  actual  available  assets   $1,595,550  34 


£78,000  00 
105,000  00 

SI  83,000  00 


$84,000  00 
960  00 
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II.  LIABILITIES. 

Losses  unadjusted,  Including  all  reported  and  supposed  losses..     $113,442  00 

Net  amount  of  all  unpaid  losses  and  claims   $118,442  00 

Unearned  premiums,  at  60  percent,  of  premiums  on  fire  risks  under 

one  year   $100,950  48 

Unearned  premiums, pm  rata, on  tire  risks  running  more  than  one 

year   55,264  39 

Unearned  premiums  on  marine  risks   00,501  53 

Total  unearned  premiums  as  computed  above   276,776  40 

All  other  demands  against  the  Company,  viz.,  commissions  and 

Other  charges  due  and  to  become  due  to  agents  and  brokers.  _  21,571  32 

Total  liabilities,  except  capital  and  net  surplus   $411,789  72 

Joint  stock  capital  paid  up  in  cash   1,000,000  00 

Surplus  beyond  all  liabilities   188,760  62 

Aggregate  •  liabilities,  including  paid  up  capital  and  net 

surplus   $1,595,550  34 


III.   INCOME   DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  premiums  and  hills  in  course  of  collection  at 
close  of  last  previous  year,  as  shown  hy  that 

years  statement  .   $20,722  54       $35,980  79 

Deduct  amount  of  same  not  collected   8,747  41 

Net  collected   3=20,722  54       $27,233  38 

( im-  premiums  on  risks  written  and  renewed  dur- 
ing the  vear,  as  shown  in  risk  and  premium 

exhihit..   420,404  95       221,710  53 


Total   $441,127  49       248,943  91 

Deduct  premiums  and  bills  in  course  of  collection 

at  this  date   77,970  91         50,200  05 


Entire  premiums  collected  during  the  year   $363,150  58     $198,677  80 

Deduct,  reinsurance,  rebate,  abatement  and  return 

premiums   32,347  25         24,040  42 

Net  cash  aetuallv  received  for  premiums   $330,803  33      $174,631  44 

$505,434  77 

Interest  received  on  bonds  and  mortgages   4,590  00 

[nterest  and  dividends  received  from  all  other  sources   45,306  98 

Received  for  increased  capital   $.500,000  00 


Aggregate  income  received  during  the  year  in  cash   $555,331  75 


IV.  EXPENDITURES  DURING  THE  TEAR. 

Marine  and 
Fire.  inland, 
(iross  amount  paid  for  losses    $141,809  22      1207,880  96 

Dednct  Mirages  and  reinsurances.   i,:>4i  77       27,8X2  72 

«  

Net  amount  paid  for  losses   $140,527  45      $179,453  24 

$319,980  69 

Cash  dividend-  actually  paid    20,000  00 
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Paid  for  commission  and  brokerage   86,519  58 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  18,552  22 

Amount  paid  for  State,  national  and  local  taxes   11,996  63 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   25,242  64 


Aggregate  expenditures  during  the  year  in  cash   $482,291  76 


V.  MISCELLANEOUS. 


Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirtv-first  day  of  December  of  the  preceding  year__  $18,490,167  00  $215,072  81 

Written  or  renewed  during  the  year  L                     42,226,875  00  420,404  95 


Total  #60,717,042  00  $635,477  76 

Deduct  those  expired  and  marked  off  as  terminated                     23,268,744  00  218,319  21 

In  force  at  the  end  of  the  year  $37,448,298  00  $417,158  55 

Deduct  amount  reinsured  _                        375,539  00  5,806  80 


Net  amount  in  force  $37,072,759  00     $411,351  75 


Marine  and 

inland  risks.  Premiums. 

In  force  on  the  thirtv-nrst  day  of  December  of  the  preceding  year__   $5,015,934  00  $48,616  66 

Written  or  renewed  during  the  year                                               14,388,556  00  221,710  53 

Total  $19,404,490  00  $270,327  19 

Deduct  those  expired  and  marked  off  as  terminated                     16,457,071  00  206,962  27 

In  force  at  the  end  of  the  year                                            $2,947,419  00  $63,364  92 

Deduct  amount  reinsured                                                      218,557  00  2,803  39 


Net  amount  in  force   $2,728,862  00       $60,561  53 


General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $3,780,124  58 

Total  losses  paid  from  organization  to  date   1,940,329  49 

Total  cash  dividends  declared  since  the  Company  commenced  business   340,000  00 

Total  amount  of  losses  incurred  during  the  year   391,371  57 
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WESTCHESTER  FIRE  INSURANCE  COMPANY. 


NEW  YORK  CITY. 

Incorporate!  as  a  Mutual  Company,  March  14,  1839. 
Commenced  business  as  a  Joint  Stock  Company,  January  1,  1870. 


George  R.  Crawford,  President. 


John  Q.  Underhill,  Secretary^ 


Capital  stock  authorized,  $300,000. 
Capital  actually  paid  in,  $300,000. 


I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $18,000  00 

Loans  on  bond  and  mortgage  (first  liens)   130,350  00- 

Loans  on  bond  and  mortgage  upon  which  more  than  one  year's 

interest  is  due  (of  which  $4,500.00  is  in  process  of  foreclosure  4,500  00 
Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $1,101.50  ; 

interest  accrued  on  bond  and  mortgage  loans,  $941.58 ;  total-  2,043  0& 

Value  of  lands  mortgaged   $179,400  00 

Buildings  (insured  for  Si .34,800.00)   159,00.)  00 

Total  value  of  mortgaged  premises   $388,400  00 


Stock,  Bonds,  etc.,  Owned  by  the  Company. 


Par  Market 
value.  value. 
United  States  bonds   1680.000  00      §718,000  00 


Loans  on  Stock  ( bUaterals. 


Par 
value. 
12,600  ()0 


Ca.sh  belonging  to  the  Company  deposited  in  bank. 

Total  amount  of  cash  items  

Premiums  in  due  course  of  collection  


Market 
value. 
12,600  00 


Aggregate  amount  of  all  actual  available  assets- 


Am. unit 
loaned. 
SI, GOO  00 


140,178  24 


r  18,000  00 


1,600  00 

40,173  24r 
70,548  14 


$985,214  46 


ii.  liabujtdbr. 

I>»s>e<  adjusted  and  unpaid,  due  and  to  become  due   S-14,290  05 

-  unadjusted,  including  all  reported  and  supposed  losses   11,S12  00 

Ix»sses  resisted,  including  interest,  costs  and  expenses   1,000  00 

Total   So7,102  00 

Deduct  reinsurance  thereon   3,087  50 


Net  amount  of  all  unpaid  losses  and  claims 


$54,014  55 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $182,495  96 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   235,620  07 

Total  unearned  premiums  as  computed  above   418,116  03 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers--  10,520  90 

Total  liabilities,  except  capital  and  net  surplus   $482,651  48 

Joint  stock  capital  paid  up  in  cash   300,000  00 

Surplus  beyond  all  liabilities   202,562  98 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus  -   $985,214  46 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $68,722  59 

Deduct  amount  of  same  not  collected   3,757  72 

Net  collected   $64,964  87 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   700,627  49 

Total   $765,592  36 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   70,548  14 

Entire  premiums  collected  during  the  year   $695,044  22 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   69,076  28 

Net  cash  actually  received  for  premiums   $625,967  94 

$625,967  94 

Interest  received  on  bonds  and  mortgages   7,810  48 

Interest  and  dividends  received  from  all  other  sources   21,257  42 

Income  from  all  other  sources,  viz.,  rent   3,088  76 

Aggregate  income  received  during  the  year  in  cash   $658,124  60 


IV.  EXPENDITURES   DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $352,746  83 

Deduct  salvages  and  reinsurances   18,183  H6 

Net  amount  paid  for  losses   $334,562  97 

$334,562  97 

Cash  dividends  actually  paid   30,000  00 

Paid  for  commission  ana  brokerage   113,843  83 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  27,737  21 

Amount  paid  for  State,  national  and  local  taxes   17,508  51 

All  other  payments,  viz.,  stationery,  printing,  advertising,  post- 
age, etc  .   84,111  37 


Aggregate  expenditures  during  the  year  in  cash 


$607,758  89 
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V.  MISCELLANEOUS, 

Rides  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-fire!  day  of  December  of  the  preceding  year_  $82,978,904  00  $746,164  77 

Written  or  renewed  during  t  he  year  ,                              76,626,011  00  700,627  49 

Total  #159,509,915  00  #1, 446,792  26 

Deduct  those  expired  and  marked  off  as  terminated                   65,899,632  00  629,665  94 

In  force  at  the  end  of  the  year  193,700.283  00  $817,126  32 

Deduct  amount  reinsured                                                        1,753,652  00  21,089  16 

Net  amount  in  force  $91,946,631  00  $796,037  16 


.  General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $8,909,405  57 

Total  losses  paid  from  organization  to  date   4,961,367  56 

Total  cash  dividends  declared  since  the  Company  commenced  business   348,000  00 

Total  amount  of  losses  incurred  during  the  year   338,816  32 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $3,388,404  00 

Amount  of  fire  premiums  received--    27,505  30 

Amount  of  losses  incurred   17,087  50 

Amount  of  losses  paid   20,443  85 


WILLI  AMSBURGMB  CITY  FIRE  INSURANCE  COMPANY. 


BROOKLYN,  X.  Y. 

Incorporated  March,  1853.  Commenced  business  March,  1853. 

Edmund  Dbigg&j  President.  X.  W.  Messerole,  Secretary. 

Capital  stock  authorized,  $250,000. 
Capital  actually  paid  in,  $250,000. 

J.  ASSETS. 

Real  estate  owned  by  the  Company,  an  incumbered   $360,102  03 

Loans  on  l»<>n<l  and  mortgage  ilir>t  liens)   102,710  00 

Loans  on  houd  and  mortice  upon  which  more  than  one  year's  in- 
terest is  due  —   2,000  00 

Interest  due  and  unpaid   on  hond  and  mortgage  loans,  $012.00; 

intercM  accrued  on  hond  and  moil^e  loans,  #523. DO ;  total-  1,135  90 

Value  of  lands  mortgaged   f  88,550  00 

Buildings  (insured  for  sli:5,200.uO)   i:U,'J00  00 

Total  value  of  mortgaged  premi>es   $219,750  00 


1883.] 


Companies  of  Other  States. 


265 


Stock,  Bonds,  etc..  owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                                #266,000  00  8285,615  00 

Other  stocks  and  bonds                                             157,420  00  214,413  00 


Total  par  and  market  value   $423,420  00      $500,028  00 


500,028  00 


Loans  on  Stock  Collaterals. 

Par  Market  Amount 

value.  value.  loaned. 

$13,100  00       $14,740  00  $10,650  00 


10,650  00 

Cash  in  the  Company's  principal  office  in  currency   $5,527  42 

Cash  belonging  to  the  Company  deposited  in  bank   77,469  84 


Total  amount  of  cash  items   82,997  26 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value     6,075  76 

Interest  due  and  accrued  on  collateral  loans   106  62 

Premiums  in  due  course  of  collection   65,352  95 

All  other  property,  viz.,  rents  due  and  accrued,  $1,076.98;  due 

from  other  Companies  for  reinsurance,  $1,422.46  ;  total   2,499  44 


Aggregate  amount  of  all  actual  available  assets   $1,133,658  56 


Ii.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $8,179  16 

Losses  unadjusted,  including  all  reported  and  supposed  losses   29,735  44 

Losses  resisted,  including  interest,  costs  and  expenses   5,500  00 

Total   $43,414  60 

Deduct  reinsurance  thereon   6,317  84 

Net  amount  of  all  unpaid  losses  ami  claims    $37,096  76 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $245,200  72 

Unearned  premiums, pro  rata,  on  fire  risks  running  more  than 

one  year   144,024  84 

Total  unearned  premiums  as  computed  above-   389,225  56 

Cash  dividends  to  stockholders  remaining  unpaid   275  00 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   2,500  00 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, $2,844.80;  commissions  and  other  charges  due  and  to 
become  due  to  agents  and  brokers,  $11,903.04;  return  pre- 
mium, $6,385.87  ;   total   21,133  71 

Total  liabilities,  except  capital  and  net  surplus   $450,231  03 

Joint  stock  capital  paid  up  in  cash   250,000  00 

Surplus  beyond  all  liabilities   433,427  58 

Aggregate  liabilities,  including  paid  up  capital  and  net 

surplus   $1,133,658  5'i 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year, as  shows  by  thai  year's  statement   $72',7io  91 

Deduct  amount  of  same  not  collected   1,233  68 

Net  collected   $71,483  33 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   743,438  99 

Total   $814,922  32 

Deduct  premiums  and  hills  in  course  of  collection  at  this  date   65,686  72 

Entire  premiums  collected  during  the  year   $749,235  60 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   95,840  66 

Net  cash  actually  received  for  premiums   $653,394  94 

$653,394  94 

Interest  received  on  bonds  and  mortgages   7,540  61 

Interest  and  dividends  received  from  all  other  sources   27,887  43 

Income  from  all  other  sources,  viz.,  rent   12,110  06 

Aggregate  income  received  during  the  year  in  cash   $700,933  04 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $333,397  78 

Deduct  salvages  and  reinsurances   34,249  32 


Net  amount  paid  for  losses   $299,148  46 


$299  148  46 

Cash  dividends  actually  paid   49,770  00 

Paid  for  commission  and  brokerage   155,872  83 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  52,71;;  11 

Amount  paid  for  State,  national  and  local  taxes   16,883  09 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc-   60,253  18 


Aggregate  expenditures  during  the  year  in  cash   $634,640  70 


V.  MISCELLANEOUS. 
Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  dav  of  December  of  the  preceding  vear_  $86,372,228  00  $663,978  70 
Written  or  renewed'during  the  vear   102,619,117  00       743,438  99 


Total  $188,991,345  00  $1,407,417  69 

Deduct  those  expired  and  marked  oil' as  terminated                       91,532,720  00  595,629  34 

1  d  force  at  the  end  of  the  vear  $97,458,620  00  $81 1 ,788  35 

Deduct  amount  reinsured'                                                        5,981,829  00  65,521  93 

Net  amount  in  force  $91,476,791  00  $746,266  42 


General  Internxjdtorics. 

Total  premium*  received  from  the  organization  of  the  Company  to  date   88,052,435  49 

Total  lo>ses  paid  from  organization  to  date    4,174,592  39 

Total  ca>h  dividends  declared  since  the  <  'ompany  commenced  business    852,500  00 

Total  amount  of  losses  incurred  during  the  year   293,864  30 
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Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written---   $2,633,412  00 

Amount  of  fire  premiums  received   18,284  79 

Amount  of  losses  incurred   2,549  90 

Amount  of  losses  paid   2,524  90 


FOREIGN 
INSURANCE  COMPANIES. 


FOREIGN  INSURANCE  COMPANIES. 


ACCIDENT  INSURANCE  COMPANY  OF  NORTH 
AMERICA. 


MONTKEAL,  CANADA. 

Incorporated  June,  1872.  Commenced  business  June,  1874. 

Sir  Alexander  T.  Galt,  President.  Edward  Kawlings,  Secretary. 

Capital  stock  authorized,  $500,000. 
Capital  actually  paid  in,  $157,560. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $3,243  95 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                              $100  000  00  $101,500  00 

Other  stocks  and  bonds                                            57,617  18  61,652  18 

Total  par  and  market  value   $157,617  18     $163,152  18 

Cash  in  the  Company's  principal  office  in  currency   $6,728  85 

Cash  belonging  to  the  Company  deposited  in  bank   27,202  71 


163,152  18 


Total  amount  of  cash  items   33,931  56 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value    1,899  58 

Premiums  in  due  course  of  collection   67,143  84 


Aggregate  amount  of  all  actual  available  assets   $269,371  11 


II.  LIABILITIES. 
Losses  unadjusted,  including  all  reported  and  supposed  losses — 
Net  amount  of  all  unpaid  losses  and  claims  


$4,300  00 


$4,300  00 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  accident  risks 

under  one  year   $73,076  41 

Total  unearned  premiums  as  computed  above    73,076  41 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   1,000  00 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers  16,785  96 

Total  liabilities,  except  capital  and  net  surplus   $95,162  37 

Joint  stock  capital  paid  up  in  cash   157,560  00 

Surplus  beyond  all  liabilities   16,648  74 

Aggregate  liabilities,  including  paid  up  capital  and  net 
surplus  -  ___    $269,371  11 

III.  INCOME  DURING  THE  YEAR. 

Accident. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   145,590  66 

Net  collected   $45,590  66 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   317,030  99 

Total   $362,621  65 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   67,143  84 

Entire  premiums  collected  during  the  year   9295,477  81 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   38,897  00 

Net  cash  actually  received  for  premiums   $256,580  81 

$256,580  81 

Interest  and  dividends  received  from  all  other  sources   4,751  40 

Aggregate  income  received  during  the  year  in  cash   $261,332  21 

IV.  EXPENDITURES  DURING    THE  YEAR. 

Accident. 

Gross  amount  paid  for  losses   i>94,928  05 

Deduct  salvages  and  reinsurances   5,446  42 

Net  amount  paid  for  losses   S89,481  63 

$89,481  63 

Cash  dividends  actually  paid   9,394  80 

Paid  lor  commission  and  brokerage   82,345  27 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  30,325  32 

Amount  paid  for  State,  national  and  local  taxes   4,994  02 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   25,640  85 

A.L^regate  expenditures  during  the  year  in  cash   $242,181  89 

V.  MISCEEEANEOES. 
Risks  and  Premiums. 

Accident 

risks.  Premiums. 

In  force  on  the  :51st  day  of  December  of  the  preceding  year  $13,030,200  00  $112,518  14 

Written  or  renewed  (hiring  the  year                                                  31.279,900  00  7(17,030  99 

Total   $11,910,100  00      5429,549  13 

Deduct  those  expired  and  marked  off  us  terminated   23,701,300  00       280,840  55 

In  force  at  the  end  of  the  year  $21,208,800  00     $148,708  58 

Deduct  amount  reinsured   624,500  00  2,555  77 

Net  amount  in  force  $20,584,300  00      $146,152  81 
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Gene       I  at  er  rogatories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $637,710  91 

Total  losses  paid  from  organization  to  date   169,511  98 

Total  cash  dividends  declared  since  the  Company  commenced  business   32,754  65 

Total  amount  of  losses  incurred  during  the  year   98,223  05 

Business  in  the  Shite  of  New  Jersey  during  the  year. 

Amount  of  accident  risks  written   $113,000  00' 

Amount  of  premiums  received   633  50 


UNITED  STATES  BRANCH  OF  THE  BRITISH  AMER- 
ICA ASSURANCE  COMPANY. 


TORONTO,  CANADA. 
John  Morrison,  Governor.  ,  Silas  P.  Wood,  Secretary. 


606,590  00 


r.  ASSETS. 

Stock,  Bonds,  etc.,  Oivned  by  the  Company. 

Par  Market 
value.  value. 
United  States  bonds   !H75,000  00     8606,590  00 

Cash  in  the  Company's  principal  office  in  currency   $20,342  42 

Cash  belonging  to  the  Company  deposited  in  bank   2,272  32 

Deposited  with  trustees  in  New  York   150^000  00 

Total  amount  of  cash  items   172,614  74 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value  r   30  79 

Premiums  in  due  course  of  collection   21,470  10 

Aggregate  amount  of  all  actual  available  assets..    $800,705  tfH 


II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses   $82,W3  69 

Losses  resisted,  including  interest,  costs  and  expenses   10,730  67 


Total   $93,204  36 

Deduct  reinsurance  thereon   1,400  00 


Net  amount  of  all  unpaid  losses  and  claims   $91,844  36 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  lire  risks 

under  one  year   $208,001  49 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year     86,830  14 

Unearned  premiums,  at  o0  per  cent,  on  inland  navigation  risks         5,123  22 


Total  unearned  premiums  us  computed  above   299,954  85 


Total  liabilities                                          .  .    (891,799  21 

Surplus     408,906  42 

Aggregate  liabilities,  including  surplus     $800,705 

18 
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III.  INCOME  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Cross  premiums  and  lulls  in  course  of  collection  at 
close  of  last   previous  vear,  as  shown  by  that 

year's  statement   $31,169  26  $58  62 

Deduct  amount  of  sam<  not  collected   5,920  %  58  02 

Net  collected   $25,248  30   

Gross  premiums  on  risks  written  and  renewed  dur- 
ing the  year,  as  shown  in  risk  and  premium 

exhibit   032,138  41         21,270  52 

Total   $657,386  71       $21,270  52 

Deduct  premiums  and  bills  in  course  of  collection  at 

this  date   21,388  19  81  91 

Bntfre  premiums  collected  during  the  year   $635,998  52      $21,188  01 

Dednist  reinsurance,  rebate,  abatement  and  return 

premiums   108,288  17  5,957  17 

Kit  cash  actually  received  for  premiums   $527,710  35      $15,231  44 

$542,941  79 

[llteresl  and  dividends  received  from  all  other  sources   47,573  69 

Aggregate  income  received  during  the  year  in  cash   $590,515  48 


IV.   EXPENDITURES  DURING  THE  YEAR. 

Marine  and 
Fire.  inland. 

Gross  amount  paid  for  losses   $385,443  33       $18,594  56 

Deduct  salvages  and  reinsurances   10,309  74  3,202  07 

Net  amount  paid  for  losses   $$370,133  59       £15,392  49 

$385,526  08 

Paid  lor  commission  and  brokerage   108,283  20 

Salaries,  and  other  charges  of  officers,  clerks  and  other  employes  24,576  45 

Amount  paid  for  State,  national  and  local  taxes   9,389  03 

All  other  payments,  Viz.,  stationery,  printing,  advertising,  pos- 
tage, etc    65,995  13 

Aggregate  ex{>enditures  during  the  year  in  cash   $593,769  89 


V.  MISCELLANEOUS. 
Rixka  and  Premium*. 

Fire  risks.  Premiums. 

IB  f'-rce  on  the  thirtv-first  dav  of  I  ><  cember  of  the  preceding  year__  545,041,004  00  $570,404  00 

Written  or  renewed  during  the  year                                                   40,805,903  00  032,138  41 

Total  $92,506,907  00  SI ,208,542  41 

Deduct  those  expired  and  marked  off  as  terminated                  47,084,284  00  603,231  27 

in  (breed  the  end  of  the  fear   $44,822,623  oo  $605,311  14 

Dednet  amount  reinsured     .                                         2,677,480  00  22,159  23 


Net  amount  in  force   $42,145,143  00      5583,151  91 


Marine  fend 

inland  risks.  Premiums. 


In  force  on  the  thirtv-firM  dav  of  I »«•<  »  tm1.<  r  of  the  preceding  year__  $305,885  00  $11,065  76 

Written  or  renewed  during  the  vcai    982,733  00  21,270  52 

Total     SI, 288,018  00  $31,336  28 

Deduct  those  expired  and  marked  off  m  terminated   1,034,502  00  21,471  81 

In  force  at  the  end  of  the  vear     S254,11G  00  $10,864  47 

Deduct  amount  reinsured   84,280  00  618  02 

M  amount  iu  force  $169,836_00  $10,246  45 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $4,500,402  58 

Total  losses  paid  from  organization  to  date   2,639,642  39 

Total  amount  of  losses  incurred  during  the  year   390,642  39 


Busmen*  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $973,154  00 

Amount  of  fire  premiums  received   11,804  61 

Amount  of  losses  incurred   6,904  71 

Amount  of  losses  paid   3,667  21 


UNITED  STATES  BRANCH  CITY  OF  LONDON  FIRE 
INSURANCE  COMPANY— .Limited.) 


LONDON,  ENGLAND. 
John  C.  Paige,  Resident  Manager. 
No.  20  KILBY  STREET,  BOSTON,  MASS. 

I.  ASSETS. 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 
United  States  bonds   $570,000  00     $689,325  00 

$689,325  00 

Cash  in  the  Company's  principal  office  in  currency   $553  37 

■Cash  belonging  to  the  Company  deposited  in  bank   4,792  27 

Total  amount  of  cash  items  5,345  64 

Premiums  in  due  course  of  collection   74,193  66 

All  other  property,  viz.,  due  from  other  companies  for  reinsurance  282  98 

Aggregate  amount  of  all  actual  available  assets   $769,147  28 

II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   #47,92(j 

Los.s':^  unadjusted,  including  all  reported  and  supposed  losses   89,813  43 

Losses  resisted,  including  interest,  costs  and  expenses   2,600  00 

Total   990,342  90 

Deduct  reinsurance  thereon   10,150  85 

Net  amount  of  all  unpaid  losses  and  claims  $74, 1 8(5  11 

Unearned  premiums,  at  5)  per  cent,  of  premiums  on  fire  risks 

under  one  year  .#234,90:*  97 

Unearned  premiums,  pro  rata,  on  lire  risks  running  more  than 

one  year  ,   51,020  50 

Total  unearned  premiums  as  computed  above   $285,990  47 
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All  other  demands  against  the  Company,  viz,,  commissions  and 
Other  charges  due  and  to  become  due  to  agents  and  brokers, 

$2,972.92;  due  for  reinsurance,  $4,384.94;  total   7,357  86 

Total  liabilities   $367,534  44 

Surplus    401,612  84 

Aggregate  liabilities,  including  surplus.   $769,147  28 


ill.  [NCOME  DURING  THE  YEAR. 


Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  a^  shown  by  that  year's  statement   #66,979  26 

Deduct  amount  of  same  not  collected   452  52 


Net  collected   866,526  74 

dross  premiums  on  risks  written  and  renewed  duringthe  year,  as 

shown  in  risk  and  premium  exhibit   760,802  15 


Total   8827,328  89 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   74,193  66 


Entire  premiums  collected  during  the  year   $753,135  23 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   216,330  06 


Net  cash  actually  received  for  premiums   $536,806  17 

Interest  and  dividends  received  from  all  other  sources  

Received  from  Home  office   $18,163  82 

Aggregate  income  received  during  the  vear  in  cash  


$536,805  17 
17,197  02: 


$554,002  19 


[V.   EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Uross  amount  paid  for  losses   ^408,481  41 

Deduct  salvages  and  reinsurances   49,843  41 

Net  amounl  paid  for  losses    $358,638  00 

Paid  for  commission  and  brokerage  

Salaries  and  other  charges  of  officers,  clerks,  and  other  employes 

Amount  paid  for  State,  national  and  local  taxes  

All  Other  payments,  vi/..,  stationery,  printing,  advertising,  pos- 
tage, etc  

Kemittcd  tO  Home  otlice    831,973  59 

Aggregate  expenditures  during  the  year  in  cash  


$358,638  00 
150,234  39 
31,172  42 
19,205  60 

4,001  28 


$563,251  69 


v.  M  [gCELLAJTEOUB. 

Riskt  and  fVsnttutiM. 

1  ire  risks.  Premiums. 

In  fbr«  "ii  the  thirty-fust  day  ol  December  ol  t  lie  preceding  year     S15.109, l'»2  00  >41S,.H10  59 

Written  ot  n  icw-i  during  tb-  ynir                                                         61,057,693  00  701,220  75 


Total         896,167,096  00    81,210,067  34 

heduct  th  .s<  expired  and  marked  ot!  as  t <- in i i 1 1 at <*« i  19,159,061  (K)       581,916  41 


In  force  at  the  end  of  the  year  .  .   f47*,008,034  00     9628,120  93 

Dednot  amount  rainaared    5,688,1 18  00       K5, 448  82 


Net  amount  in  force     841,319,916  oo     *M2,672  11 


4 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $1,031,628  92 

Total  losses  paid  from  organization  to  date   549,217  00 

Total  amount  of  losses  incurred  during  the  year   386,503  74 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $760,896  00 

Amount  of  fire  premiums  received  *  12,003  37 

Amount  of  losses  incurred   10,198  04 

Amount  of  losses  paid   9,164  75 


UNITED   STATES   BEANCH   OF   THE  COMMERCIAL 
UNION  ASSURANCE  COMPANY. 


LONDON,  ENGLAND. 
Alfred  Pell,  Manager. 
Nos.  37  AND  39  WALL  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  less  $20,000  incumbrances 

thereon   $184,696  96 


Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   $915,000  00  #1 ,095,450  00 

Other  stocks  and  bonds   410,000  00       434,150  00 

Total  par  and  market  value  $1,325,000  00   $1,529,600  00 

1,529,600  00 

<Jash  in  the  Company's  principal  office  in  currency   $622  55 

€ash  belonging  to  the  Company  deposited  in  bank   293,273  89 

Total  amount  of  cash  items   293,896  44 

Interest  due  and  accrued  on  stocks  owned,  not  Included  in  market 

value  -     13.314  58 

Interest  due  and  accrued  on  deposits     420  82 

Premiums  iu  due  course  of  collection   296,786  06 

Bills  receivable,  not  matured,  for  fire,  marine  and  inland  risks   3,560  24 

All  other  property,  viz.,  rents  due  and  accrued,  $879.00;  due  from 

other  companies  for  reinsurance,  $4,481.94   5,360  94 


Aggregate  amount  of  all  actual  available  assets 


$2,327,636  04 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due  )  ,>,... 

Losses  unadjusted,  including  all  reported  and  supposed  losses  j  *    •  )f 

Losses  resisted,  including;  interest,  costs  and  expenses   27,246  (52 

Net  amount  of  all  unpaid  Losses  and  claims   $188,910  II 

Unearned  premiums,  at  ">()  per  cent,  of  premiums  on  fire  risks 

under  one  year   $734,336  21 

Unearned  premiums,  pro  rata,  ev  fire  risks  running  more  than 

one  year   376,307  27 

Unearned  premiums,  at  50  per  cent,  on  inland  navigation  risks__  40  00 


Total  unearned  premiums  as  computed  above  

All  other  demands  against  the  Company,  viz.,  commissions  and 
other  charges  due  and  to  become  due  to  agents  and  brokers- 


Total  liabilities  . 


Surplus 


1,110,683  48 

37,540  05 

$1,337,134  24 
1)1)0,501  80 


Aggregate  liabilities,  including  surplus   $2,327,636  04 


HI.   INCOME  DURING  THE  YEAR 
Fire. 

Gross  premiums  and  bills  in  course  of  collection  at 
closr  of  last  previous  vear,  as  shown  bv  that 
year's  statement   $268,707  91 


Marine  and 
inland. 


dross  premiums  <»n  risks  written  and  renewed  (lur- 
ing the  year,  as  shown  in  risk  and  premium 
exhibit  


Deduct  premiums  and  bills  in  course  of  collection 


Deduct  reinsurance,  rebate,  abatement  and  return 


.  $268,707  91  . 

L 

2,107,391  01 

$2,461  .V> 

$2,376,099  82 

$2,461  66 

i 

296,786  06  _ 

$2,079,313  7(5 

$2,461  55 

i 

.    460,828  47  . 

Net  cash  actually  received  for  premiums  Sl,018,48o  20 

Interest  and  dividends  received  from  all  otber  sources- 
Income  from  all  otber  sources,  viz.,  rent  


$2,461  o5 


$1,620,946  84 
60,913  87 
4,073  84 

Aggregate  income  received  during  the  year  in  cash   $1,685,934  55 


iv.    EXPENDITURES  DURING  THE  FEAR. 


Marine  ami 
Fire.  inland. 

Gross  anion  nt  paid  for  loam  $1, 102,407  33        $5,261  16 

Deduct  salvages  and  reinsurances   127,573  00  46  00 


Net  amount  paid  f«»r  losses    >071,s:',l  :«         $5,215  16 


$980,049  491 

Paid  for  commission  and  brokerage  265,735  00 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  .         105,061  69 

Amount  paid  for  State,  national  and  Local  taxes      36,173  42: 

All  otber  payments,  viz.,  stationerv,  printing,  advertising,  pos- 
tage, etc. -  .*   114,100  48 


Aggregate  expenditures  during  the  vear  in  cash   $1,501,120  08 
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V.  MISCELLANEOUS. 

Risks  and  Premiums.. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__$ 237,325,990  00  $2,238,549  84 

Written  or  renewed  during  the  year                                               174,239,545  00  2,107,391  91 

Total  $41 1,505,535  00  $4,345,941  75 

Deduct  those  expired  and  marked  off  as  terminated                    155,881,855  00  1,967,105  21 

In  force  at  the  end  of  the  year  $255,683,680  00  $2,378,836  54 

Deduct  amount  reinsured                                                     24,030,558  00  211,743  24 

Net  amount  in  force  $231,653,092  00  $2,167,093  30 

Marine  and 

inland  risks.  Premiums, 

Written  or  renewed  during  the  year                                               $1,212,780  00  $2,461  55 

Total  '                                                  $1,212,780  00  $2,461  55 

Deduct  those  expired  and  marked  off  as  terminated                      1,202,780  00  2,381  55 

In  force  at  the  end  of  the  year                                                $10,000  00  $80  00 


General  Interrogatories . 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $12,145,339  26 

Total  losses  paid  from  organization  to  date   6,974,608  32 

Total  amount  of  losses  incurred  during  the  year   976,986  15 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $7,804,5t>£  00 

Amount  of  fire  premiums  received   55,115  57 

Amount  of  losses  incurred   50,894  52 

Amount  of  losses  paid   49,377  52 
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UNITED  STATES  BRANCH  OF  THE  FIRE  INSURANCE 
ASSOCIATION — ( Limited.) 


LONDON,  ENGLAND. 
Joseph  H.  WELLMAN,  Manager. 
No.  52  WILLIAM  STREET,  NEW  YORK. 


i.  ASSETS. 

Stock,  Bonds,  etc.i  Own&d  by  the  Company. 

Par  Market 

value.  value. 

United  States  bondl                                                 $440,200  00  $533,374  50 

State  of  Georgia  bonds                                        24,800  00  26,974  00 


Total  par  and  market,  value   #465,000  00     $560^348  50 


Cfcsi)  in  the  Company's  principal  office  in  currency   #5,877  03 

Cash  belonging  to  the  Company  deposited  in  bank   345,265  02 


Total  amount  of  cash  items   

Premiums  in  doe  course  of  collection   - 

All  Other  property,  viz..  due  from  other  companies  for  reinsurance 

Aggregate  amount  of  all  actual  available  assets —   


$560,348  50 


351,142  05 

74,905  46 

1,011  94 

$987,407  95 


II,  LIABILITIES. 

I/rsvs  adjusted  and  unpaid,  due  and  to  become  due   $42,446  51 

I/c    ^  unadjusted,  including  all  reported  and  supposed  losses   66,219  06 

I/jsm-s  resisted,  including  interest,  costs  and  expenses   3,820  50 


Total  

[it-duct  reinsurances  thereon 


$112,486  07 
13,788  44 


Net  amount  of  all  unpaid  Losses  and  claims 


Unearned  pp-miunis,  at  "><»  per  cent,  of  premiums  on  fire  risks 

under  one  year    $315,  766  7h 

Unearned  premiums,  pro  rata,  on  lire  risks  running  more  than 

cue  year     116,572  51 


Total  unearned  premiums  as  computed  above  

Am*  in!  reclaimable  on  perpetual  fire  policies    

Balance  and  other  miscellaneous  expenses  due  and  accrued  

All  other  demands  against  the  Company,  viz.,  taxes  and  assess 

incuts,  *5o7.nYi :  coin  missions  and  other  charges  due  and  to 

become  due  t<>  ■gents  and  brokers,  (6,482.95 ;  return  pre- 
miums, $6.109.10 :  total  


Surplus 


Total  liilii 


$98,097  03 


432,339  29 
1,007  00 
3,331  04 


12,159  71 

$547,636  27 
439,872  68 


Aggregate  liabilities,  including  snip] 


*987,407  95 
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III.  INCOME  DURING  THE  YEAR, 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $60,666  00 


Net  collected   $60,666  00 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   944,559  94 


Total  SI  ,005,225  94 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   74,953  06 


Entire  premiums  collected  during  the  year   $930,272  88 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums          202,518  59 


Net  cash  actually  received  for  premiums   $727,754  29 

$727,754  29 

Interest  and  dividends  received  from  all  other  sources   23,143  86 


Aggregate  income  received  during  the  year  in  cash   $750,898  15 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $553,773  10 

Deduct  salvages  and  reinsurances   48,785  22 


Net  amount  paid  for  losses   $504,987  88 


$504,987  88 

Paid  for  commission  and  brokerage   1 20,954  20 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes.  60,646  33 

Amount  paid  for  State,  national  and  local  taxes   18,339  34 

All  other  payments,  viz.,  stationery,  printing,  advertising,  post- 

age3  etc   55,670  96 


Aggregate  expenditures  during  the  year  in  cash   $760,598  71 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $60,272,407  00  $784,874  29 

Written  or  renewed  "during  the  year                                               79,309,884  00  944,559  94 


Total...  SI 39 ,582,292  00   $1,729,434  23 

Deduct  those  expired  and  marked  oft  as  terminated   74,338,861  00       854,839  07 


In  force  at  the  end  of  the  vear  $65,243,430  00     $874,595  16 

Deduct  amount  reinsured   2,923,686  00        41,623  65 


Net  amount  in  force  $62,319,743  00     $832,971  51 


( ieneral  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $2,126,1X0  11 

Total  losses  paid  from  organization  to  date   1,187,311  80 

Total  amount  of  losses  incurred  during  the  year   564,200  88 


Business  in  the  State  <</'  AV/r  Jersey  during  the  year. 

Amount  of  tire  risks  written  ._  ._   $1,140,771)  36 

Amount  of  fire  premiums  received   17,151  95 

Amount  of  losses  incurred  '   5,420  2"» 

Amount  of  losses  paid   7,297  32 
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GUARANTEE  COMPANY  OF  NORTH  AMERICA, 

MONTREAL,  CANADA. 

Incorporated  August  2,  L851.  Commenced  business  April,  1372. 

Sik  Alexander  T.  Galt,  President.  James  Grant,  Secretary. 

Capital  stock  authorized,  $1,000,000. 
Capita]  actually  paid  in,  $300,000. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered  

Loans  on  paid  up  life  policy  


$1,600  00 
400  00 


Stock)  Bonds,  etc.,  Owned  }>y  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                         $214,000  oo  $217,000  oo 

Other  stocks  and  bonds                                                5)5,200  52  105,315  02 

Total  pai  and  market  value  '  $309,200  52      $322,315  02 

Cash  in  the  Company's  principal  office  in  currency   $862  40 

Cash  hclonuiiitf  to  the  (  ompany  deposited  in  hank   £8,600  78 

Total  amount  of  cash  items    

Interest    accrued    on   stocks    owned,    not    included   in  market 

value  

Premiums  in  due  course  of  collection   

I>ill>  receivable,  not  matured,  for  fire,  marine  and  inland  risks  . 


822,315  02 


59,463  18 

2,731  99 

27,882  40 

1,300  00 


Aggregate  ambunt  of  all  actual  available  assets  -      (415,692  59 


II.  LIABIUTIBB. 

F>>sse»  unadjusted,  including  all  reported  and  supposed  losses   #7,101  H5 

Net  amount  of  all  unpaid  losses  and  claims   $7,1(>1  85 

Cnearned  premium-  <»n  ri-k -  running  more  than  one  year   $71,851  42 

Total  unearned  premiums  as  computed  above   71, Sol  42 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   1,74<S  90 

All  Other  demands  against   the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers  2,788  24 

Total  liabilities,  except  capital  and  net  surplus   $83,660  41 

Joint  Mock  capital  paid  up  in  cash     300,000  00 

Surplus  beyond  all  liabilities   32,142  18 

Aggregate  liabilities,  including  paid  up  capital  and  net 

Borpfan   $415,092  59 
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III.  INCOME  DURING  THE  YEAR. 

Guarantee. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $16,227  48 

Net  collected   116,227  48 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   177,477  24 

Total   $193,704  72 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   27,882  40 

Entire  premiums  collected  during  the  year   $165,822  32 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   5,340  58 

Net  cash  actually  received  for  premiums   $160,481  74 

$160,481  74 

Interest  and  dividends  received  from  all  other  sources   10,552  17 

Income  from  all  other  sources,  viz.,  claims  recovered   7,775  58 

Aggregate  income  received  during  the  year  in  cash   $178,809  49 

IV.  EXPENDITURES   DURING  THE  YEAR. 

Paid  for  losses  (Guarantee)   $54,970  90 

Cash  dividends  actually  paid   18,000  00 

Paid  for  commission  and  brokerage   16,575  00 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  30,890  74 

Amount  paid  for  State,  national  and  local  taxes   3,377  61 

All  other  payments,  viz.,  stationery,  printing,  advertising,  post- 
age, etc  *  .  .   43,487  48 

Aggregate  expenditures  during  the  year  in  cash   $167,301  73 


V.  MISCELLANEOUS. 
Risks  and  Premiums. 

( iuarantee 

risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year. ...  $13,623,100  00  $110,512  12 

Written  or  renewed  during  the  year                                                20,251,370  00  177,477  24 

Total                                                                                          $33,874,470  00  $287,980  36 

Deduct  those  expired  and  marked  off  as  terminated                      16,251,815  00  144,286  52 

In  forceat  the  end  of  the  year  $17,622,655  00  $143,702  84 

( reneral  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   1685,768  52 

Total  losses  paid  from  organization  to  date   230,400  74 

Total  amount  of  losses  incurred  during  the  year     62,132  75 

Business  in  ih<'  Sf<ii*  of  New  Jersey  duping  the  year. 

Amount  of  guarantee  risks  written  _'   $23,500  00 

Amount  of  premiums  received    285  00 
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UNITED  STATES  BRANCH  OF  THE  CUARDIAN  FIRE 
AND  LIFE  ASSURANCE  COMPANY. 


LONDON,  ENGLAND. 


II.  E.  Bowers,  Manager. 


No*  54  WILLIAM  STREET,  NEW  YORK  CITY. 


I.  ASSE  TS. 

Stock,  Bonds,  etc.,  Owned,  by  the  Company. 

Par  Market 
value.  value. 
United  States  bonds   $800,000  00     $990,000  00 

990,000  00 

Cash  belonging  to  the  Company  deposited  in  bank   $200,445  72 

Total  amount  of  cash  items   200,445  72 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value  r   8,000  00 

Premiums  in  due  course  of  collection   57,804  35 

Aggregate  amount  of  all  actual  available  assets     $1,256,250  07 


II.  LIABILITIES. 

Lowes  unadjusted,  including  ail  reported  and  supposed  losses   $62,21 1  H 

Net  amount  of  all  unpaid  losses  and  claims     ._    $02,214  56 

Unearned  premiums,  at  ">u  per  cent,  of  premiums  on  fire  risks  un- 

uVr  one  year      §249,281  07 

I'nearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one 

vear   151,92*  04 


Total  unearned  premiums  as  computed  above    __.    401,212  31 

<  bminissions  and  other  charges  due  and  to  become  due  to  agents 

and  brokers,  $10,221. S6  ;  return  premiums,  $311.84   10,533  70 


Total  liabilities    .  .    $473,960  57 

Surplus     782,299  50 


Agnicga^o  liabilities,  including  surplus   $1,256,250  07 
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JIT.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $65,384  93 

Deduct  amount  of  same  not  collected   3,801  46 

Net  collected   $61,583  47 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   832,700  29 

Total   $894,283  76 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   57,804  35 

Entire  premiums  collected  during  the  year   S836,479  41 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   150,966  52 

Net  cash  actually  received  for  premiums   1685,512  89 

$685,512  89 

Interest  and  dividends  received  from  all  other  sources   16,141  73 

Aggregate  income  received  during  the  year  in  cash   $701,654  62 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   #"311,751  30 

Deduct  salvages  and  reinsurances   3,164  28 

Net  amount  paid  for  losses   $308,587  02 

$308,587  02 

Paid  for  commission  and  brokerage   118,400  91 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  57,910  19 

Amount  paid  for  State,  national  and  local  taxes   15,445  71 

All  other  pavments,  viz.,  stationery,  printing,  advertising,  post- 
age, etc   38,196  80 

Aggregate  expenditures  during  the  year  in  cash   $538,540  63 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year_.  $60,560,482  00  $595,511  82 

Written  or  renewed  during  the  year                                               94,720,449  00  832,700  29 

Total  $155,280,931  00  $1,428,212  11 

Deduct  those  expired  and  marked  off  as  terminated                     68,646,550  00  661,857  50 


In  force  at  the  end  of  the  year  $86,634,381  00     $766,354  61 

Deduct  amount  reinsured.   744,699  00         4,671  86 

Net  amount  in  force  $85,889,681  00     $761,683  26 


( ieneral  Interrogatories, 

Total  premiums  received  from  t  lie  organization  of  the  Branch  to  date   $8,818,106  47 

Total  loaaes  paid  from  organization  to  date   1,296,281  14 

Total  amount  of  1ohhc>m  incurred  during  tin' year     _.                                   _  .  886,201  94 


Business  in  the  Slate  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $'2,274,391  50 

Amount  of  tire  premiums  received   l(.>,(.)(i2  38 

Amount  of  losses  incurred   4,390  98 

Amount  of  losses  paid..     4,735  27 
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UNITED  STATES  BRANCH  OF  THE  HAMBURG-BRE- 
MEN FIRE  INSURANCE  COMPANY. 


BAMBUEG,  GERMANY. 
K.  ().  Affeld,  Manager. 
NO.  62  CEDAR  STREET,  NEW  YORK  CITY. 


1.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)  

Value  of  lands  mortgaged   930,000  00 

Buildings  (insured  for  *20,000.00)   50,000  00 

Total  value  of  mortgaged  premises   #80,00;)  00 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds  $547,000  00  £647,16:^  75 

Other  stocks  and  bonds   166,000  00        199,585  00 

Total  par  and  market  value   ££13,000  OW      3346,748  75 


$23,000  00 


846,748  75 


Locum  on.  Stool:  OoUattr  ll*. 

Par  Market  Amount 

value.  value.  loaned. 

$69,000  00       $72,277  50       »60,0()0  00 

Ca>h  belonging  to  the  ( 'ompany  deposited  in  bank    829,266  86 

Total  amount  of  cash  items   .  

Premiums  in  due  course  of  collection   _   

Hills  reoetV&ble, HOI  matured,  for  fire  risks  

Aggregate  amount  of  all  actual  available  aSBPttl  


60,000  00 

29,266  36 
32,090  02 
1,619  11 


$992,724  24 


LL  UAIUIJTIKS. 

I>>s-e>  adjusted  and  unpaid,  due  and  to  become  due    | 

Ix>sse-  unadjusted,  ineluding  all  repented  and  supposed  lo><es  ff>  I,S65  00 

Losses  resisted,  including  interest,  costs  and  expenses  ) 

Total   180,860  00 

I)e<luet  reinsurance  thereon   1,:{00  00 


Net  amount  of  all  unpaid  losses  and  claims     $49,565  00 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $324,974  48 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year                                                                              116,166  34  ( 

Total  unearned  premiums  as  computed  above   441,140  82 

'  Total  liabilities  -   $490,705  82 

Surplus   502,018  42 

•   

Aggregate  liabilities,  including  surplus   $992,724  24 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $29,307  75 

Net  collected   $29,307  75 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit  '.   886,396  30 

Total   $915,704  05 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   33,709  13 

Entire  premiums  collected  during  the  year   $881,994  92 

Deduct  reinsurance,  rebate,  aoatement  and  return  premiums   120,308  20 

Net  cash  actually  received  for  premiums   $761,686  72 

$761,686  72 

Interest  received  on  bonds  and  mortgages   1,150  00 

Interest  and  dividends  received  from  all  other  sources   35,483  07 

Aggregate  income  received  during  the  year  in  cash   $798,319  79 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Paid  for  losses  (fire)—!  -   $514,226  34 

Paid  for  commission  and  brokerage   149,330  70 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  40,039  65 

Amount  paid  for  State,  national  and  local  taxes   15,306  81 

All  other  payments,  viz.,  stationery,  printing,  advertising,  post- 
age, etc   35,089  33 

Aggregate  expenditures  during  the  year  in  cash   $753,992  83 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $57,860,404  00  $689,849  66 

Written  or  renewed  during  the  year                                                79,955,996  00  886,396  30 

Total  $137,816,400  00  $1,576,245  96 

Deduct  those  expired  and  marked  off  as  terminated                     70,247,873  00  729,876  64 

In  force  at  the  end  of  the  year  $67,568,527  00  $846,369  32 

Deduct  amount  reinsured                                                      732,476  00  8,468  83 

Nef  amount  in  force  $66,836,051  00  $807,900  49 


General   I  nterroyatorizs. 
tal  amount  of  losses  incurred  during  the  year  


IB  13,538  34 
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Business  in  thr  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $1,784,092  75 

Amount  of  fire  premiums  received  i   17,470  38 

Amount  of  losses  incurred    _-.   7,743  69 

Amount  of  losses  paid     7,843  69 


UNITED  STATES  BRANCH  OF  THE   IMPERIAL  FIRE 
[NSURANCE  COMPANY. 


LONDON,  ENGLAND. 

R.  D.  A  lliger,  Resident  Manager. 
No.  33  PINE  STREET,  NEW  YORK  CITY. 


I.  ASSETS. 

Ht-.i  1  estate  owned  by  the  Company,  unincumbered 


$250,000  00 


Stork,  Bonds,  etc.,  Chimed  by  the  Company. 


Par 
value. 

Cnited  States  honds     *734,300  00 

Other  stocks  and  bonds   120,266  66 

Certificate  deposit,  Union  Trust  Co.,  New  York   81,226  04 


Market 
value. 
$906414  13 
33,806  6S 
31,226  94 

•i?970,147  75 

I  Wh  in  Cowman  t*i  principal  office  in  currency   $807  77 

Cash  helonging  to  tin-  Company  deposited  in  hank   26,244  09 


Total  par  and  market  value   $885,793  60 


Total  amount  of  cash  items   .  _   

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value  

Premium-  in  due  course  of  eolleetion  

All  other  property,  viz..  rents  due  and  accrued   


Aggregate  amount  of  all  actual  available  assets 


970,147  75 

26,551  86 

395  30 
102,017  96 
3,791  67 

—    $1,352,904  54 


II.   I.I  A  HI  LI  T  I  l>. 

•  adjusted  and  unpaid,  dm-  and  to  In  come  due   $12,52:5  21 

<  unadjusted,  including  all  reported  and  supposed  losses  4S/.02  25 

I»s.H4-.s  r«-sist<-d,  including  interest,  costs  and  expenses  21,715  15 

T*m\  ....  _   MJ00  61 

heduet  r»  itiHiirame  thereon.  _   125  00 


Net  amount  of  all  unpaid  losses  and  claims 

Cnearned  premiums,  at  50  percent,  of  premium*  on  lire  n-K- 

under  one  year   _    $460,229  06 

Cnearned  premiums,  pro  rain,  on  fire  ri*k«  running  more  than 

one  year   _  _.  168,203  99 


Total  unearned  premiums  as  computed  al>ov< 


628,433  05 
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All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers.  16,376  46 

Total  liabilities   $727,585  12 

Surplus   625,319  42 

Aggregate  liabilities,  including  surplus   $1,352,904  54 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of 

last  previous  year  as  shown  by  that  year's  statement   $120,374  89 

Net  collected   $120,374  89 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   1,311,553  *2 

Total  SI  ,431 ,928  71 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date          103,613  92 

Entire  premiums  collected  during  the  year  $1,328,314  79 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums          208,966  80 

Net  cash  actually  received  for  premiums  $1,119,347  99 

$1,119,347  99 

Interest  and  dividend^  received  from  all  other  sources   28,294  71 

Income  from  all  other  sources,  viz.,  rent   22,600  00 

Received  from  home  office   $10,840  67 

Aggregate  income  received  during  the  year  in  cash   $1,170,242  70 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gros3  amount  paid  for  losses   $700,767  51 

Deduct  salvages  and  reinsurances   20,998  63 

Net  amount  paid  for  losses   $679,768  88 

$679,768  88 

Paid  for  commission  and  brokerage   175,748  15 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  104,931  01 

Amount  paid  for  State,  national  and  local  taxes   35,691  16 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   11,109  51 

Returned  to  home  office   $44,301  98 

Aggregate  expenditures  during  the  year  in  cash   $1,007,248  71 


V.  MISCELLANEOUS. 

Rixkx  and  Premiums, 

Fire  risks.  Premiums. 

In  force  on  the  thirty-firHt  day  of  December  of  the  preceding  year. .  966,781,959  oo  6781,989  M 

Written  or  renewed  during  the  year                                            108,908,520  00  1,811,658  82 


Total  8175,690,480  00  $2,093,493  36 

Deduct  those  expired  and  marked  oh"  as  terminated                     78,214,430  00  892,55Q  rrf» 

In  force  at  the  end  of  the  year                                           897,470,043  00  $1,200,949  81 

Deduct  amount  reinsured                                                      1,251,597  00  18,604  87 

Net  amount  in  force                                                      890,224,445  00  81,184,337  94 

1  9 
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General  Interrogate) r u  8. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $10,201,866  23 

Total  looses  paid  from  organisation  to  date   6,864,143  13 

Total  amount  of  losses  ineurred  during  the  year   690,341  50 

BU8VM88  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $831,639  25 

Amount  of  fine  premiums  received   20,433  40 

Amount  of  losses  incurred   23,228  19 

Amount  of  losses  paid    20,978  19 


UNITED  STATES  BRANCH  OF  THE  LANCASHIRE  IN- 
SURANCE COMPANY. 


M  A  NCI  I  ESTER,  ENGLAND. 
Henry  Robertson,  Manager, 
No.  lo  PINE  STREET,  NEW  YORK  CITY. 

L  ASSETS. 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 
United  State*  bonds  81,162,700  00   $1, 36 0,464  12 


$1,360,464  12 

Cash  in  the  Company's  principal  office  in  currency   §201  50 

Cash  belon-in^  to  the  Company  deposited  in  bank'—  ___    .    86,148  27 

Total  amount  of  cash  items   36,349  77 

Premiums  in  due  course  of  collection   '       58,500  73 


A 'j _r. i,  amount  of  all  actual  available  assets    ___    $1,455,314  62 


EL  LIABILITIES. 

L        <  adjusted  and  unpaid,  due  and  to  become  due    $42  9G9  5a 

lyases  unadjusted,  including  all  reported  and  supposed  losses   67/H5  02 

Losses  resisted,  including  interest,  costs  and  expenses   .__  37,330  12 

Total   8147,314  67 

Deduct  reinsurance  thereon      366  66 


Net  amount  of  all  unpaid  losses  and  claims   $147,681  33 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $473,376  10 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   179,035  73 


Total  unearned  premiums  as  computed  above   652,411  83 
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Unearned  premiums  Scottish  Commercial  Insurance  Company   359  34 

Unearned  premiums  Lancashire  consideration  policies  issued  to 

replace  Scottish  Commercial  policies   1,865  57 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, $8,500.00  ;  commissions  and  other  charges  due  and  to 

become  due  to  agents  and  brokers,  $3,000.00   11,500  00 


Total  liabilities   $813,818  07 

Surplus   641,496  55 


Aggregate  liabilities,  including  surplus   $1,455,314  62 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

•Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $52,327  48 


Net  collected   $52,327  - 

Oross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   1,307,241  i 


Total  $1,359,569  34 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   58,500  73 


Entire  premiums  collected  during  the  year  $1,301,068  61 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums          209,612  98 


Net  cash  actually  received  for  premiums  $1,091,455  63 

$1,091,455  63 

Interest  and  dividends  received  from  all  other  sources   59,800  57 


Aggregate  income  received  during  the  year  in  cash   $1,151,316  20 


IV.  EXPENDITURES  DURING  THE  YEAR. 


Amount  paid  for  losses  (all  fire)   $766,483  41 

Paid  for  commission  and  brokerage  ,   167,448  32 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  153,288  17 

Amount  paid  for  state,  national  and  local  taxes   28,152  38 


Aggregate  expenditures  during  the  year  in  cash   $1,115,372  28 


V.  MISCELLANEOUS. 
Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__$l  18,630,529  00  $1,204,086  34 

Written  or  renewed  during  the  year  127,055,734  00  1,307,235  61 

Total  '  5241,580,203  00  $2,561,270  95 

Deduct  those  expired  and  marked  oft*  as  terminated  110,004,505  00  1,240,347  17 

In  force  at  the  end  of  the  year  #121,981,008  00  $1,314,023  78 

Deduct  amount  reinsured                                                      2,728,300  00  25,204  60 


Net  amount  in  force  $119,253,272  00   $1,280,050  18 


General  Interroodories. 


Total  premiums  received  from  the  organization  of  the  Branch  to  date. 

Total  losses  paid  from  organization  to  date  

Total  amount  of  losses  incurred  during  the  year  


$8,861,604  00 
0,006,064  00 
790,573  88 
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Ihutinats  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $2,287,274  00 

Amount  of  fire  premiums  received     20,460  43 

Amount  of  losses  incurred    5,270  58 

Amount  of  losses  paid    4,843  58 


UNITED  STATES  BRANCH  OF  THE  LION  FIRE  IN- 
SURANCE COMPANY. 


LONDON,  ENGLAND. 
M.  Bennett,  Jr.,  Manager. 
No.  223  ASYLUM  STREET,  1 1  ART  FORD,  CONN. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $63,250  00* 

Value  of  lands  mortgaged   $50,000  00 

Buildings  (insured  for  §77,000.00)   80,000  00 

Total  value  of  mortgaged  premises   $180,000  00 

Stock,  Bond*,  etc.  Owned  by  the  Company. 

Par  Market 
value.  value. 
United  States  bonds   1400,000  00     9496,000  00 


496,000  00' 


Loans  OH  Stock  ( 'trilateral*. 

Par  Market  Amount 

value.  value.  loaned. 

S124.S20  00      §102,391  00  8101,700  00 


101,700  00 

Cash  in  the  Company's  principal  office  in  currency   $205  .34 

(  a>h  In-longing  to  the  Company  deposited  in  hank*   57,502  28 

Total  amount  of  cash  items   57,707  62 

Premiums  in  due  course  of  collection   ._.  *_  57,486  56 

All  <»thcr  property,  viz.,  due  from  other  companies  for  reinsurance        27,060  77 


A^LO-e-Mtc  amount  of  all  actual  available  assets  .       $803,204  95 


1 1 .  LIABILITIES. 


adjust**!  and  unpaid,  due  and  to  hecome  due    $8,4-50  00 

unadjusted,  including  all  reported  and  sup|H>scd  losses   29,350  00 

Net  amount  of  all  impaid    losses  and  claims   $37,800  00 
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Unearned,  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $159,151  58 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   31,060  57 

Total  unearned  premiums  as  computed  above   190,212  15 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers--  5,902  40 

Total  liabilities   $233,914  55 

Surplus  -—  569,290  40 

Aggregate  liabilities,  including  surplus   $803,204  95 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $61,785  69 

Add  amount  of  under  estimate   8,237  67 

Net  collected   $70,023  36 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   660,566  26 

Total   $730,589  62 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date         57,486  56 

Entire  premiums  collected  during  the  year   $673,103  06 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums         284,888  60 

Net  cash  actually  received  for  premiums   $388,214  46 

$388,214  46 

Interest  received  on  bonds  and  mortgages   3,028  34 

Interest  and  dividends  received  from  all  other  sources   21,869  04 

Aggregate  income  received  during  the  year  in  cash   $413,111  84 


IV.  EXPENDITURES   DURING  THE  YEAR. 

Amount  paid  for  losses  (all  fire)   $234,677  97 

Paid  for  commission  and  brokerage   57,995  28 

.Salaries  and  other  charges  of  officers,  clerks  and  other  employes.  40,422  24 

Amount  paid  for  State,  national  and  local  taxes   10,114  16 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   22,402  89 

Aggregate  expenditures  during  the  year  in  cash   $365,612  54 


V.  MISCELLANEOUS. 

Risks  and  Premium*. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $34,637,882  00  $.'148,347  46 

Written  or  renewed  during  the  year                                              56,323,406  00  660,566  26 

Total                                                                             190,961,288  00  81,008,918  72 

Deduct  those  expired  and  marked  off  as  terminated                     53,526,485  00  507,012  54 

In  force  at  the  end  of  the  year  $37,434,803  00  8501,901  18 

Deduct  amount  reinsured   __     8,868,320  00  128,031  12 

Net  amount  in  force   —  #28,560,474  00  tt373,870  06 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $1,224,868  84 

Total  losses  paid  from  organization  to  date   626,286  81 

Total  amount  of  losses  incurred  during  the  year   247,816  51 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $185,395  00' 

Amount  of  fire  premiums  received   1,972  6& 

Amount  of  losses  incurred   295  84 

Amount  of  losses  paid   295  84 


UNITED  STATES  BRANCH  OF  THE  LIVERPOOL  AND 
LONDON  AND  GLOBE  INSURANCE  COMPANY. 


LIVERPOOL,  ENGLAND. 
James  E.  Pulsford,  Resident  Manager. 
No.  45  WILLIAM  STREET,  NEW  YORK  CITY, 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $1,145,000  00 

Loans  on  bond  and  mortgage  (first  liens)   1,395,493  24 

Interest  due  and  unpaid  on  bond  and  mortgage  loans,  $11,355.00 ; 

interest  accrued  on  bond  and  mortgage  loans,  $18,266.43;  total  29,621  43- 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  honds  $1,410,000  00  $1,742,380  00 

Other  stocks  and  honds                                              313,000  00  363,025  00 


Total  par  and  market  value  $1,723,000  00   $2,105,405  00 

Cash  belonging  to  the  Company  deposited  in  hanks   $076,569  34 


2,105,405  00 


Total  amount  of  cash  items.  .1   676,569  34 

Interest  due  and    accrued  on    stocks  owned,    not  included  in 

market  value   1,100  CO 

Interest  due  and  accrued  on  collateral  loans   362  78 

Premiums  in  due  course  of  collection   395,067  99 

All  other  property,  viz.,  rents  due  and  accrued,  $2,008.72  j  loans 

on  life  policies,  $1 9,9:25.00  ;  sundries,  $1,406.21;  total   23,339  93 


Aggregate  amount  of  all  actual  available  assets   $5,771,959  71 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $14,645  62 

Losses  unadjusted,  including  all  reported  and  supposed  losses   320,001  41 

Losses  resisted,  including  interest,  costs  and  expenses   52,339  10 

Total   11386,986  13 

Deduct  reinsurance  thereon   60,080  53 

Net  amount  of  all  unpaid  losses  and  claims   $326,905  60 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year  $1,383,169  67 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   974,532  06 

Total  unearned  premiums  as  computed  above   2,357,701  73 

Amount  reclaimable  on  perpetual  fire  policies   318,201  99 

Net  premium  reserve  on  all  other  liabilities   102,708  26 

All  other  demands  against  the  Company,  viz.,  commissions  and 
other  charges  due  and  to  become  due  to  agents  and  brokers, 

$54,633.49  ;  due  for  reinsurance,  $35,297.36  ;  total   89,930  85 

Total  liabilities   $3,195,448  43 

Surplus   2,576,511  28 

Aggregate  liabilities,  including  surplus   $5,771,959  71 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $328,744  01 

Deduct  amount  of  same  not  collected   2,495  89 

Net  collected   $326,248  12 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   4,360,753  77 

Total  $4,687,001  89 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date          398,940  62 

Entire  premiums  collected  during  the  year_  $4,288,061  27 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums          885,042  14 

Net  cash  actually  received  for  premiums  $3,403,019  13 

$3,403,019  13 

Interest  received  on  bonds  and  mortgages   60,863  64 

Interest  and  dividends  received  from  all  other  sources   91,610  60 

Income  from  all  other  sources,  viz.,  rent   50,347  61 

Aggregate  income  received  during  the  year  in  cash   $3,605,840  98 


IV.  EXPENDITURES  DURING  THE  V EAR. 

Fire. 

Gross  amount  paid  for  losses  $2,259,734  81 

Deduct  salvages  and  reinsurances   230,218  68 

Net  amount  paid  for  losses  $2,02!),J>16  18 

$2,029,5  L6  18 

Paid  for  commission  and  brokerage   585,078  29 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  167,322  36 

Amount  paid  for  State,  national  and  local  taxes   57,000  61 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   184,350  29 

Aggregate  expenditures  during  the  year  in  cash   $3,023,276  73 
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V.  MISCELLANEOUS. 
Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-Hi st  day  of  December  of  the  preceding  year.  8471,823,052  00  $4,183,800  76 

Written  or  renewed  during  the  year                                        528,439,136  00  4,360,753  77 


Total  «1 ,000,262,1 88  00    $8,544,054  53 

Deduct  those  expired  and  marked  off  as  terminated   456,440,678  00     3,625,152  28 


In  force  at  the  end  of  the  year  8543,821,510  00   $4,918,902  25 

Deduct  amount  reinsured   45,446,402  00       363,874  12 


Net  amount  in  force  $498,375,108  00   $4,555,028  13 


General  Interrogatories, 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $55,593,914  29 

Total  losses  paid  from  organization  to  date   33,258,443  62 

Total  amount  of  losses  incurred  during  the  year   1,998,987  75 


Business  in  ihe  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written  $19,917,829  00 

Amount  of  fire  premiums  received   160,814  48 

Amount  of  losses  incurred   116,258  45 

Amount  of  losses  paid   111,410  12 


UNITED  STATES  BRANCH  OF  THE  LONDON  AND 
LANCASHIRE  FIRE  INSURANCE  COMPANY. 


LIVERPOOL,  ENGLAND. 

James  Yereance,  Manager. 
No.  46  PINE  STREET,  NEW  YOKK  CITY. 

1.  ASSETS. 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  .Market 

value.  value. 

United  States  bonds                                                  1070,000  00  $074,700  00 

Other  stocks  and  bonds                                            470,000  00  552,725  00 

Total  par  and  market  value  gl, 040,000  00  $1,227,425  00 

11,227,426  00 

Cash  in  the  Company's  principal  office  in  currency   $9,951  20 

Ca.sh  belonging  to  the  Company  deposited  in  bank   48,221  8H 

Total  amount  of  cash  items   58,173  08 

Enteral  due  and  Accrued  OH  stocks  owned,  Dot  included  in  market 

value.  -   8,540  94 

Premiums  in  due  course  of  collection    104,407  86 

Aggregate amount  of  all  actual  available assets   $1,398,546  88 


1883.] 


Foreign  Insurance  Companies. 


297 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $7,866  43 

Losses  unadjusted,  including  all  reported  and  supposed  losses   102,493  08 

Losses  resisted,  including  interest,  costs  and  expenses   9,215  00 

Total   $119,574  51 

Deduct  reinsurance  thereon   500  00 

Net  amount  of  all  unpaid  losse^and  claims   $119,074  51 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $467,306  24 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than  one 

year   254,382  87 

Total  unearned  premiums  as  computed  above   721,689  11 

Amount  reclaimable  on  perpetual  fire  policies   180  00 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   6,006  08 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, $5,304.54  ;  commissions  and  other  charges  due  and  to 
become  due  to  agents  and  brokers,  $18,098.58  ;  return  pre- 
mium, $994.12;  reinsurance,  $1,439.33;  total   25,827  57 

Total  liabilities   $872,777  27 

Surplus   525,769  61 

Aggregate  liabilities,  including  surplus   $1,398,546  88 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $87,461  44 

Deduct  amount  of  same  not  collected   5  76 


Net  collected   $87,454  68 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   1,377,298  31 


Total  $1,464,753  99 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   105,797  44 

Entire  premiums  collected  during  the  year  $1,358,956  55 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   209,886  23 

Net  cash  actually  received  for  premiums  $1,149,070  32 

$1,149,070  32 

Interest  and  dividends  received  from  all  other  sources   38,056  87 


Aggregate  income  received  during  the  year  in  cash   $1,187,127  19 


IV.   EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $805,565  10 

Deduct  salvages  and  reinsurances   25,424  64 

Net  amount  paid  for  losses   $780,140  46 

f780,140  46 

Paid  for  commission  and  brokerage   212,961  45 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes--  55,220  82 

Amount  paid  for  State,  national  and  local  taxes   26,511  (>4 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   68,545  80 


Aggregate  expenditures  during  the  year  in  cash 
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V.  MISCELLANEOUS. 
Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  lorcr  on  the  I  h  irt  J  -1i  rst  day  of  December  of  the  preceding  year.  -$112,841 ,123  00  $1,092,478  12 

Written  or  renewed  during  the  year                                         152,718,852  00  1,377,298  31 


Total   £205,559,975  00  $2,469,776  43 

Deduct  those  expired  and  marked  off  as  terminated                     125,895,819  00  1,043,255  67 

In  force  at  the  end  of  the  year  $139,664,156  00  $1,426,520  76 

Deduct  amount  reinsured  ■_                               4,445,469  00  52,999  87 

Net  amount  in  force  $135,218,687  00  $1,373,520  89 


General  Interroaatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $4,262,882  55 

Total  losses  paid  from  organization  to  date   2,648,207  54 

Total  amount  of  losses  incurred  during  the  year   807,499  49 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $5,609,748  55 

Amount  of  fire  premiums  received   46,412  71 

Amount  of  losses  incurred   6,077  18 

Amount  of  losses  paid   9,314  86 


UNITED  STATES  BRANCH  OF  THE  LONDON  AND 
PROVINCIAL  FIRE  INSURANCE  COMPANY— 
(Limited.) 


LONDON,  ENGLAND. 
John  0.  Mills,  Resident  Manager. 
No.  33  PINE  STREET,  NEW  YORK  CITY. 

L  ASSETS. 

Stock,  Bonds,  etc.,  Owned  by  tlie  Company. 

Par  Market 
Value.  Value. 
United  States  bonds   83:10,000  00      $136,650  00 

$336,650  00 

Cash  belonging  to  the  Company  deposited  in  bank   $133,543  05 

Total  amount  of  cash  items   133,543  05 

Premiums  in  due  course  of  collection   40,455  52 

Aggregate  amount  of  all  actual  available  assets   '$510,648  57 
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II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   £35,444  90 

Losses  unadjusted,  including  all  reported  and  supposed  losses. 32,294  54 

Total   #67,739  44 

Deduct  reinsurance  thereon   7,113  58 

Net  amount  of  all  unpaid  losses  and  claims   $60,625  86 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  un- 
der one  year   $172,153  12 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   56,003  62 

Total  unearned  premiums  as  computed  above   228,156  74 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers-  1,677  13 

Total  liabilities  .   $510,648  57 

Surplus   220,188  84 

Aggregate  liabilities,  including  surplus   510,648  57 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $27,143  67 


Net  collected   $27,143  67 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   567,317  89 


Total   1594,461  56 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   40,455  52 


Entire  premiums  collected  during  the  year   1554,006  04 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums          125,738  24 

Net  cash  actually  received  for  premiums   $428,267  80 

$428,267  80 

Interest  and  dividends  received  from  all  other  sources   9,342  05 


Aggregate  income  received  during  the  year  in  cash   $437,609  85 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $324,565  78 

Deduct  salvages  and  reinsurances   4,707  73 


Net  amount  paid  for  losses   $319,858  05 


$319,858  05 

Paid  for  commission  and  brokerage   53,197  56 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes.  27,235  00 

Amount  paid  for  State,  national  and  local  taxes    13,417  06 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   49,007  08 


Aggregate  expenditures  during  the  year  in  cash   {462,714  75 
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V.  MISCELLANEOUS. 
Risks  arid  Premium*. 

Fire  risks.      Premiums . 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__  $30,748,060  00  $846,103  60 
Written  or  renewed  during  the  year   48,739,837  0  )       567,317  89 


Total  $79,487,897  00      $912,421  49 

Deduct  those  expired  and  marked  off  as  terminated   40,271,004  00      467,2i9  72 


In  force  at  the  end  of  the  year  $39,216,833  00     $445,201  77 

Deduct  amount  reinsured   994,589  00         11,484  88 


Net  amount  in  force  838,222,244  00      $4:>3,716  89 


Genwal  Interrogator ies. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $767,352  30 

Total  losses  paid  from  organization  to  date   415,610  59 

Total  amount  of  losses  incurred  during  the  year   358,105  34 


Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  lire  risks  written   $889,135  00 

Amount  of  tire  premiums  received   10,324  16 

Amount  of  losses  incurred   15,527  13 

Amount  of  losses  paid   12,777  13 
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UNITED  STATES  BRANCH  OF  THE  LONDON  ASSUR- 
SURANCE  CORPORATION. 


LONDON,  ENGLAND. 
Benoni  Lockwood,  Manager. 

No.  88  WALL  STKEET,  NEW  YORK  CITY. 

I.  ASSETS. 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 
United  States  bonds  $1,160,000  00   $1,334,100  00 


$1,334,100  00 

Cash  in  the  Company's  principal  office  in  currency   $607  77 

Cash  belonging  to  the  Company  deposited  in  bank   24,034  48 

Total  amount  of  cash  items   24,642  28 

Interest  due  and  accrued  on  stocks  owned  not  included  in  market 

value.  -  -   4,237  50 

Premiums  in  due  course  of  collection   53,808  62 


Aggregate  amount  of  all  actual  available  assets   $1,416,788  37 


II.  LIABILITIES. 

Net  amount  of  all  unpaid  losses  and  claims   $88,000  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks  under 

one  year   $326,252  48 

Unearned  premiums,;?™  rata,  on  fire  risks  running  more  than  one 

year_    254,200  73 

Total  unearned  premiums  as  computed  above    582,309  51 

All  other  demands  against  the  Company,  viz.,  commissions  and 
other  charges  due  and  to  become  due  to  agents  and  brokers, 

$1,104.39  ;  reinsurance,  etc.,  $738.98  ;  total   1,838  37 

Total  liabilities   $672,147  88 

Surplus   744,640  49 


Aggregate  liabilities,  including  surplus   $1,416,788  37 
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111.    INCOMK    DlRIN(i   THE  YKAK. 


Gross premiums  and  bills  In  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $37,888  06 


Net  collected   137,888  00 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  ■ 

as  shown  in  risk  and  premium  exhibit   1,027,313  20 


Total  $1,065,201  26 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   53,808  62 

Entire  premiums  collected  during  the  year  $1,011,392  64 

Dedud  reinsurance,  rebate,  abatement  "and  return  premiums   220,495  55 

Net  cash  actually  received  for  premiums   $790,897  09 

790,897  09 

Interest  and  dividends  received  from  all  other  sources   52,275  00 


Aggregate  income  received  during  the  year  in  cash   $.S4.'>,172  09 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Amount  paid  for  losses  (all  fire)   $616,967  58 

Paid  for  commission  and  brokerage---   148,009  63 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  36,28-i  27 

Amount  paid  for  State,  national  and  local  taxes   29,109  97 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc   58,281  29 


Aggregate  expenditures  during  the  year  in  cash   $888,652  74 


V.  MISCELLANEOUS. 


Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  dav  of  December  of  the  preceding  year_-8112,829,136  00  $1,144,271  70 

Written  or  renewed  during  the  year  110,104,468  00  1,027,313  20 

Total  $223,023,004  00  $2,171,584  90 

Deduct  those  expired  and  marked  off  as  terminated                    105,631,375  00  1,013,664  43 


In  force  at  the  end  of  the  vear  $117,392,229  00   $1,158,220  47 

Deduct  amount  reinsured   8,134,380  00        29,874  99 


Net  amount  in  force  $109,257,849  00   $1,128,345  48 


Iiu.<iwa.s  in  the  Staff  of  yen- Jersey  during  the  year. 

Amount  of  fire  ri>ks  written   $4,304,056  26 

Amount  of  lire  premiums  received   36,855  08 

Amount  of  losses  incurred   18,350  47 

Amount  of  losses  paid      18,821  00 
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UNITED  STATES  BRANCH  OF  THE  NORTH  BRITISH 
AND  MERCANTILE  INSURANCE  COMPANY. 


LONDON,  ENGLAND. 
Charles  E.  White  and  Samuel  P.  Blagden,  Managers. 
No.  54  WILLIAM  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds  $1,843,000  00  $2,198,388  75 

Other  stocks  and  bonds                                           661,591  47  769,723  00 


$2,968,111  75 


Total  par  and  market  value  $2,504,591  47   $2,968,111  75 

Cash  in  the  Company's  principal  office  in  currency   $410  46 

Cash  belonging  to  the  Company  deposited  in  bank   143,819  77 

Total  amount  of  cash  items   144,230  23 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   33,494  45 

Premiums  in  due  course  of  collection   118,301  00 

All  other  assets   289  45 


Aggregate  amount  of  all  actual  available  assets   $3,264,426  26 


ri.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $43,899  70 

Losses  unadjusted,  including  all  reported  and  supposed  losses   89,217  26 

i  resisted,  including  interest,  costs  and  expenses   31,225  92 


Net  amount  of  all  unpaid  losses  and  claims   $164,342  88 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $654,896  40 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year  I   566,099  67 


Total  unearned  premiums  as  computed  above   1,220,996  07 

Total  liabilities   $1,385,338  95 

Surplus   1,879,087  31 

Aggregate  liabilities,  including  surplus   $3,264,426  26 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

(;mss  premiums  and  hills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $110,490  94 

Net  collected   #110,490  94 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   2,055,812  28 

Total  #2,166,30.'}  22 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   118,301  00 

Entire  premiums  collected  during  the  year  $2,048,002  22 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   360,391  31 

Net  cash  actually  received  for  premiums  #1,687,610  91 

1,687,610  91 

Interest  and  dividends  received  from  all  other  sources   107,050  13 

Aggregate  income  received  during  the  year  in  cash   $1,794,661  04 


IV.  EXPENDITURES   DURING  THE  YEAR. 


Amount  paid  for  losses  (all  fire)   $1,194,284  65 

Paid  for  commission  and  brokerage   244,323  76 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes  119,794  68 

Amount  paid  for  State,  national  and  local  taxes   46,157  79 

All  other  payments,  viz.,  stationery,  printing,  advertising,  post- 
age, etc   125,985  66 


Aggregate  expenditures  during  the  year  in  cash   $1,730,546  54 


V.  MISCELLANEOUS. 
Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  dav  of  December  of  the  preceding  vear__$234,960,356  00  $2,040,053  71 

Written  or  renewed  during  the  year                                               260,018,551  00  2,055,812  28 


Total  #494,978,907  00   $4,095,865  99 

Deduct  those  expired  and  marked  off  as  terminated   243,588,639  00     1,788,786  47 


In  force  at  the  end  of  the  year  $251,390,268  00   $2,307,079  52 


General  Inter roga  tor  fat. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $21,433,386  00 

Total  losses  paid  from  organization  to  date   14,176,152  00 

Total  amount  of  losses  incurred  during  the  year   1,210,098  17 


DtiftMMW  in  the  State  of  Nev:  Jersey  during  the  year. 

Amount  of  fire  risks  written   $3,886,377  00 

Amount  of  fire  premiums  received   33,502  06 

Amount  of  losses  incurred   15,641  70 

Amount  of  losses  paid   14,282  15 
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UNITED  STATES  BRANCH  OF  THE  NORTHERN 
ASSURANCE  COMPANY. 

LONDON,  ENGLAND. 
Henry  H.  Hall,  Manager. 
No.  153  BKOADWAY,  NEW  YORK  CITY. 


I.  ASSETS. 


Stock,  Bonds,  etc..  owned  by  the  Company, 

Par  Market 

value.  value. 

United  States  bonds                                              $687,150  00  $841,830  85 

Other  stocks  and  bonds                                           273,540  00  307,106  50 


$1,148,937  35 


Total  par  and  market  value   $960,690  00   $1,148,937  35 

Cash  in  the  Company's  principal  office  in  currency   $1,605  90 

Cash  belonging  to  the  Company  deposited  in  bank   59,961  75 

Total  amount  of  cash  items   61,567  65 

Premiums  in  due  course  of  collection   85,921  96 


Aggregate  amount  of  all  actual  available  assets   $1,296,426  96 


II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses          $79,481  19 

Losses  resisted,  including  interest,  costs  and  expenses   15,938  39 

Total   $95,419  58 

Deduct  reinsurance  thereon   2,500  00 

Net  amount  of  all  unpaid  losses  and  claims   $92,919  58 

Unearned  premiums,  at  50  percent,  of  premiums  on  fire  risks 

under  one  year  *   $267,431  64 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year  *.   127,414  49 

Total  unearned  premiums  as  computed  above    394,846  L3 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   1,500  00 

All  other  demands  against  the  Company,  vi/..,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers--  14,256  05 


Total  liabilities   $503,521  76 

Surplus   792,905  20 


Aggregate  liabilities,  including  surplus   $1,296,426  96 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $59,827  83 

Deduct  amount  of  same  not  collected!   367  35 

Net  collected   $59,960  48 

;  rose  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   811,404  96 

Total   $870,865  44 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   85,921  96 

Entire  premiums  collected  during  the  year   $784,943  48 

Deducted  reinsurance,  rebate,  abatement  and  return  premiums—    124,518  96 

Net  cash  actually  received  for  premiums   $660,424  52 

$660,424  52 

Interest  and  dividends  received  from  all  other  sources   37,945  30 

Received  from  home  office   $72,916  51 

Aggregate  income  received  during  the  year  in  cash   $698,369  82 

IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $453,361  49 

Deduct  salvages  and  reinsurances   2,052  74 

Net  amount  paid  for  losses   $451,308  75 

$451,308  75 

Paid  for  commission  and  brokerage   100,884  19 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  54,266  53 

Amount  paid  for  State,  national  and  local  taxes--   19,014  84 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc.   59,750  13 

Returned  to  home  office   $66,272  01 

Aggregate  expenditures  during  the  year  in  cash   $685,224  44 

V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirtv-first  dav  of  December  of  the  preceding  year.  $50,686,089  00  $638,791  00 

Written  or  renewed  during  the  year                                                75,964,396  00  811,404  96 

Total  $132,650,48o  00   $1,450,195  96 

Deduct  those  expired  and  marked  off  as  terminated   65,484,991  00       702,392  35 

1  n  force  at  the  end  of  the  year  $67,165,493  00     $747,803  61 

Deduct  amount  reinsured   1,102,17000       10,966  14 

Net  amount  In  force  $66,063,323  OO     $736,837  47 

General  Interrogatories. 

Total  premiums  rec  eived  from  the  organization  of  the  Branch  to  date   $3,740,452  79 

Total  losses  paid  from  organization  to  date   2,160,233  75 

Total  amount  of  losses  incurred  during  the  year   484,527  43 

Kusinr*.*  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  tire  risks  written---   $2,143,668  00 

Amount  of  fire  premiums  received   17,817  19 

Amount  of  losses  incurred   5,661  36 

Amount  of  losses  paid   7,891  06 
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UNITED  STATES  BRANCH  OF  THE  NORTH  GERMAN 
FIRE  INSURANCE  COMPANY. 


HAMBURG,  GERMANY. 
J.  Claussen,  Manager. 
No.  202  BROADWAY,  NEW  YORK  CITY. 

I.  ASSETS. 

Stock,  Bonds,  etc.,  Owned  by  the  Company, 

Par  Market 
value.  value. 
United  States  bonds   $356,000  00     $379,680  00 


€ash  in  the  hands  of  Pacific  Coast  Department   $22,870  96 

Cash  belonging  to  the  Company  deposited  in  banks   21,163  86 


$379,680  00 


Total  amount  of  cash  items   44,034  82 

Premiums  in  due  course  of  collection   16,659  29 

All  other  property,  viz.,  due  from  other  Companies  for  reinsur- 
ance  1,163  68 


Aggregate  amount  of  all  actual  available  assets   $441,537  79 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $6,641  00 

Losses  unadjusted,  including  all  reported  and  supposed  losses   18,774  00 


Total-..   $25,415  00 

Deduct  reinsurance  thereon   8.023  00 


Net  amount  of  all  unpaid  losses  and  claims   $22,392  00 

Unearned  premiums,  at  50  percent,  of  premiums  on  fire  risks 

under  one  year   $128,284  5  ) 

Unearned  premiums,  />n>  /•//./</,  <ui  lire  ri>l^  running  more  than 

one  year   28,368  82 


Total  unearned  premiums  as  computed  above   156,653  32 


Total  liabilities     $179,045  32 

Surplus     262,492  47 


Aggregate  liabilities,  including  surplus     1441,537  79 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $17,772  91 

Net  collected   M 7,772  91 

Gross  premiums  on  risks  written  and  renewed  duringthe  year,as 

shown  in  risk  and  premium  exhibit   388,554  05 

Total   $406,326  96 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   16,659  29 

Entire  premiums  collected  during  the  year   $389,667  67 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   89,812  46 

Net  cash  actually  received  for  premiums   ."$299,855  21 

$299,855  21 

Interest  received  on  bonds-   11,030  62 

Aggregate  income  received  during  the  year  in  cash   $310,885  83- 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $247,648  12 

Deduct  salvages  and  reinsurances   41,103  28 

Net  amount  paid  for  losses   $206,544  84 

$206,544  84 

Paid  for  commission  and  brokerage   59,480  81 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  16,066  46 

Amount  paid  for  State,  national  and  local  taxes   7,253  74 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc    18,071  78 

Aggregate  expenditures  during  the  year  in  cash   $307,417  63 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  31st  day  of  December  of  the  preceding  year  $20,85^,567  00  1267,667  09 

Written  or  renewed  during  the  year                                                30,046,952  00  388,554  05 

Total  $50,905,519  00  9666,221  14 

Deduct  those  expired  and  marked  off  as  terminated                     24,727,638  00  307,035  25 

In  force  at  the  end  of  the  vear  $26,177,881  00  $349,185  89 

Deduct  amount  reinsured                                                      2,536,131  00  41,360  47 

Net  amount  in  force  $23,641,750  00  $307,S25  42 


General  In  terroga  tories. 

Total  premiums  received  from  the  organization  of  the  Company  to  date   $1,635,699  84 

Total  losses  paid  from  organization  to  date   1,070,728  73 

Total  amount  of  losses  incurred  duringthe  year   218,779  22 

liusinrss  in  the  State  <>j  Sew  .Jersey  during  the  yeur. 

Amount  of  tire  risks  written   $595,786  27 

Amount  of  fire  premiums  received   5,655  24 

Amount  of  losses  incurred   2,677  53 

Amount  of  losses  paid     1,552  53- 
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UNITED  STATES  BRANCH  OF  THE  NORWICH 
UNION  FIRE  INSURANCE  SOCIETY. 


NOKWICH,  ENGLAND. 


Charles  P.  Frame  and  J.  Montgomery  Hare,  Managers. 


No.  67  WALL  STKEET,  NEW  YORK  CITY. 


I.  ASSETS. 

| 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                              $545,000  00  #675,800  00 

New  York  City  bonds  1    162,000  00  202,738  75 


$707, 000  00      $878,538  75 


$878,538  75 

Cash  in  the  Company's  principal  office  in  currency   11,330  77 

•Cash  belonging  to  the  Company  deposited  in  bank   220,031  20 


Total  amount  of  cash  items   221,361  97 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   1,481  67 

Premiums  in  due  course  of  collection   22,713  62 

All  other  property,  viz.,  due  from  other  Companies  for  reinsurance  975  60 


Aggregate  amount  of  all  actual  available  assets   $1,125,071  61 


II.  LIABILITIES. 

Net  amount  of  all  unpaid  losses  and  claims   $72,0l>x  (>'.) 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  tire  risks 

under  one  year   $294,736  80 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   125,932  48 


Total  unearned  premiums  as  computed  above              —  420,669  28 

♦Salaries  and  other  miscellaneous  expenses  due  and  accrued   1,000  00 

Total  liabilities   $493,737  37 

Surplus   631,334  24 

Aggregate  liabilities,  including  surplus   $1,125,071  61 
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III.  INCOME   DURING    THE  YEAB. 

Fire. 

dross  premiums  and  bills  In  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $17,755  95 

Net  collected   $17,755  95 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   890,479  02 

Total   5908,234  97 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   22,713  62 

Entire  premiums  collected  during  the  year   $885,521  35 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   169,960  84 

Net  cash  actually  received  for  premiums   $715,560  51 

$715,560  51 

Interest  and  dividends  received  from  all  other  sources   34,211  64 

Aggregate  income  received  during  the  year  in  cash   $749,772  15 


IV.  EXPENDITURES  DURING  THE  YEAR. 

*t  Fire. 

Gross  amount  paid  for  losses   $450,555  34 

Deduct  salvages  and  reinsurances   40,537  36 

Net  amount  paid  for  losses   $410,017  98 

$410,017  98 

Paid  for  commission  and  brokerage   119,217  61 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  60,145  90 

Amount  paid  for  State,  national  and  local  taxes   12,665  70 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  -   54,008  39 

Aggregate  expenditures  during  the  year  in  cash   $656,055  58 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums, 

In  force  OB  the  thirtv-first  dav  of  December  of  the  preceding  year__  §62,751,741  00  $556,539  42 

Written  or  renewed  during  the  year                                                98,095,723  00  890,479  02 

Total  $160,847,464  00  $1,447,018  44 

Deduct  those  expired  and  marked  off"  as  terminated                     73,105,813  00  600,016  55 

In  force  at  the  end  of  the  vear  $87,741,651  00  $847,001  89 

Deduct  amount  reinsured                                                    6,708,614  00  53,185  94 

Net  amount  in  force                                                      £81,033,037  00  $793,815  95 


General  Interrogatories. 

Total  premiums  received  from  the  Organisation  of  the  Company  to  date   $2,150,699  19 

Total  fosses  paid  from  organ izat  i<>n  to  date   1,074,956  52 

Total  amount  of  losses  incurred  during  the  year    404,942  00 


Kuxirwx.*  in  the  State  of  Xew  Jersey  during  the  ye/ir. 

Amount  of  lire  risks  written   $2,155,643  00 

Amount  of  fire  premiums  received   18,522  17 

Amount  of  losses  incurred   7,582  82 

Amount  of  losses  paid   7,582  82. 
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UNITED  STATES  BRANCH  OF  THE  PH(ENIX  ASSUR- 
ANCE COMPANY. 


LONDON,  ENGLAND. 
A.  D.  Irving,  Manager. 
No.  67  WALL  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Stock,  Bonds,  etc.,  Oicned  by  the  Company. 

Par  Market 
value.  value. 
United  States  bonds  $1,061,000  00   11,292,017  50 


$1,292,017  50 

Cash  belonging  to  the  Company  deposited  in  bank   $141,369  47 

Total  amount  of  cash  items   141,369  47 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

•    value   8,280  00 

Premiums  in  due  course  of  collection   81,332  03 


Aggregate  amount  of  all  actual  available  assets   $1,522,999  00 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $38,299  00 

Losses  unadjusted,  including  all  reported  and  supposed  losses   167,096  00 

Losses  resisted,  including  interest,  costs  and  expenses   2,000  00 

Total   $207,395  00 

Deduct  reinsurance  thereon   27,127  00 


Net  amount  of  all  unpaid  losses  and  claims   $180,268  00 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $512,671  41 

Unearned  premiums, pro  rcUa,  on  fire  risks  running  more  than 

one  year  i   279,384  40 


Total  unearned  premiums  as  computed  above   792,055  81 


Total  liabilities   $972,323  81 

Surplus   ...        550,675  19 


Aggregate  liabilities,  including  surplus   $1,522,999  00 
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III.  INCOME  DURING    THE  YEAR. 

Fire. 

<  J h>ss  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $73,099  33 

Net  collected   873,099  33 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   1,518,527  40 

Total  $1,591,026  73 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   81,332  03 

Entire  premiums  collected  during  the  year  $1,510,294  70 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   309,863  36 

Net  cash  actually  received  for  premiums  $1,200,431  34 

$1,200,431  34 

Interest  and  dividends  received  from  all  other  sources   42,423  75 

Aggregate  income  received  during  the  year  in  cash   $1,242,855  09 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses   $780,608  81 

Deduct  salvages  and  reinsurances   68,190  06 

Net  amount  paid  for  losses   $712,418  75 

$712,418  75 

Paid  for  commission  and  brokerage   179,431  58 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes.  59,066  36 

Amount  paid  for  State,  national  and  local  taxes   31,688  48 

AH  <»iher  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc.   96,520  44 

Aggregate  expenditures  during  the  year  in  cash    $1,079,125  61 


V,  MISCELLANEOUS. 
Ri8ks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  year__$118,998,9S5  00  $1,116,044  65 

Written  or  renewed  during  the  year                                                 175,297,980  00  1,518,527  40 

Total  $294,296,966  00  $2,634,572  05 

Deduct  those  expired  and  marked  oft*  as  terminated                      127,223,950  00  1,070,793  86 

In  force  at  the  end  of  the  year  $167,073,015  00  $1,563,778  19 

Deduct  amount  reinsured"                                                    10,188,058  00  83,583  93 

Net  amount  in  force  9156,884,807  00  $1,480,194  26 


f reiwral  fntereot/afories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $3,317,703  34 

Total  loss«'<  paid  from  organization  to  dat<-      1,903,750  75 

Total  amount  of  losses  incurred  during  the  year   780,440  75 


■   SlIfMMH  in  the  Statf  of  New  Jersey  Juriiaj  the  year. 

Amount  of  tire  risks  written   $2,487,417  90 

Amount  of  tire  premiums  received   31,098  30 

Amount  of  losses  incurred   10,681  00 

A  mount  of  losses  paid  _•_   5,088  79 
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UNITED  STATES  BRANCH  OF  THE  QUEEN  INSUR- 
ANCE COMPANY. 


LIVERPOOL,  ENGLAND. 

James  A.  MacDonald,  Manager. 

Nos.  37  AND  39  WALL  STREET,  NEW  YORK  CITY. 
\  • 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $354,260  30 

Stock,  Bonds,  etc.,  Oivned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds   8856,300  00  $1,053,181  63 

Other  Stocks  and  bonds   130,000  00       169,139  39 


Total  par  and  market  value   $986,300  00   $1,222,321  02 


1,222,321  02 

Cash  in  the  Company's  principal  office  in  currency   $323  94 

Cash  belonging  to  the  Company  deposited  in  bank   124,171  39 

Total  amount  of  cash  items   124,495  33 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value.   3,733  33 

Premiums  in  due  course  of  collection    15,584  93 

All  other  property,  viz.,  rents  due  and  accrued,  $6,743.46  ;  due 

from  other  companies  for  reinsurance,  $1,764.49   8,507  95 

Aggregate  amount  of  all  actual  available  assets   $1,728,902  86 


II.  LIABILITIES. 


Losses  adjusted  and  unpaid,  due  and  to  become  due  )  ftl20  2r0  77 

Losses  unadjusted,  including  all  reported  and  supposed  losses__  J  *     '  ' 

Losses  resisted,  including  interest,  costs  and  expenses   12,775  00 

Total   133,025  77 

Deduct  reinsurance  thereon   5,703  15 


Net  amount  of  all  unpaid  losses  and  claims   (127,322  <>U 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $485,616  46 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year___    348,994  10 


Total  unearned  premiums  as  computed  above   834,610  58 

All  other  demands  against  the  Company,  viz.,  commissions  and 
other  charges  due  and  to  become  due  to  agents  and  brokers, 

$2,882.72;  miscellaneous  items,  $733.98  ;  total   3,616  70 


Total  liabilities   $965,549  90 

Surplus   763,352  9<> 


Aggregate  liabilities,  including  surplus   $1,728,902  8<» 
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III.   INCOME   DURING  THE  YEAH. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $17,545  54 

Net  collected   $17,545  54 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   1,039,830  34 

Total  $1,657,375  88 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   15,584  93 

Entire  premiums  collected  during  the  year  $1,041,790  95 

Deduct  reinsurance1,  rebate,  abatement  and  return  premiums          416,089  61 

Net  cash  actually  received  for  premiums  $1,225,701  34 

$1,225,701  34 

Interest  and  dividends  received  from  all  other  sources   44,335  77 

Income  from  all  other  sources,  viz.,  rent    24,536  80 

Aggregate  income  received  during  the  year  in  cash   $1,294,573  91 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses  $1,040,428  93 

Deduct  salvages  and  reinsurances   125,281  55 

Net  amount  paid  for  losses   $921,147  38 

$921,147  38 

Paid  for  commission  and  brokerage   168,360  44 

Salaries,  and  other  charges  of  officers,  clerks  and  other  employes  75,654  80 

Amount  paid  for  State,  national  and  local  taxes   36,388  54 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  .   77,338  14 

Aggregate  expenditures  during  the  year  in  cash   $1,278,889  30 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  dav  of  December  of  the  preceding  vear__S135,51 1,125  00  $1,473,947  90 

Written  or  renewed 'during  the  year                                              158,041, SGI  00  1,039,830  34 

Total  $293,652,986  00  §3,1 13,778  24 

Deduct  those  expired  and  marked  off  as  terminated  135,839,822  00  1,390,710  19 

In  force  at  the  end  of  the  year  $157,713,164  00  $1,723,008  05 

Deduct  amount  reinsured                                                     11,052,941  00  130,529  00 

Net  amount  in  force  $146,660,228  00  Si, 580,538  45 

General  Interrogatories. 

Total  premium*  received  from  tlx-  organization  of  the  Branch  todate   £14,008,125  00 

Total  losses  paid  from  organization  to  date    8,990,998  00 

Total  amount  of  losses  incurred  during  the  year   909,535  80 

Business  in  the  State  of  Xeu;  Jrrsei/  during  the  year. 

Amount  of  fire  risks  written   $4,272,677  00 

Amount  of  tire  premiums  received.   48,254  39 

Amount  of  losses  incurred   17,433  40 

Amount  of  losses  paid   14,468  40 
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UNITED  STATES  BRANCH  OF  THE  ROYAL  INSUR- 
ANCE COMPANY. 


LIVERPOOL,  ENGLAND. 
E.  F.  Beddall,  Manager. 
No.  50  WALL  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Real  estate  owned  by  the  Company,  unincumbered   $1,115,649  42 

Stocky  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds  $1,760,000  00   $2,331,873  75  • 


Cash  in  the  Company's  principal  office  in  currency   $6,713  25 

Cash  belonging  to  the  Company  deposited  in  bank   443,495  69 


$2,331,873  75 


Total  amount  of  cash  items   450,208  94 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   48,100  00 

Premiums  in  due  course  of  collection   238.281  02 

All  other  property,  viz.,  rents  due  and  accrued,  $250.00;  other  as- 
sets, $3,316.67  ;  total   3,566  67 


Aggregate  amount  of  all  actual  available  assets   $4,187,679  80 


IT.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $14,028  64 

Losses  unadjusted,  including  all  reported  and  supposed  losses   223,246  70 

Losses  resisted,  including  interest,  costs  and  expenses   9,750  00 

Total   $247,025  34 

Deduct  reinsurance  thereon   48,303  52 

Net  amount  of  all  unpaid  losses  and  claims   $198,721  82 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $961,804  36 

Unearned  premiums,  pro  rata,  on  fire  risks  running  more  than 

one  year   832,822  11 

Total  unearned  premiums  as  computed  above   $1,794,626  47 

Amount  reclaimable  on  perpetual  fire  policies   60,784  91 

Net  premium  reserve  and  all  other  Liabilities  Under  the  life  insur- 
ance or  any  other  special  department   137,350  00 

Salaries  and  other  miscellaneous  expenses  due  and  accrued   774  54 

All  other  demands  against  the  Company,  viz.,  taxes  and  assess- 
ments, $13,757.97  ;  commissions  and  other  charges  due  and  to 
become  due  to  agents  and  brokers,  $46,5 14.57  ;  return  pre- 
mium, $4,388.46  ;  reinsurance  due,  $35,885.21  ;  total   100,546  21 

Total  liabilities   $2,292,803  95 
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Surplus   $1,894,875  85 

Aggregate  liabilities,  including  surplus    $4,187,679  80 


IH.  INCOME  DURING  THE  YEAR. 

Fire. 


Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement  '  $232,431  44 

Deduct  amount  of  same  not  collected   957  16 


Net  collected   $231,474  28 

Gross  premiums  on  risks  written  and  renewed  during  the  year, as 

shown  in  risk  and  premium  exhibit   3,072,447  96 

Total  $3,303,922  24 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date          251,450  17 

Entire  premiums  collected  during  the  year  $3,052,472  07 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums          582,406  09 

Net  cash  actually  received  for  premiums  $2,470,065  98 

$2,470,005  98 

Interest  and  dividends  received  from  all  other  sources   107,743  90 

Income  from  all  other  sources,  viz.,  rent   31,521  49 

Received  from  Home  office   $271,432  15 

Aggr4£ate  income  received  during  the  year  in  cash   $2,609,331  37 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire. 

Gross  amount  paid  for  losses  $1,647,872  55 

Deduct  salvages  and  reinsurances   194,976  62 

Net  amount  paid  for  losses  $1,452,895  93 

$1,452,895  93 

Paid  for  commission  and  brokerage   475,171  24 

Salaries  and  other  charges  of  officers,  clerks,  and  other  employes  133,937  57 

Amount  paid  for  State,  national  and  local  taxes   55,794  73 

All  other  payments,  viz.,  stationery,  printing,  advertising,  pos- 
tage, etc  -   118,488  02 

Returned  to  Home  office   $14,41151 

Aggregate  expenditures  during  the  year  in  cash   $2,236,287  49 


V.  MISCELLANEOUS. 
Risks  and  Premiums. 

Fire  risks.  Premiums, 

In  force  on  the  thirtv-first  dav  of  December  of  the  preceding  year__$31 9,177,187  00  $3,037,180  06 

Written  or  renewed  during  the  year                                                369,691,200  00  3,072,447  96 

Total  $688,868^88  00  $6,109,628  02 

Deduct  those  expired  and  marked  off  as  terminated                     802,424,406  00  2,466,886  66 

In  force  at  the  end  of  the  vear  1886,448,981  00  $3,642,741  36 

Deduct  amount  reinsured                                                     28,855,702  00  214,938  06 


Net  amount  in  force  $357,588,27*  00    $3,427,803  30 


( leneraJ.  InUirrofjatorie.*. 
Total  amount  of  losses  incurred  during  the  year  


$1,416,372  19 
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Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $5,065,216  00 

Amount  of  fire  premiums  received   60,918  31 

Amount  of  losses  incurred   26,266  59 

Amount  of  losses  paid   25,048  52 


UNITED  STATES  BRANCH  OF  THE  SCOTTISH  UNION 
AND  NATIONAL  INSURANCE  COMPANY. 


EDINBUKGH,  SCOTLAND. 

M.  Bennett,  Jr.,  Manager. 
No.  223  ASYLUM  STKEET,  HAKTFORD,  CONN. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $304,000  00 

Value  of  lands  mortgaged   $329,000  00 

Buildings  (insured  for  $311,200.00)   345,000  00 

Total  value  of  mortgaged  premises   #674,000  00 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 

value.  value. 

United  States  bonds                                               $405,000  00  $502,200  00 

Other  stocks  and  bonds                                           111,185  00  122,673  00 


Total  par  and  market  value   $516,185  00     $624,873  00 


624,873  00 


Cash  in  the  Company's  principal  office  in  currency   $12,822  28 

Cash  belonging  to  the  Company  deposited  in  bank   75,101  32 

Total  amount  of  cash  items   87,923  '60 

Premiums  in  due  course  of  collection   56,720  53 

All  other  property,  viz.,  due  from  other  companies  for  reinsurance  5,973  62 


Aggregate  amount  of  all  actual  available  assets   $1,079,490  75 


II.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   87,444  00 

Losses  unadjusted,  including  all  reported  and  supposed  losses   30,000  00 


Net  amount  of  all  unpaid  losses  and  claims 


$37,444  00 
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Unearned  premiums,  al  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   £168,052  24 

Unearned  premiums,  pro  rata,  on  lire  risks  running  more  than 

one  year   47,997  40 

Total  unearned  premiums  as  computed  above   $216,049  64 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers.  7,600  00 

Total  liabilities   $261,093  64 

Surplus   818,397  11 

Aggregate  liabilities,  including  surplus   $1,079,490  75 


III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $45,386  40 

Deduct  amount  of  same  not  collected   8,524  69 

Net  collected   $53,911  09 

Gross  premiums  on  risks  written  and  renewed  during  the  year, 

as  shown  in  risk  and  premium  exhibit   724,491  52 

Total   $778,402  61 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   53,720  53 

Entire  premiums  collected  during  the  year   $721,682  08 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums          344,')62  13 

Net  cash  actually  received  for  premiums   £377,619  95 

$377,619  95 

Interest  received  on  bonds  and  mortgages   14,600  00 

Interest  and  dividends  received  from  all  other  sources   23,844  96 

Aggregate  income  received  during  the  year  in  cash   $416,064  97 


IV.    EXPENDITURES  DURING  THE  YEAR. 

?set  amount  paid  for  losses,  all  fire   $281,717  25 

Paid  for  commission  and  brokerage   55,563  00 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes.-  21,242  49 

Amount  paid  for  State,  national  and  local  taxes     10,782  49 

All  other  pavments,  viz.,  Stationery,  printing,  advertising,  pos- 
tage, etc/.   21,448  07 

Aggregate  expenditures  during  the  year  in  cash   $390,753  30 


V.  MISCELLANEOUS. 

Risks  and  Premwims, 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  dav  of  December  of  the  preceding  vear__  134,790,256  00  $852,887  91 

Written  or  renewed  duringthe  year                                                  67,076,898  00  724,491  52 

Total   «101,s67,154  00  $1,077,379  43 

Deduct  those  expired  and  marked  oft  as  terminated                     51,954,306  00  479,861  64 

In  force  at  the  end  of  the  vear                                           149,912,848  00  1597,517  79 

Deduct  amount  reinsured                                                     13,503,245  00  181,958  80 

Net  amount  in  force  « 36,409,603  00  $415,558  99 
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General  Interrogatories. 

Total  premiums  received  from  the  organization  of  the  Branch  to  date   $1,154,806  61 

Total  losses  paid  from  organization  to  date   637,060  43 

Total  amount  of  losses  incurred  during  the  year   283,340  82 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $80,588  00 

Amount  of  fire  premiums  received   926  77 

Amount  of  losses  incurred   9  76 

Amount  of  losses  paid   9  76 


UNITED  STATES  BEANCH  OF  THE  SUN  FIRE 
OFFICE. 


LONDON,  ENGLAND. 
U.  S.  Gilbert,  Resident  Manager. 
WATERTOWN,  N.  Y. 

I.  ASSETS. 

Loans  on  bond  and  mortgage  (first  liens)   $447,500  00 

Interest  accrued  on  bond  and  mortgage  loans   3,427  09 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 
United  States  bonds   #620,000  00     8687,212  50 


687,212  50 

Cash  in  the  Company's  principal  office  in  currency   3*5,149  31 

Cash  belonging  to  the  Company  deposited  in  bank   169,173  51 

Total  amount  of  cash  items   174,322  82 

Interest  due  and  accrued  on  stocks  owned,  not  included  in  market 

value   2,825  00 

Interest  accrued  on  deposits   612  81 

Premiums  in  due  course  of  collection   146,849  07 

Bills  receivable,  not  matured,  for  fire  risks   13,034  39 


Aggregate  amount  of  all  actual  available  assets   $1,475,783  68 


11.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due   $19,730  53 

Losses  unadjusted,  including  all  reported  and  supposed  losses   88,150  47 

Losses  resisted,  including  interest,  costs  and  expenses   9,277  00 


Net  amount  of  all  unpaid  losses  and  claims 


$117,158  00 
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Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $298,036  88 

Unearned  premiums, pro  rata,  on  fire  risks  running  more  than 

one  year   558,446  14 

Total  unearned  premiums  as  computed  above   $8o0,483  02 

Total  liabilities   $973,641  02 

Surplus    502,142  66 

Aggregate  liabilities,  including  surplus   $1,475,783  68 


III.  INCOME  DURING  THE  YEAR, 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $89,175  56 

Net  collected   $89,175  56 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk'and  premium  exhibit   1,304,525  79 

Total  $1,393,701  35 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   159,883  46 

Entire  premiums  collected  during  the  year  $1,233,817  89 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   155,207  96 

Net  cash  actually  received  for  premiums  $1,078,609  93 

$1,078,609  93 

Interest  received  on  bonds  and  mortgages   8,468  88 

Interest  and  dividends  received  from  all  other  sources   27,741  78 

Received  from  home  office   $100,000  00 

Aggregate  income  received  during  the  year  in  cash   (1,114,820  59 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Net  amount  paid  for  losses  (all  fire)   $620,994  52 

Paid  for  commission  and  brokerage   211,120  92 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes.  73,040  81 

Amount  paid  for  State,  national  and  local  taxes   25,256  25 

All  other  pavments,  viz.,  stationery,  printing,  advertising,  post- 
age, etc  .   102,691  78 

Aggregate  expenditures  during  the  year  in  cash   $1,033,104  28 


v.  MISCELLANEOUS. 


Risks  a  ikI  fVfviucwat. 

Tire  risks.  Premiums. 

In  force  OB  the  thirty-first  day  of  December  of  the  preceding  year. -8189,276,128  00  51,355,857  83 

Written  or  renewed  duripg  the  year  _*  190,411,670  00  1,904*029  7!) 


Total  5209,087,798  00    $2,660,383  62 

Deduct  those  expired  and  marked  oft  as  terminated   109,024,048  09     1,106,450  98 


In  force  at  the  end  of  the  year  §160,663,750  00   51,551,927  64 

Deduct  amount  reinsured   877.553  00  7,057  42 


Net  amount  in  force  $159,786,197  00   51,554,870  22 
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General  Interrogatories. 

Total  amount  of  losses  incurred  during  the  year   $655,206  00 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written---   $1,257,847  45 

Amount  of  fire  premiums  received   12,616  21 

Amount  of  losses  incurred   9,042  10 

Amount  of  losses  paid   8,083^53 


UNITED  STATES  BRANCH  OF  THE  TRANSATLANTIC 
FIRE  INSURANCE  COMPANY. 


HAMBURG,  GERMANY. 
E.  Harbers,  Manager. 
No.  62  LIBERTY  STREET,  NEW  YORK  CITY. 

I.  ASSETS. 

Stock,  Bonds,  etc.,  Owned  by  the  Company. 

Par  Market 
value.  value. 
United  States  bonds   $375,000  00      $455,703  61 


Cash  belonging  to  the  Company  deposited  in  bank   $17,682  ! 


455,703  61 


Total  amount  of  cash  items.--   17,682  99 

Premiums  in  due  course  of  collection   20,847  68 

Aggregate  amount  of  all  actual  available  assets   $494,234  28 

II.  LIABILITIES. 

Losses  unadjusted,  including  all  reported  and  supposed  losses          $27,423  65 

Losses  resisted,  including  interest,  costs  and  expenses   2,500  00 

Net  amount  of  all  unpaid  losses  and  claims   $29,923  65 

Unearned  premiums,  at  50  per  cent,  of  premiums  on  fire  risks 

under  one  year   $116,457  64 

Unearned  premiuiuw,  pro  rata,  on  tire  risks  running  more  than 

one  year_    19,268  84 

Total  unearned  premiums  as  computed  above   135,726  48 


Total  liabilities   $165,650  13 

Surplus     328,584  15 


Aggregate  liabilities,  including  surplus   $494,234  28 

21 
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III.  INCOME  DURING  THE  YEAR. 

Fire. 

Gross  premiums  and  bills  in  course  of  collection  at  close  of  last 

previous  year,  as  shown  by  that  year's  statement   $19,194  09 

Net  collected   $19,194  09 

Gross  premiums  on  risks  written  and  renewed  during  the  year,  as 

shown  in  risk  and  premium  exhibit   285,744  55 

Total   $304,9.38  G4 

Deduct  premiums  and  bills  in  course  of  collection  at  this  date   21,177  78 

Entire  premiums  collected  during  the  year   $283,760  86 

Deduct  reinsurance,  rebate,  abatement  and  return  premiums   33,587  66 

Net  cash  actually  received  for  premiums   $250,173  20 

$250,173  20 

Interest  and  dividends  received  from  all  other  sources   14,735  28 


Aggregate  income  received  during  the  year  in  cash   $264,908  48 


IV.  EXPENDITURES   DURING  THE  YEAR. 


Net  amount  paid  for  losses,  all  fire   $146,950  35 

Paid  for  commission  and  brokerage   52,768  49 

Salaries  and  other  charges  of  officers,  clerks  and  other  employes-  12,488  53 

Amount  paid  for  State,  national  and  local  taxes. _:   4,934  68 

All  other  payments,,  viz.,  stationery,  printing,  advertising,  post- 
age, etc   19,153  45 


Aggregate  expenditures  during  the  year  in  cash   $236,295  50 


I 


V.  MISCELLANEOUS. 


Risks  and  Premiums. 

Fire  risks.  Premiums. 

In  force  on  the  thirty-first  day  of  December  of  the  preceding  vear__  $21,679,530  00  $249,080  11 

Written  or  renewed  during  the  year                                                23,605,879  00  285,744  55 

Total  $45,285,409  00  $534,824  66 

Deduct  those  expired  and  marked  of!'  as  terminated                     22.973,569  00  265,679  03 


In  force  at  the  end  of  the  vear  $22,311,840  00     $269,145  63 


Busin^M  in  the  Stnte  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $1,253,915  00 

Amount  of  fire  premiums  received    11,168  26 

Amount  of  losses  incurred   4,302  61 

Amount  of  losses  paid       6,600  05 
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UNITED  STATES  BRANCH  OF  THE  WESTERN  AS- 
SURANCE COMPANY. 


TOKONTO,  CANADA. 


J.  J.  Kenny,  Managing  Director. 


I.  ASSETS. 


Stock,  Bonds,  etc.,  Oivned  by  the  Company. 

Par  Market 
value.  value. 

United  States  bonds  $476,000  00  $563,240  00 

Other  stocks  and  bonds   60,000  00        73,200  00 


Total  par  and  market  value   $536,000  00     $636,440  00 


$636,440  00 


Cash  belonging  to  the  Company  deposited  in  bank  $180,870  86 

Cash  deposited  with  Mississippi  State  Treasurer   15,000  00 

Total  amount  of  cash  items   195,870  86 

Premiums  in  due  course  of  collection    102,206  76 

Aggregate  amount  of  all  actual  available  assets   $934,517  62 


TI.  LIABILITIES. 

Losses  adjusted  and  unpaid,  due  and  to  become  due  )     ^  47l)  7^ 

Losses  unadjusted,  including  all  reported  and  supposed  losses-.  J     *   '  ' 
Losses  resisted,  including  interest,  costs  and  expenses   4,750  00 

Total  1   $9.3/229  75 

Deduct  reinsurance  thereon   £  5,083  52 

Net  amount  of  all  unpaid  losses  and  claims   $8S,14(>  23 

Unearned  premiums,  ;it  50  per  cent,  of  premiums  on  lire  risks  un- 
der one  year   $356,1134  75 

Unearned  premiums,  pro  rafa,  on  fire  risks  running  more  than  one 

year     98,968  6G 

Unearned  premiums,  ;tt  f>0  per  cent,  on  inland  navigation  risks         1,762  90 

Total  unearned  premiums  as  computed  above    456,866  31 

All  other  demands  against  the  Company,  viz.,  commissions  and 

other  charges  due  and  to  become  due  to  agents  and  brokers  '20,441  85 

Total  liabilities   $565,453  89 

Surplus   369,003  73 

Aggregate  liabilities,  including  surplus    $984,517  62 
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III.  INCOME  DURING  THE  YEAR. 


Fire. 

"tiros*  premiums  and  bills  in  course  of  collection  at 
close  of  last  previous  vear,  as  shown  by  that 
year's  statement   $61,393  05 


Net  collected   061,898  05 

€}TOSS  premiums  on  risks  written  and  renewed  dur- 
ing the  vear,  as  shown  in  risk  and  premium 
exhibit   1,072,413  47 


Total  $1,133,806  52 

Deduct  premiums  and  bills  in  course  of  collection  at 

this  date   100,347  79 


Entire  premiums  collected  during  the  year  $1,033,458  73 

Deduct  reinsurance,  rebate,  abatement  and  return 

premiums   214,673  62 

Net  cash  actually  received  for  premiums   $818,785  11       $26,251  16 


Inland. 

$4,466  13 
$4,466  13 

26,417  47 
$30,883  60 
1,858  97 
$29,024  63 
2,773  47 


$845,036  27 


Interest  and  dividends  received  from  all  other  sources  

Aggregate  income  received  during  the  year  in  cash- 


IV.  EXPENDITURES  DURING  THE  YEAR. 

Fire.  Inland. 

Gross  amount  paid  for  losses   $673,135  09       $45,179  26 

Deduct  salvages  and  reinsurances   39,871  01   

Net  amount  paid  for  losses   $533,264  08       $45,179  26 

Paid  for  commission  and  brokerage  

Salaries  and  other  charges  of  officers,  clerks  and  other  employes 

and  miscellaneous  expenses  

Amount  paid  for  State,  national  and  local  taxes  


33,431  50 


378,467  77 


$678,443  34 
168,691  45 

80,131  21 
22,808  85 


Aggregate  expenditures  during  the  year  in  cash   $950,074  85 


V.  MISCELLANEOUS. 

Risks  and  Premiums. 

Fire  risks!  Premiums. 

In  force  on  the  thirty-Ant  dav  of  December  of  the  preceding  year—  $61,250,408  00  $848,675  78 

Written  or  renewed  during  the  year                                                76,277,668  00  1,072,413  47 

Total  $137,528,071  00  $1,921,089  25 

Deduct  those  expired  and  marked  off  as  terminated                     71,284,320  00  973,383  95 

In  force  at  the  end  of  the  year  '_  $66,243,751  00  $947,705  30 

Deduct  amount  reinsured                                                      3,937,508  00  61,213  23 

Net  amount  in  force                                                        162,306,243  00  $886,492  07 

Inland  risks.  Premiums. 

In  force  on  the  t  hirtv-fir>t  day  of  December  of  the  preceding  year__      $699,147  00  £13,681  07 

Written  or  renewed  during  the  year                                                     7,196,081  00  26,417  47 

Total                                                                                       $7,755,228  00  S40,098  54 

I>edu<t  those  expired  and  marked  off  as  terminated                        7,373,953  00  34,611  73 

In  force  at  the  end  of  the  year                                                 $381,275  00  «5,486  81 

he,  net  amoi  m  reinsured-...                                                       21,200  00  1,961  01 

Wet  amount  In  force                                                       1360,075  00  83,525  80 
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General  Interrogatories. 

Total  amount  of  fire  losses  incurred  during  the  year   $672,718  51 

Total  amount  of  inland  losses  incurred  during  the  year   31,970  3G 

Business  in  the  State  of  New  Jersey  during  the  year. 

Amount  of  fire  risks  written   $481,179  00 

Amount  of  fire  premiums  received   5,097  72 

Amount  of  losses  incurred   2,569  05 

Amount  of  losses  paid   1,069  05 
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